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PREFACE  FOR   FIRST   EDITION 


The  present  volume  is  an  outgrowth  of  the  needs  of  the  author'? 
own  class-room.  The  matter  is  essentially  that  presented  to  hisk 
classes  for  a  number  of  years  past,  a  considerable  part  having  been 
used  in  the  form  of  a  blue-print  manuscript  text-book.  It  is  now 
published  for  the  greater  convenience  of  his  own  students,  and  with 
the  hope  that  it  may  be  useful  to  others.  The  author  knows  of  no 
work  which  treats  of  any  considerable  part  of  the  field  covered  by 
this  volume.     Nearly  all  of  the  matter  is  believed  to  be  entirely  new. 

The  object  has  been  to  develop  principles  and  methods  and  to 
give  such  examples  as  illustrate  them,  rather  than  to  accumulate 
details  or  to  describe  individual  structures.  The  imderlying  prin- 
ciples of  ordinary  practice  are  explained;  and,  where  needed,  ways 
are  pointed  out  whereby  it  may  be  improved.  The  common  theories 
are  compared  with  the  results  of  actual  practice;  and  only  those  are 
recommended  which  have  been  verified  by  experiments  or  experi- 
ence, since  true  theory  and  good  practice  are  always  in  accord. 
The  author  has  had  the  benefit  of  suggestions  and  advice  from  prac- 
tical masons  and  engineers,  and  believes  that  the  information  here 
presented  is  reliable,  and  that  the  examples  cited  represent  good 
practice.  The  structures  illustrated  are  actual  ones.  The  accredited 
illustrations  are  from  well-authenticated  copies  of  working  drawings, 
and  are  presented  without  any  modification  whatever;  while  those 
not  accredited  are  representative  of  practice  so  common  that  a  single 
name  could  not  properly  be  attached. 

In  the  preparation  of  the  book  the  endeavor  has  been  to  observe 
a  logical  order  and  a  due  proportion  between  different  parts.  Great 
care  has  been  taken  in  classifying  and  arranging  the  matter.  It 
will  be  helpful  to  the  reader  to  notice  that  the  volume  is  divided 
successively  into  parts,  chapters,  articles,  sections  having  small- 
capital  black-face  side-heads,  sections  having  lower-case  black-face 
side-heads,  sections  having  lower-case  italic  side-heads,  and  sections 
having  simply  the  serial  number.  In  some  cases  the  major  subdivi- 
sions of  the  sections  are  indicated  by  small  numerals. '  The  constant 
aim  has  been  to  present  the  subject  clearly  and  concisely. 


vi                                          Pi.EFACE    FOR    FlUST    EDITION. 
t . .^ 

Iwery  precaution  has  been  taken. to  present  the  work  in  a  fomi 
for  convenient  practical  use  and  ready  reference.  Numerous  cross 
references  are  given  by  section  number;  and  whenever  a  figuro  or  a 
table  is  mentioned,  the  citation  is  accompanied  by  the  number  of 
the  page  on  which  it  may  be  found.  The  table  of  contents  shows 
the  general  scope  of  the  book;  the  running  title  assists  in  finding 
the  different  parts;  and  a  very  full  index  makes  everything  in  the 
book  easy  of  access.  There  are  also  a  number  of  helps  for  ihe 
student,  which  the  experienced  teacher  will  not  fail  to  recognize 
and  appreciate. 

Although  the  book  has  been  specially  arranged  for  engineering  and 
architectural  students,  it  is  hoped  that  the  information  concerning 
the  strengths  of  the  materials,  the  data  for  facilitating  the  making 
of  estimates,  the  plans,  and  the  costs  of  actual  structures,  will  prove 
useful  to  the  man  of  experience.  Considering  the  large  amount  of 
practical  details  presented  and  the  great  difference  in  the  methods 
employed  by  various  constructors,  it  is  probable  that  practical  men 
will  find  much  to  criticise.  The  views  here  expressed  are,  however, 
the  results  of  observation  throughout  the  entire  country,  and  of 
consultation  and  correspondence  with  many  prominent  and  practical 
men,  and  represent  average  good  practice.  The  experienced  en- 
gineer may  possibly  also  feel  that  some  subjects  should  have  been 
treated  more  fully;  but  it  is  neither  wise  nor  possible  to  give  in  a 
single  volume  minute  details.  These  belong  to  technical  journals, 
proceedings  of  societies,  and  special  reports  of  particular  work. 

No  pains  have  been  spared  in  verifying  data  and  checking 
results.  Should  any  error,  either  of  printer  or  author,  be  discovered 
— as  is  very  possible  in  a  work  of  so  much  detail,  despite  th(i  great 
care  used, — the  writer  will  be  greatly  obliged  by  prompt  notification 
of  the  same. 

The  author  gratefully  acknowledges  his  indebtedness  to  many 
engineers  for  advice  and  data,  and  to  his  former  pupil  and  present 
co-laborer.  Prof.  A.  N.  Talbot,  for  many  valuable  suggestions. 

Champaign,  III.,  July  9,  1889. 


PREFACE    FOR   TENTH    EDITION 


The  first  edition  of  this  volume  appeared  in  1889,  but  develop- 
ments in  the  manufacture  and  testing  of  portland  cement  and  the 
increasing  use  of  concrete  made  a  revision  necessary  in  1899;  and 
now  the  extensive  use  of  plain  concrete  and  the  introduction  of 
reinforced  concrete  make  a  further  revision  necessary.  Therefore 
it  has  been  decided  to  re-write  the  entire  book  to  the  end  that  it 
may  be  brought  up  to  date  in  various  matters  and  that  numerous 
modifications  may  be  made  in  the  text.  The  size,  of  the  volume  has 
been  increased  by  adding  to  the  size  and  the  number  of  the  pages. 
Numerous  changes  r*nd  additions  have  been  made  throughout  the 
book,  but  the  most  of  the  entirely  new  matter  will  be  found  in  the 
chapter  on  Plain  Concrete  and  in  the  three  new  chapters  on  Rein- 
forced Concrete,  Concrete  Building-Blocks,  and  Elastic  Arch,  and 
also  in  connection  with  the  new  structures  illustrated.  The  number 
of  structures  described  has  been  materially  increased,  and  it  is  be- 
lieved that  those  presented  represent  the  latest  practice  of  leading 
engineers.  The  author  is  under  obligations  to  many  engineei*s  for 
the  use  of  drawings  in  preparing  illustrations,  and  has  tried  to 
acknowledge  each  in  its  proper  place.  This  edition  contains  all  of 
the  elements  which  made  former  editions  convenient  for  practical 
use  and  ready  reference. 

Champaign,  III.,  August  15,  1909. 
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MASONRY   CONSTRUCTION 


INTRODUCTION 

Masonry'  may  be  defined  as  any  construction  formed  of  inorganic 
non-metallic  material  in  which  the  parts  are  so  fitted  together  as  to 
form  a  single  united  whole.  In  this  broad  sense  it  includes  all  kinds 
of  stone  masonry,  every  variety  of  brick  work,  and  all  of  the  monor 
lithic  work  commonly  called  concrete.  "Masonry,  the  most  perma- 
nent form  of  construction  which  man  can  make,  the  only  material 
suitable  for  those  works  which  assume  a  monumental  character 
and,  enduring  from  one  epoch  to  another,  transmit  to  future  ages 
the  actual  work  of  today — masonry  respected  for  its  antiquity, 
admired  for  its  enduring  futurity,''  is  the  subject  of  this  volume. 

Under  the  general  head  of  Masonry  Construction  will  be  dis- 
cussed the  subjects  relating  to  the  use  of  stone  and  brick  as  employed 
by  the  engineer  or  architect  in  the  construction  of  buildings,  retaining 
walls,  bridge  piers,  culverts,  arches,  etc.,  including  the  foundations 
for  the  same.  For  convenience,  the  subject  will  be  divided  as 
follows: 

Part     I.  Description  and  Characteristics  of  the  Materials. 
Part    II.  Methods  of  Preparing  and  Using  the  Materials. 
Part  III.  Foundations. 
Part  IV.  Masonry  Structures. 


"The  first  cost   of   masonry  should  be  its  only  cost.       Though  suporstnicturf^ 

decay  and  drift  away,  though  embankments  should  crumble  and  wash  out,  masonry 

should  stand  as  one  groat  mass  of  solid  rock,  firm  and  enduring." 

— Anonymous. 


PART   I 

THE    MATERIALS 


CHAPTER  I 
NATURAL  STONE 

1.  The  selection  of  a  stone  for  structural  purposes  is  always  a 
matter  of  moment,  and  is  sometimes  a  question  of  great  importance. 
Usually  a  structure  is  made  of  stone  to  secure  either  durability  or 
strength,  or  both;  but  natural  stones  differ  in  strength  and  dur- 
ability as  much  as  any  building  material,  and  stone  from  different 
parts  of  the  same  quarry  may  vaiy  considerably.  It  is  not  expected 
that  the  engineer  or  architect  should  be  an  expert  geologist,  miner- 
alogist, or  chemist ;  but  it  is  reasonable  to  expect  that  he  should  be 
fairly  well  informed  as  to  the  quaHties  of  the  different  classes  of 
building  stones  and  also  as  to  the  precautions  to  be  taken  in  selecting 
a  stone  for  any  particular  purpose. 

» 
Art.  1.     Requisites  for  Good  Building  Stone. 

2.  The  qualities  which  are  most  important  in  stone  used  for 
construction  are  cheapness,  durability,  strength,  and  beauty.  The 
relative  importance  of  these  different  qualities  varies  greatly  with 
the  nature  of  the  structure  and  with  the  personal  opinion  of  the 
engineer  or  architect. 

3.  Gheapness.  The  factor  which  usuallv  determines  the  value  of 
a  stone  for  structural  purposes  is  its  cheapness.  The  items  which 
contribute  to  the  cheapness  of  a  stone  are  abundance,  proximity  of 
quarries  to  place  of  use,  facility  of  transportation,  and  the  ease  with 
which  the  stone  is  quarried  and  worked. 

The  wide  distri\)ution  and  the  great  variety  of  good  building 
stone  in  this  country  are  such  t.hat  suitable  stone  should  everywhere 
l)e  cheap.  That  such  is  not  the  case  is  probably  due  either  to  a 
lack  of  the  development  of  home  resources  or  to  a  lack  of  confidence 
in  home  products.  The  several  State  and  Government  geological 
surveys  have  recently  done  much  to  increase  our  knowledge  of  the 
building  stones  of  this  country. 
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**The  lack  of  confidence  in  home  resources  has  very  frequently 
caused  stones  of  demonstrated  good  quality  to  be  carried  far  and 
wide,  and  frequently  to  be  laid  down  upon  the  outcropping  ledges 
of  material  irl  ever}'  way  their  equal.  The  first  stone  house  erected 
in  San  Francisco,  for  example,  was  ])uilt  of  stone  brought  from 
China;  and  even  in  1880  the  granites  mostly  employed  there  were 
brought  from  New  England  or  from  Scotland.  Yet  there  are  no 
stones  in  our  country  more  to  ])e  recommended  than  the  California 
granites.  Some  of  the  prominent  public  and  private  buildings  in 
Cincinnati  are  constructed  of  stone  that  was  carried  bv  water  and 
railway  a  distance  of  about  1500  miles.  Within  150  miles  of  Cin- 
cinnati, in  the  sub-carboniferous  limestone  district  of  Kentucky, 
there  are  very  extensive  deposits  of  dolomitic  limestone  that  afford 
a  beautiful  ])uilding  stone,  which  can  be  quarried  at  no  more  expense 
than  that  of  the  granite  of  Maine.  Moreover,  this  dolomite  is  easily 
carved,  and  requires  not  more  than  one  third  the  labor  to  give  it 
a  surface  that  is  needed  by  granite.  p]xperience  has  shown  that  the 
endurance  of  this  stone  under  the  influence  of  weather  is  very  great; 
yet  because  it  has  lacked  authoritative  indorsement  there  has  been 
little  market  for  it,  and  lack  of  confidence  in  it  has  led  to  the  trans- 
portation half-way  across  the  continent  of  a  stone  little,  if  any, 
superior  to  it." 

Development  of  local  resources  follows  in  the  wake  of  good 
information  concerning  them,  for  the  lack  of  confidence  in  home 
products  can  not  be  attributed  to  prejudice. 

The  facility  with  which  a  stone  may  be  quarried  and  worked  is 
an  element  affecting  cheapness.  To  be  cheaply  worked,  a  stone 
must  not  only  be  as  soft  as  durability  will  allow,  but  it  should  have 
no  flaws,  knots,  or  hard  ciystals. 

4.  DURABILITT.  Next  in  importance  after  cheapness  is  durability. 
Rock  is  supposed  to  be  the  type  of  all  that  is  unchangeable  and 
lasting;  but  the  truth  is  that,  unless  a  stone  is  suited  to  the  con- 
ditions in  which  it  is  placed,  there  are  few  substances  more  liable 
to  decay  and  utter  failure.  The  durability  of  stone  is  a  subject  upon 
which  tkere  is  very  little  reliable  knowledge.  The  question  of  endur- 
ance under  the  action  of  weather  and  other  forces  can  not  be  readilv 
determined.  The  external  aspect  of  the  stone  may  fail  to  give  any 
(^lue  to  it ;  nor  can  all  the  tests  we  yet  know  deterniine  to  a  certainty, 
in  the  laboratory,  just  how  a  given  rock  will  withstand  the  effect  of 
our  variable  climate  and  the  gases  of  our  cities.  If  our  land  were 
what  is  known  as  a  rainless  country,  and  if  the  temperature  were 
uniform  throughout  the  year,  the  selection  of  a  (lural)le  building 
stone  would  be  much  simplified.  The  cities  of  northern  Europe  are 
full  of  failures  in  the  stones  of  important  structures.     The  most 
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costly  buildinpj  erected  in  modern  times,  perhaps  the  most  costly 
edifice  reared  since  the  Great  Pyramid, — the  Parliament  House  in 
London, — was  l)uilt  of  a  stone  taken  on  the  recommendation  of  a 
committee  representing  the  best  scientific  and  technical  skill  of  Great 
Britain.  The  stone  selected  was  submitted  to  various  tests,  but  the 
corroding  influence  of  the  London  atmosphere  was  overlooked.  The 
great  structure  was  built,  and  now  it  seems  questionable  whether 
it  can  be  made  to  endure  as  long  as  a  timber  building  would  stand, 
so  great  is  the  effect  of  the  gases  of  the  atmosphere  upon  the  stone. 
This  is  only  one  of  the  numerous  instances  that  might  be  cited  in 
which  a  neglect  to  consider  the  climatic  conditions  of  a  particular 
locality  in  selecting  a  building  material  has  proved  disastrous. 

''The  great  difference  which  may  exist  in  the  durability  of  stones 
of  the  same  kind,  presenting  little  difference  in  appearance,  is  strik- 
ingly exemplified  at  Oxford,  England,  where  Christ  Church  Cathedral, 
built  in  the  twelfth  or  thirteenth  century  of  oolite  from  a  quarry 
about  fifteen  miles  away,  is  in  good  preservation,  while  many  colleges 
only  two  or  three  centuries  old,  built  also  of  oolite  from  a  quarry 
in  the  neighborhood  of  Oxford,  are  rapidly  crumbling  to  pieces."* 

6.  Strength.  The  strength  of  stone  is  in  some  instances  a  cardi- 
nal quality,  as  when  it  is  to  form  piers  or  columns  to  support  great 
weights,  or  IJntels  that  span  considerable  intervals.  It  is  also  an 
indispensable  attribute  of  stone  that  is  to  be  exposed  to  mechanical 
violence  or  unusual  wear,  as  in  steps,  sills,  jambs,  etc. 

6.  Beauty.  This  element  is  of  more  importance  to  the  architect 
than  to  the  engineer;  and  yet  the  latter  can  not  afford  to  neglect 
entirely  the  element  of  beauty  in  the  design  of  his  most  utilitarian 
structures.     The  stone  should  have  a  durable  and  pleasing  color. 

Art.  2.     Tests  of  Building  Stone. 

7.  As  a  general  rule,  the  densest,  hardest,  and  most  uniform 
stone  will  most  nearly  meet  the  preceding  requisites  for  a  good 
})uilding  stone.  The  fitness  of  stone  for  structural  purposes  can  be 
determined  approximately  by  examining  a  fresh  fracture.  It  should 
be  bright,  clean,  and  sharp,  without  loose  grains,  and  free  from  any 
dull,  earthy  appearance.  The  stone  should  contain  no  ''drys,'^  i.e., 
seams  containing  material  not  thoroughly  cemented  together,  nor 
*' crow-foots,"  i.e.,  veins  containing  dark-colored,  uncemented 
material. 

The  more  formal  tests  employed  to  determine  the  qualities  of  a 
building  stone  are:  (1)  weight  or  density,  (2)  hardness  and  tough- 
ness, (3)  strength,  (4)  dural)ility. 

*  RaiikitK^'s  ('ivil  Enginoering,  p.  362. 
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1.     Weight  of  Stone. 

8.  Weight  or  density  is  an  important  property,  since  upon  it 
depends  to  a  large  extent  the  strength  and  durability  of  the  stone. 

If  it  is  desired  to  find  the  exact  weight  per  cubic  foot  of  a  given 
stone,  it  is  generally  easier  to  find  its  specific  gravity  first,  and  then 
multiply  by  62.4 — the  weight,  in  pounds,  of  a  cubic  foot  of  water. 
This  method  obviates,  on  the  one  hand,  the  expense  of  dressing  a 
sample  to  regular  dimensions,  or,  on  the  other  hand,  the  inaccuracy 
of  determining  the  volume  of  a  rough,  irregular  piece.  Notice,  how- 
ever, that  this  method  determines  the  weight  of  a  cubic  foot  of  the 
solid  material,  which  will  be  a  little  more  than  the  weight  of  a  cubic 
foot  of  the  stone  as  used  for  structural  purposes.  In  finding  the 
specific  gravity  there  is  some  difficulty  in  getting  the  correct  dis- 
placement of  porous  stones, — and  all  stones  are  more  or  less  porous. 
There  are  various  methods  of  overcoming  this  difficulty,  which  give 
slightly  different  results.  The  following  method,  recommended  by 
General  Gillmore,  is  most  frequently  used: 

All  loose  grains  and  sharp  corners  having  been  removed  from 
the  sample  and  its  weight  taken,  it  is  immersed  in  water  and  weighed 
there  after  all  bubbling  has  ceased.  'It  is  then  taken  out  of  the  water, 
and,  after  being  compressed  lightly  in  bibulous  paper  to  absorb  the 
water  on  its  surface,  is  weighed  again.  The  specific  gravity  is  found 
by  dividing  the  weight  of  the  dry  stone  by  the  difference  between 
the  weight  of  the  saturated  stone  in  air  and  in  water.  Or  expressing 
this  in  a  formula. 


Specific  Gravity  = 


W 


a 


w.—w/ 

in  which  W^  represents  the  weight  of  dry  stone  in  air,  W,  the  weight 
of  saturated  stone  in  air,  W^  the  weight  of  stone  immersed  in  water. 

The  following  table   contains  the  weight  of  the  stones  most 
frequently  met  with. 

TABLE  1. 
Weight  of  Building  Stones. 


Kind  of  Stone. 

Mean 
Specific 
Gravity. 

Pounds  per  Cubic  Foot. 

Min. 

Max. 

Mean. 

Granites 

2.67 
2.53 
2.72 
2.22 

2.78 

161 
146 
157 
127 
160 

178 
174 
180 
151 
175 

167 

Ijimestones 

158 

Marbles 

170 

Sandstones 

139 

Slates 

174 
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2.    Hardness  and  Toughness. 

9.  The  apparent  hardness  of  a  stone  depends  upon  (1)  the  hard- 
ness of  its  component  minerals  and  (2)  their  state  of  aggregation. 
The  hardness  of  the  component  minerals  is  determined  by  the 
resistance  they  offer  to  being  scratched;  and  varies  from  that  of 
talc  which  can  easily  be  scratched  with  the  thumb-nail,  to  that  of 
quartz  which  scratches  glass.  Many  rocks  composed  of  hard 
materials  work  readily,  because  their  grains  are  loosely  coherent; 
while  others  composed  of  softer  materials  are  quite  tough  and  diffi- 
cult to  work,  owing  to  the  tenacity  with  which  the  particles  adhere 
to  each  other.  Obviously  a  stone  in  which  the  grains  adhere  closely 
and  strongly  one  to  another  will  be  stronger  and  more  durable  than 
one  which  is  loose  textured  and  friable. 

The  toughness  of  a  stone  depends  upon  the  force  with  which  the 
particles  of  the  component  minerals  are  held  together. 

Both  hardness  and  toughness  should  exist  in  a  stone  used  for 
stoops,  pavements,  road-metal,  the  facing  of  piers,  etc.  No  experi- 
ments have  been  made  in  this  country  to  test  the  resisting  power  of 
stone  when  exposed  to  the  different  kinds  of  service.  A  table  of  the 
resistance  of  stones  to  abrasion  is  often  quoted,  but  as  it  contains 
only  foreign  stones,  which  are  described  by  local  names,  it  is  not  of 
much  value. 

3.    Strength. 

Under  this  head  will  be  included  (1)  crushing  or  compressive 
strength,  (2)  transverse  strength,  (3)  shearing  strength,  (4)  elasticity. 
Usually,  when  simply  the  strength  is  referred  to,  the  crushing  strength 
is  intended. 

10.  Grushino  Strenqth.  The  crushing  strength  of  a  stone  is 
determined  by  applying,  measured  force  to  prisms  until  they  are 
crushed.  The  results  for  the  crushing  strength  vary  greatly  with  the 
details  of  the  experiments.  Several  points,  which  should  not  be 
neglected  either  in  planning  a  series  of  experiments  or  in  using  the 
results  obtained  by  experiment,  will  be  taken  up  separately,  although 
they  are  not  entirely  independent. 

11.  Form  of  Test  Specimen.  Experiments  show  that  all  brittle 
materials  when  subjected  to  a  compressive  load  fail  by  shearing  on 
certain  definite  angles.  For  brick  or  stone,  the  plane  of  rupture 
makes  an  angle  of  about  30°  with  the  direction  of  the  compressing 
force.  For  this  reason,  the  theoretically  nest  form  of  test  specimen 
would  be  a  prism  having  a  height  of  about  one  and  a  half  times  the 
lea.st  lateral  dimension.     The  result  is  not  materially  different  if 
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the  height  is  three  or  four  times  the  least  lateral  dimension.  But 
if  the  test  specimen  is  broader  than  high,  the  material  is  not  free  to 
fail  along  the  above  plane  of  rupture;  and  consequently  the  strength 
per  unit  of  bed  area  is  greater  than  when  the  height  is  greater  than 
the  breadth. 

However,  notwithstanding  the  fact  that  theoretically  the*  test 
specimen  should  be  higher  than  broad,  it  is  quite  the  universal 
custom  to  determine  the  crushing  strength  oi  stone  by  testing  cubes; 
and  this  practice  is  likely  to  continue  so  that  the  results  may  be 
comparable  with  those  hitherto  obtained  and  published.  Theo- 
retically the  strength  of  a  cube  of  stone  is  about  9  per  cent  greater 
than  that  of  a  prism  one  and  a  half  times  as  high  as  broad. 

12.  Sue  of  the  Oube.  Although  the  cube  is  the  form  of  test 
specimen  generally  adopted,  there  is  not  equal  unanimity  as  to  the 
size  of  the  cube;  but  it  has  been  conclusively  proved  that  the  strength 
per  square  inch  of  bed  area  is  independent  of  the  size  of  the  cube, 
and  therefore  the  size  of  the  test  specimen  is  immaterial.  A  two- 
inch  cube  is  most  frequently  used  in  compression  tests. 

General  Gillmore,  in  1875,  made  two  sets  of  experiments  which 
he  claimed  proved  that  the  relation  between  the  crushing  strength 
and  the  size  of  the  cube  can  be  expressed  by  the  formula 

y=a^/x, 

in  which  y  is  the  total  crushing  pressure  in  pounds  per  square  inch 
of  bed  area,  a  is  the  crushing  pressure  of  a  1-inch  cube  of  the  same 
material,  and  x  is  the  length  in  inches  oiF  an  edge  of  the  cube  under 
trial.  For  two  samples  of  Berea  (Ohio)  sandstone,  a  was  7000  and 
9500  lb.,  respectively.*  But  the  testing  machine  was  too  crude,  the 
experiments  were  insufficient  in  number,  and  the  cubes  were  too 
small  and  too  nearly  the  same  size  to  establish  any  such  law.  Results 
by  other  observers  with  better  machines,  particularly  by  General 
Gillmore  himself  t  with  the  large  and  accurate  testing  machine  at 
the  Watertown  (Mass.)  Arsenal,!  uniformly  show  this  supposed  law 
to  be  without  any  foundation.  Unfortunately  the  above  relation 
between  strength  and  bed  area  is  frequently  quoted,  and  has  found 
a  wide  acceptance  among  engineers  and  architects,  notwithstanding 
the  fact  that  it  is  not  true. 

*  Report  on  Strength  of  Building  Stone,  Appendix,  Rp|>ort  of  Chief  of  Engineers  of 
U.  S.  A.  for  1875. 

t  Notes  on  the  Compressive  Resistance  of  Freestone,  Brick  Piers,  Hydraulic 
Cements,  Mortars,  and  Concrete,  Q.  A.  Gillmore.  John  Wiley  &  Sons,  New  York, 
1888. 

X  Report  on  the  "Tests  of  Mltals,"  etc.,  for  the  year  ending  June  30,  1884.  p.  126, 
166,  167,  197,  212,  213,  215;  the  same  being  Sen.  Ex.  Doc.  No.  35,  49th  Cong.,  Ist 
Session.  For  a  diecuRsion  of  tliese  data  by  the  autlior,  see  Engineering  News^  vol.  xix, 
p.  511-512. 
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13.  Dressing  the  Oabe.  It  is  well  known  that  even  large  stones 
can  be  broken  by  striking  a  number  of  comparatively  light  blows 
along  any  particular  line,  in  which  case  the  force  of  the  blows 
gitMlually  weakens  the  cohesion  of  the  particles.  This  principle 
finds  application  in  the  preparation  of  test  specimens  of  stone. 

The  position  of  the  test  specimen  with  reference  to  the  bedding 
planes  of  the  rock  in  its  native  position  has  a  very  important  relation 
to  the  strength  of  the  stone.  The  direction  in  which  a  stone  splits 
most  easily  is  called  the  rift,  and  the  next  easiest  the  grain,  while  the 
directiDn  in  which  the  resistance  to  splitting  is  the  greatest  is  called 
the  head.  The  test  specimen  will  be  the  strongest,  if  the  pressure 
is  applied  perpendicular  to  the  rift.  In  most  cases  the  rift  is  hori- 
zontal, i.e.,  is  parallel  to  the  natural  bed;  but  in  some  cases  the  rift 
makes  an  angle  with  the  natural  bed.  Horizontally  bedded  stones 
are  quarried  by  blasting  or  wedging  along  the  natural  lines  of  cleavage, 
or  by  channeling  and  wedging  along  the  laminations;  but  if  the  rift 
is  not  horizontal,  it  is  common  practice  to  cut  out  blocks  without 
reference  to  the  natural  seams,  since  the  quarrying  machines  run 
most  easily  upon  horizontal  tracks,  and  since  it  is  desirable  to  main- 
tain a  level  quarry  floor.  In  the  last  case,  then,  there  is  a  difference 
between  the  rift  and  the  "natural  bed";  and  in  preparing  test 
specimens  care  should  be  taken  to  have  two  sides  of  the  cubes  par- 
allel to  the  rift,  which  should  be  marked  so  that  the  pressure  may  be 
applied  on  these  faces.  It  is  not  sufficient  to  have  the  faces  of  the 
cubes  parallel  and  perpendicular  to  the  broadest  face  of  the  original 
block,  for  the  latter  may  not  have  been  cut  out  with  reference  to  the 
rift.  The  rift  can  be  determined  by  a  careful  examination  of  the 
block.  The  failure  to  apply  the  pressure  perpendicular  to  the  rift 
doubtless  accoimts  for  part  of  the  large  difference  in  strength  of 
different  specimens  found  by  most  ex{)erimenters. 

If  the  specimen  is  dressed  by  hand,  the  concussion  of  the  tool 
greatly  affects  its  internal  conditions,  particularly  vrith  test  specimens 
of  small  dimensions.  With  2-inch  cubes,  the  tool-dressed  specimen 
usually  shows  only  about  60  per  cent  of  the  strength  of  the  sawed 
sample.  The  sawed  sample  most  nearly  represents  the  conditions 
of  actual  practice.  Unfortunately,  experimenters  seldom  state 
whether  the  specimens  were  tool-dressed  or  sawed.  The  disintegrat- 
ing effect  of  the  tool  in  dressing  is  greater  with  small  than  with  large 
specimens.  This  may  account  for  some  of  the  difference  in  strength 
of  different  sizes  of  test  specimen  as  seems  to  be  shown  by  some 
experiments. 

14.  Cushioiis.  Homogeneous  stones  in  small  cubes  appear  in 
ai»  cases  to  break  as  shown  in  Fig.  1.  The  forms  of  the  fragments 
e  and  6  are,  approximately,  either  conical  or  pyramidal.     The  more 
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or  less  disk-shaped  pieces  c  and  d  are  detached  from  the  four  sides  of 
the  cube  with  a  slight  explosion.  In  the  angles  e  'and  /,  the  stone 
is  generally  found  crushed  and  ground  into  powder.  This  general 
form   of   breakage  occurs   also   in   non-homogeneous   stones   when 

crushed  on  their  beds,  but  in  this  case  the 
modification  which  the  grain  of  the  stone 
produces  must  be  taken  into  account. 

The  nature  of  the  material  in  contact 
with  the  stone  while  under  pressure  is  a 
matter  of  great  moment.  If  the  materials 
which  press  upon  the  top  and  bottom  of  the 
specimen  are  soft  and  yielding  and  press  out 
sidewise,  they  introduce  horizontal  forces 
Pio  1  which     materially     diminish    the    apparent 

crushing  strength  of  the  stone.  If  the  pressing 
surfaces  are  hard  and  imyielding,  the  resistance  of  these  surfaces 
adds  considerably  to  the  apparent  strength. 

Formerly  steel,  wood,  lead,  and  leather  were  much  used  as 
pressing  surfaces.  Under  certain  limitations,  the  relative  crushing 
strengths  of  stones  with  these  different  pressing  su  if  aces  are  100, 
89,  65,  and  62  respectively.* 

Tests  of  the  strength  of  blocks  of  stone  are  useful  only  in  com- 
paring different  stones,  and  give  no  idea  of  the  strength  of  structures 
built  of  such  stone  (see  §  622)  or  of  the  crushing  strength  of  stone 
in  large  masses  in  its  native  bed  (see  §  657).  Then,  since  it  is  not 
possible  to  have  the  stone  under  the  same  conditions  while  being 
tested  that  it  is  in  the  actual  structure,  it  is  best  to  test  the  stone 
under  conditions  that  can  be  accurately  described  and  readily  dup- 
licated. Tlierefore  it  is  rapidly  coming  to  be  the  custom  to  test  the 
stone  between  metal  pressing  surfaces.  Under  these  conditions  the 
strength  of  the  specimen  will  vary  greatly  with  the  degree  of  smooth- 
ness of  its  bed  surfaces.  Hence,  to  obtain  definite  and  precise  results, 
these  surfaces  should  l)e  rubl)ed  or  ground  perfectly  smooth;  but 
as  this  is  tedious  and  expensive,  it  is  quite  common  to  reduce  the  bed- 
surfaces  to  planes  by  plastering  them  with  a  thin  coat  of  plaster  of 
paris,  and  inverting  the  cube  on  a  sheet  of  plate  glass  or  allowing  the 
plaster  to  set  under  a  small  pressure  between  the  metal  pressing  sur- 
faces of  the  testing  machine.  With  the  stronger  stones,  specimens  with 
plastered  beds  will  show  less  strength  than  those  having  rubbed  beds, 
and  this  difference  will  vaiy  also  with  the  length  of  time  the  plaster 
is  allowed  to  harden.  With  a  stone  having  a  strength  of  5,000  to 
6,000  pounds  per  square  inch,  allowing  the  plaster  to  attain  its 

*  Ri'|K)rt  on  HuiUiing  Stoiios,  in  Report  of  Chief  of  Enpneers,  V.  S.  A.,  1875,  App. 
II :  also  bound  separately,  page  29. 
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maximum  strength,  this  difference  varied  from  5  to  20  per  cent,  the 
mean  for  ten  trials  being  almost  10  per  cent  of  the  strength  of  the 
specimen  with  rubbed  beds. 

The  testing  machine  should  be  provided  with  a  plate  having  a 
ball-and-socket  bearing,  to  secure  a  uniform  distribution  of  the  pres- 
sure; and  care  must  be  taken  to  place  the  test  piece  accurately  in  th(; 
axis  of  the  testing  machine.  If  the  specimen  spalls  off  on  only  on(j 
side,  it  is  almost  certain  that  it  wiis  not  well  bedded  or  that  it  was  not 
placed  centrally  in  the  machine.  If  the  cube  is  well  bedded  and 
properly  placed  in  the  machine,  it  will  fail  suddenly  with  a  considerable 
report,  and  the  pieces  will  fly  in  all  directions. 

16.  Effect  of  Water.  The  specimen  should  be  reasonably  dry, 
since  a  wet  stone  is  not  as  strong  as  a  dry  one  (see  §  79). 

16.  Data  on  Crushing  Strength.  Table  2  shows  the  results  of  all 
the  stones  tested  with  the  U.  S.  testing  machine  at  the  Watertown 
Arsenal  from  1883  to  1905,  except  two  stones  noted  l>elow.  The 
quantities  in  the  columns  headed  "Min."  represent  the  strength  of 
the  weakest  stone  of  each  particular  kind,  and  are  the  mean  of  thre<; 
or  more  tests:  and  similarlv  for  the  quantities  in  the  columns  headed 
"Max." 

Two  samples  of  granite  were  tested  which  are  not  included  in 
Table  2.     The  results  in  the  table  are  for  test  specimens  prepared 


TABLE  2. 

Compressive  Strength  of  Stones. 
Cul>es  set   in   plaster  of  paris. 


1 

No.  of 
QuarricH. 

10 

15 
I  10 
'       19 

1 

No.  of 
Te*.t»«. 

I'ltimati 

I  Ckushino 
Inch. 
.Mean. 

19  'M9 

9  4:« 

12  709 

9:«:i 

J 

Stke: 

T<»n* 

Min. 

147 
261 
495 
313 

SGTII, 

Kind  op 
Stosb. 

Pour 
Min. 

2  045 
6872 

4  :io:i 

uU  per  Square 

per  Square  Ftjot. 

Max. 

27  7:% 

24  121 
17  780 
15  Wi 

Max.      Mean. 

1 

(iranite 

Limestone  .. 

Marble 

Sandstone. . . 

:i5 

21 

84- 

• 

1  990    1  4(:o 
1  740       680 
1  280       910 
1 090       670 

',n  the  usual  way:  but  the  two  culies  referred  to  were  dressed  out 
to  24  inches  on  a  .side  and  then  reduced  on  a  rubbing  l>ed  to  2  inchc?«. 
The  average  for  .six  tests  of  this  stone,  granite  from  Sali.sbur}'.  X.  ('., 
was  49.457  pounds  per  .^juare  inch,  the  maximum  fr>r  a  .single  cuUf 
being  51.990.*     The  result.s  for  this  stone  are  the  highe?^t  known  to 

♦Tcrrt.^  of  Metal-,  etc.,  1Wj5,  {».  421. 
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have  been  obtained  for  the  crushing  strength  of  any  stone  or  brick, 
and  are  probably  largely  due  to  the  manner  of  dressing  the  specimens 
and  also  to  unusual  care  in  selecting  the  sample  (§  13),  in  bedding 
the  cubes,  and  in  placing  them  in  the  testing  machine;  and  hence 
are  not  to  be  taken  as  representative. 

For  somewhat  similar  reasons  the  argillaceous  limestone  from 
which  the  Rosendale  natural  cement  is  made,  gave  a  crushing 
strength  of  40,875  pounds  per  square  inch. 

17.  Crushing  Strength  of  Slabs.  Only  a  few  experiments  have 
been  made  to  determine  the  crushing  strength  of  slabs  of  stone,  that 
is,  of  specimens  less  in  height  than  in  width;  and  in  the  experiments 
most  of  the  specimens  had  a  thickness  proportionally  much  greater 
than  the  })locks  of  stones  employed  in  ordinary  masonry.  All  of  the 
experiments  show  that  the  strength  per  square  inch  of  bed  area  is 
considerably  greater  for  slabs  than  for  cubes. 

Prof.  J.  B.  Johnson  from  experiments  by  Bauschinger  deduces  the 
formula* 

g^°gh»;P"^?  ^^0.778 +  0.222^. 
strength  of  cube  h 

in  which  6  =  the  least  lateral  dimension  of  the  prism  and  /i  =  its  height. 
Eight  experiments  with  the  U.  S.  testing  machine  at  Watertown  t 
agree  reasonably  well  with  this  formula. 

18.  Transverse  Strength.  When  stones  ai^  used  for  lintels, 
etc.,  their  transverse  strength  becomes  important.  The  ability  of  a 
stone  to  resist  as  a  beam  depends  upon  its  tensile  strength,  since 
that  is  always  much  less  than  its  compressive  strength.  A  knowledge 
of  the  relative  tensile  and  compressive  strengths  of  stones  is  valuable 
in  interpreting  the  effect  of  different  pressing  surfaces  in  compressive 
tests,  and  also  in  determining  the  thickness  required  for  lintels, 
sidewalks,  cover  stones  for  box  culverts,  thickness  of  footing  courses, 
etc. 

Owing  to  the  small  cross  section  of  the  specimen  employed  m 
determining  the  transverse  strength  of  stones, — usually  a  bar  1  inch 
square, — the  manner  of  dressing  the  sample  affects  the  apparent 
transverse  strength  to  a  greater  degree  than  the  compressive  strength 
(see  §  13). 

The  following  formulas  are  useful  in  computing  the  breaking 
load  of  a  slab  of  stone.  I^et  W  represent  the  concentrated  center 
load  plus  half  of  the  weight  of  the  beam  itself,  in  pounds;    and  let 

♦Johnson's  Materials  of  Construction,  p.  31. 

tSee  Report  on  "Tests  of  Metals,  etc.,"  for  18S4.  Sen.  Ex.  Dor.  No.  35.  49*h 
Cong,,  1st  Session, — p.  126  and  212;  or  Notes  on  the  Compressive  Resistance  of  Knn*- 
atone,  Brick  Piers  and  Hydraulic  Cements,  Mortars  and  Concretes.  Q.  A.  Gillmon',  p.  34. 
37.  00. 
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b,  (if  and  I  represent  the  breadth,  depth,  and  length,  in  inches,  respec- 
tively. Let  R  =  the  modulus  of  rupture,  in  lb.  per  sq.  in.;  let 
C  =  the  weight,  in  pounds,  required  to  break  a  bar  1  inch  square 
and  1  foot  long  between  bearings;  and  let  L  =  the  length  of  the  beam 
in  feet.     Then 

•J  t  Lj 

The  equivalent  uniformly  distributed  weight  is  equal  to  twice  the 
concentrated  center  load. 

19.  According  to  tests  made  with  the  U.  S.  testing  machine  at 
Watertown,  the  transverse  strength  of  each  of  the  several  classes  of 
l)uilding  stones  in  terms  of  its  crushing  strength  is  as  follows:* 

Granite 8.7  per  cent 

Marble 15.2    "      " 

Limestone 17.4    "      " 

Sandstone 14.2    "      " 

Each  result  is  the  mean  of  four  to  six  tests.  The  relatively  small 
transverse  strength  of  granite  is  evidence  of  the  "grain''  of  that 
stone,  the  property  which  makes  it  easy  to  quarry  prismoidal  blocks 
of  that  material. 

Table  3  gives  the  modulus  of  rupture  of  several  kinds  of  stone  as 
determined  with  the  testing  machine  at  the  U.  S.  Arsenal  at  Water- 
town,  Mass.,  from  1883  to  1905.  Each  result  is  the  mean  of  from 
one  to  four  tests. 

TABLE  3. 

Transverse  Strength  of  Stone. 


Rbf. 
No. 

Kind  op  Stone. 

Modulus  or  Rupture. 
Pounds  per  Square  Inch. 

Min.       '       Max. 

1 

Mean. 

1 

Bluestone.  North  River 

4  433     ;     5  618 

1216          2  610 

253          2  864 

382          2  2«3 

5  026 

2 

Granite 

1849 

3 

Limestone 

1377 

4 

Marble  

1  390 

5 

Sandstone 

495 

3009 

1378 

6 

Slate — one  test 

7  671 



The  question  of  what  margin  should  be  allowed  for  safety  is 
one  that  can  not  be  determined  in  the  abstract;  it  depends  upon  the 
accuracy  with  which  the  maximum  load  is  estimated,  upon  whether 

♦Tests  of  Metals,  etc.,  1895,  p.  319. 
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the  live  load  is  applied  with  or  without  shock,  upon  the  care  with 
which  the  stone  was  selected,  etc.  This  subject  will  he  discussed 
further  in  connection  with  the  use  of  the  data  of  the  above  table  in 
subsequent  parts  of  this  volume. 

20.  Shearing  Strength.  Only  occiusionally  is  a  stone  used  in 
such  a  position  that  its  shearing  strength  is  of  any  moment;  but 
sometimes  the  shearing  strength  is  important,  for  example,  in  a  lintel 
or  in  a  corbel.  -Not  many  experiments  have  been  made  on  the  shearing 
strength  of  stone,  partly  because  of  the  relative  unimportance  of  the 
matter  and  partly  because  of  the  difficulty  in  making  the  experiments 
to  obtain  a  failure  by  shear  independent  of  cross  breaking. 

The  average  of  seventeen  experiments  on  the  U.  S.  testing  machine 
at  Watertown  *  seems  to  show  that  the  shearing  strength  of  stone  is 
11.4  per  cent  of  its  crushing  strength,  the  range  being  from  7.9  to 
22.1;  while  the  average  of  eighteen  experiments  by  Bauschinger  t 
is  0.0  per  cent,  the  range  being  from  5.7  to  19.1.  The  difference 
))etween  the  two  sets  of  experiments  is  considerable;  and  is  probably 
partly  due  to  the  use  of  different  stones,  but  probably  largely  to 
differences  in  the  method  of  making  the  experiments.  In  this 
connection  s?e  §  408. 

Four  to  six  tests  upon  each  kind  of  stone,  each  test  specimen 
coming  from  a  different  quarry,  with  the  U.  S.  testing  machine  X  gi^ve 
th(*  shearing  strength  in  terms  of  th(^  compressive  strength  as 
follows : 

Granite II.8  per  cent 

Limestone 12.5    "      " 

Marble 9.6    "      " 

Sandstone  12.9    "      " 

21.  Elasticitt.     The  modulus  of  elasticitv  of  a  stone  is  of  value 

ft* 

in  computing  the  distortion  under  load  of  a  monolith;  and  may 
throw  a  little  light  upon  the  distortion  of  stone  masoniy  under  load, 
although  the  yielding*  due  to  the  mortar  may  be  proportionally  very 
large.  The  m.odulus  of  elasticity  of  all  stones  varies  with  the  load, 
*  unlike  that  for  steel,  which  is  constant  for  all  loads  below^  the  elastic 
limit.  The  granites,  limestones,  and  marbles  are  nearly  perfectly 
elastic  for  all  working  loads,  but  the  sandstones  take  a  permanent 
set  for  the  smallest  loads.  Masoniy  is  not  usually  subjected  to  loads 
of  more  than  100  to  1,000  pounds  per  square  inch;-  and  hence  the 
values  of  the  modulus  of  elasticity  between  these  limits  are  given 
in  Table  4. 

♦Tests  of  Metals,  etc.,  1894,  p.  430-431. 

t  John.son's  Materials  of  Construction,  p.  04.'^. 

+  Tests  of  Metals,  etc.,  1895,  p.  319-20. 
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TABLE  4.     . 

Modulus  of  Elasticity  of  Stone.* 
Between  limits  of  100  to  1,000  lb.  per  sq.  in. 


Ref. 

Kind  *>*•  Stone. 

Pounds  per  Square  Inch, 

No. 

Min. 

Max.        Mean. 

1 

Granite 

1  205  000 

2  4.39  000 

3  640  000 
1  020  000 

9  800  000 
10  989  000 
12(K)0  000 

5  714  (KK) 

4  639  00(^ 

2 

Limestone 

4  675  000 

3 

Marble 

6  949  000 

4 

Sandstone 

2  212  800 

4.     Durability. 

22.  "Although  the  art  of  building  has  been  practiced  from  the 
earliest  times,  and  constant  demands  have  been  made  in  every  age 
for  the  means  of  determining  the  best  materials,  yet  the  process  of 
ascertaining  the  durability  of  stone  appears  to  have  received  but 
little  definite  scientific  attention,  and  the  processes  usually  employed 
for  solving  this  question  are  still  in  a  very  unsatisfax^tory  state. 
Hardly  any  department  of  technical  science  is  so  much  neglected  Jis 
that  which  embraces  the  study  of  the  nature  of  stone,  and  all  the 
varied  resources  of  lithologj'  in  chemical,  microscopical,  and  physical 
methods  of  investigation,  wonderfully  developed  within  the  last 
quarter  century,  have  never  yet  been  properly  applied  to  the  selection 
and  protection  of  stone  used  for  building  purposes."  f 

Examples  of  the  rapid  decay  of  building  stones  have  already  been 
referred  to,  and  numerous  others  could  be  cited,  in  which  a  stone 
which  it  was  supposed  would  last  forever  has  already  begun  to 
decay.  In  every  way,  the  question  of  durability  is  of  more  interest 
to  the  architect  than  to  the  engineer;  although  it  is  of  enough  import- 
ance to  the  latter  to  warrant  a  brief  discussion  here. 

23.  Destructive  Agents.  The  destructive  agents  may  be  clas- 
sified as  mechanical,  chemical,  and  organic.  The  last  are  unim- 
portant, and  will  not  be  considered  here. 

24.  'Mechanical  Agents.  For  our  climate  the  mechanical  agents 
are  the  most  detrimental.  These  are  frost,  wind,  rain,  fire,  pressure, 
and  friction. 

The  action  of  frost  is  usually  one  of  the  main  causes  of  rapid 
decay.     Two  elements  are  involved, — the  friability  of  the  material 

*  Testa  of  Metals,  etc.,  1894,  p.  393-420;  ibid.,  1895,  p.  341-372. 

t  Tenth  (1880)  Census  of  the  U.  S.,  vol.  x,  Report  on  the  Quarry  lndustr>%  p.  364. 
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and  its  power  of  absorbing  moisture.  In  addition  to  the  alternate 
freezing  and  thawing,  the  constant  variations  of  temperature  from 
day  to  day,  and  even  from  hour  to  hour,  give  rise  to  molecular  motions 
which  affect  the  durability  of  stone  as  a  building  material.  This 
effect  is  greatest  in  isolated  masses, — as  monuments,  bridge 
piers,  etc' 

The  effect  of  rain  depends  upon  the  solvent  action  of  the  gases 
which  it  contains,  and  upon  its  mechanical  effect  in  the  wear  of 
pattering  drops  and  streams  trickling  down  the  face  of  the  stone. 

A  gentle  breeze  dries  out  the  moisture  of  a  building  stone  and 
tends  to  preserve  it;  but  a  violent  wind  wears  it  away  by  dashing 
sand  grains,  street  dust,  ice  particles,  et.c.,  against  its  face.  The 
extreme  of  such  action  is  illustrated  by  the  vast  erosion  of  the  sand- 
stone in  the  plateaus  of  Colorado,  Arizona,  etc.,  into  tabular  misas, 
isolated  pillars,  and  grotesquely  shaped  hills,  by  the  erosive  force  of 
sand  grains  borne  by  the  winds.  The  effect  is  similar  to  that  of  the 
sand  blast  as  used  in  various  processes  of  manufacture.  A  violent 
wind  also  forces  the  rain-water,  with  all  the  corrosive  acids  it  con- 
tains, into  the  pores  of  stones,  and  carries  off  the  loosened  grainS; 
thus  keeping  a  fresh  surface  of  the  stone  exposed.  Again,  the 
swaying  of  tall  edifices  by  the  wind  causes  a  continual  motion,  not 
only  in  the  joints  between  the  blocks,  but  among  the  grains  of  the 
stones  themselves.  Many  stones  have  a  certain  degree  of  flexibility, 
it  is  true;  and  yet  the  play  of  the  grains  must  gradually  increase,  and 
a  tendency  to  disintegration  results. 

Experience  in  great  fires  in  the  cities  shows  that  there  is  no  stone 
which  can  withstand  the  fierce  heat  of  a  mass  of  burning  buildings. 
Sandstone  seems  to  be  the  least  affected  by  great  heat,  and  granite 
most. 

Friction  affects  sidewalks,  pavements,  etc.,  and  may  also  affect 
bridge  piers,  sea  walls,  docks,  etc. 

The  effect  of  pressure  in  destroying  stone  is  of  little  importance, 
provided  the  load  to  be  borne  does  not  too  nearly  equal  the  crushing 
strength.  The  pressure  to  which  stone  is  subjected  does  not  general'  v 
exceed  one  tenth  of  the  ultimate  strength  as  determined  by  method? 
already  described. 

26.  Ghemical  Agents.  The  pnncipal  chemical  agents  of  destruc- 
tion are  acids.  Every  constituent  of  stone,  except  quartz,  is  sub- 
ject to  attack  by  acids;  and  the  carbonates,  which  enter  as  chief 
constituents  or  as  cementing  materials,  yield  very  readily  to  such 
action.  Oxygen  and  ammonia  by  their  chemical  action  tend  to 
destroy  stones.  The  sulphur  acids  and  carbonic  acid,  which  result 
from  the  combustion  of  gas,  coal,  etc.,  and  sometimes  from  certain 
kinds  of  manufactories,  have  a  very  marked  effect  upon  the  durability 
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of  stone.     The  nitric  acid  in  the  rain  and  the* atmosphere  exerts  a 
perceptible  influence  in  destroying  building  stone. 

26.  Resisting  Agents.  The  durability  of  a  building  stone  de- 
pends upon  three  conditions,  viz.:  the  chemical  and  mineralogicaJ 
nature  of  its  constituents,  its  physical  structure,  and  the  character 
and  position  of  its  exposed  surfaces. 

27.  Ghemical  Ck>mposition.  The  chemical  composition  of  the 
principal  constituent  mineral  and  of  the  cementing  material  has  an 
important  effect  upon  the  durability  of  a  stone. 

A  siliceous  stone,  other  things  being  equal,  is  more  durable  than 
a  limestone;  but  the  durability  of  the  former  plainly  depends  upon 
the  state  of  aggregation  of  the  individual  grains  and  their  c.ementmg 
bond,  as  well  as  on  the  chemical  relation  of  the  silica  to  the  other 
chemical  ingredients.  A  dolomitic  limestone  is  more  durable  than  a 
pure  limestone. 

A  stone  that  absorbs  moisture  abundantly  and  rapidly  is  likely 
to  be  injured  by  alternate  freezing  and  thawing;  hence  clayey  con- 
stituents are  injurious.  An  argillaceous  stone  is  generally  compact, 
and  often  has  no  pores  visible  to  the  eye;  yet  such  will  disintegrate 
rapidly  either  by  freezing  and  thawing,  or  by  corrosive  vapors. 

The  presence  of  calcium  carbonate,  as  in  some  forms  of  marble 
and  in  earthy  limestones,  renders  a  building  material  liable  to  rapid 
attack  by  acid  vapors.  In  some  sandstones  the  cementing  material 
is  the  hydrated  form  of  ferric  oxide,  which  is  soluble  and  easily 
removed.  Sandstones  in  which  the  cementing  material  is  siliceous 
are  likely  to  be  the  most  durable,  although  they  are  not  so  easily 
worked  as  the  former.  A  stone  that  has  a  high  percentage  of  alu- 
mina (if  it  be  also  non-crystalline),  or  of  organic  matter,  or  of  pro- 
toxide of  iron,  will  usually  disintegrate  rapidly.  Such  stones  are 
generally  of  a  bluish  color. 

28.  Seasoning.  All  stones,  and  especially  limestones  and  sand- 
stones, when  first  quarried  contain  considerable  quarry  sap.  When 
full  of  sap  the  stone  works  considerably  easier  under  the  tool  than 
when  well  seasoned.  This  hardening  by  seasoning  adds  very  much 
to  the  durability  of  the  stone.  If  a  stone  freezes  while  full  of  quarry 
sap,  it  is  nearly  certain  to  crack ;  but  if  it  is  first  allowed  to  season,  it 
is  not  likely  to  be  appreciably  damaged  by  a  single  freezing.  The 
cause  of  the  hardening  by  seasoning  has  not  been  experimentally 
determined;  but  it  is  supposed  to  be  due  to  the  fact  that  the  quarry 
sap  holds  in  solution  a  small  amount  of  calcareous  or  siliceous  matter, 
and  that  in  seasoning  this  material  is  drawn  to  the  surface  and  is 
deposited  in  the  pores  of  the  stone  by  the  evaporization  of  the  sap. 
The  matter  in  solution  in  the  sap  thus  becomes  an  additional  cement- 
ing material  and  binds  the  grains  more  firmly  together. 
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Nt'  lU'UTininatioij  hii>  Ix^oii  iiumIo  ol"  citlior  tlic  (juiintiTv  or  the 
compotsiiioii  of  tlw  (juarn*  ^^Ilp:  iiiui  }\iv  siirprisiiii:  iliiiur  is  thai  an 
oi  iHTwitsu  iiiapprccial)!*'  anioiim  of  liquid  can  pnKluoe  siifh  a  marked 
(•flVci . 

29.  Physical  Structure.  Tlie  physical  pro])erties  which  contribute 
!<)  ilural»ility  an*  iiarclne>.<.  touchnes.^,  honiopeneity,  contipuity  of  the 
^I■ain^.  and  tin*  stni^-tuTf- — whether  ciysialline  or  anioqihon>, 

Ahhoii^rli  hardnes-  Me.si stance  To  crush in<r  is  ofien  r(^4rar(le<i  Jis 
the  !n(>si  i!njM»na!r  ejeujen:.  yet  resistance  1o  weatlu»rina  does  not 
nerrssarily  depend  upon  hardness  alone.  l)Ut  up(»n  hardnc*ss  and  the 
non-al)Sorlx*ni  ])roperties  of  the  stone.  A  hard  material  of  clow*  and 
(irm  tcxtun*  i>.  h<)W(»ver.  in  those  (pialities  at  least.  es]>ecially  fitted 
i(»  rcsisi  f rid  ion.  and  i-^  therefore  suitable  for  use  in  stoops,  pave- 
ment >.  and  road  metal,  and  to  resist  the  wear  of  rain  dro]>s.  dripping 
rail-water,  the  blows  of  the  waves.  et<-. 

I^>^osi^y  j-  an  objectionable  element.  An  excessive  ponjsity 
inerea^'^  the  layer  of  de«-omp<»sition  which  is  caused  by  the  acids  of 
the  atmosphere  and  of  the  rain,  and  also  dee]x*ns  the  penetration  of 
fn»si  and  |>romotes  its  w(»rk  of  disinteirration. 

If  th<'  constituents  of  ii  rock  differ  <rreatly  in  hardness,  texture, 
solubility,  porosity,  etc.  the  weatherini::  is  tmeriual.  the  surface  is 
roujihened,  an<l  the  sensibility  of  th<'  stone  to  the  action  of  frost  is 
inerea>^  d. 

The  principle  which  obtain-  in  applying  an  artificial  cement, 
such  a-^  ^lue.  in  the  thinnest  film  in  order  to  secure  the  irreatest 
bindin.L^  fon-e.  hnd>  it-  analoin'  in  tlu*  building  stones.  The  thinner 
the  films  of  th<'  nanual  <*ement  and  the  closer  the  jrrains  of  the  pre- 
dommant  mineral-,  tiie  stronirerand  more  diu'able  the  stone.  One 
source  of  wt*aknes-  in  th<-  once  famou-  brown-stone  of  New  York  Citv 
lie<  in  the  separation  of  the  rounded  <rrains  of  (piartz  and  feldspar 
by  a  su|MMabundanre  of  ocii»M'ou>  cement.  Of  coiu'se  the  further 
>e|>aratit»n  pii>du<etl  by  li<sure.  loo.^eness  of  lamination,  empty  cavities 
and  ^eo(U.-..  and  e\<-e»  of  mif-a  tends  tt»  deteriorate  still  further  a 
weak  l)uildinj:  s!(»ne. 

l'ixperien<-e  ha>  jrenerallv  shown  thai  a  crystalline  structure 
resists  aimo-pheii(  atiaek  ix*Tter  than  an  amorphous  one,  as  has  l>een 
aiMMulaiith  llhi-MaK'd  in  thf-  buildiiurs  of  New  York  Citv.  The 
>am«'  !ar!  i>  •:rneiaiiv  true  idsi>  with  th<'  sedimentary  rocks,  a  ciystal- 
'uh-  limesionr  or  \nnu\  marble  resistinL*"  (M'osion  belter  than  earthv 
luLM'^lone-.  .\  -n  in-  Tha*  i-  •■<»inpact I}-  and  tiiu'ly  irratudar  will 
exioliaie  naM'e  ra-ily  \*\  tretv.inu  and  thawini:  tlianone  that  is  coarse- 
uraMMM:  A  -!t»n<  t!.:i*  1-  i;imina"  in  stiMK-Ture  nli-(»ib>  moisture 
tmeouallv  jmd  will  lie  ><'»itin^i'  .-  ffrcmi  Iv  unciiuni  exivmsion  and 
loii'raclion.    -esj.H'*i:'l-y    \>y    !n*e/inL:    .iiu:    tiiMwini:.     Su<'li    a    ston^ 


Art.  2.]  Durability  of  BriLDixn  Stone.  19 

will  gradually  separate  into  sheets.  A  stone  that  has  a  granular 
texture,  as  contrasted  with  one  that  is  crystalline  or  fibrous,  will 
crumble  sooner  by  frost  and  by  chemical  agents,  because  of  the  easy 
dislodgment  of  the  individual  grains. 

The  condition  of  the  surface,  whether  rough  or  polished,  influences 
the  durabihty, — the  smoother  surface  being  the  better.  The  stone 
is  more  durable  if  the  exposed  sui-face  is  vertical  than  if  inclined. 
The  lamination  of  the  stone  should  be  horizontal. 

30.  Methods  of  Testing  Durabilitt.  It  has  long  been  recog- 
nized that  there  are  two  ways  in  which  a  judgment  can  be  formed 
of  the  durability  of  a  building  stone,  and  these  may  be  distinguished 
as  natural  and  artificial. 

31.  Natural  Methods.  The  natural  methods  must  always  take 
the  precedence  whenever  they  can  be  used,  because  they  involve 
(1)  the  exact  agencies  concerned  in  the  atmospheric  attack  upon 
stone,  and  (2)  long  periods  of  time  far  beyond  the  reach  of  artificial 
experiment. 

A  study  of  the  surfaces  of  old  buildings,  bridge  piers,  monuments, 
tombstones,  etc.,  which  have  been  exposed  to  atmospheric  influences 
for  years,  is  one  of  the  best  sources  of  reliable  information  concerning 
the  durability  of  stone.  A  durable  stone  wall  retain  the  tool  marks 
made  in  working  it,  and  preserve  its  edges  and  comers  sharp  and  true. 

Another  method  is  to  visit  the  quarry  and  observe  whether  the 
ledges  that  have  been  exposed  to  the  w^eather  are  deeply  corroded,  or 
whether  these  old  surfaces  are  still  fresh.  In  applying  this  test, 
consideration  must  be  given  to  the  modifying  effect  of  geological 
phenomena.  It  has  been  pointed  out  that  'Hhe  length  of  time  the 
ledges  have  been  exposed,  and  the  changes  of  actions  to  which  they 
may  have  been  subjected  during  long  geological  periods,  are  unknown ; 
and  since  different  quarries  may  not  have  been  exposed  to  the  same 
action,  they  do  not  always  afford  definite  data  for  reliable  compara- 
tive estimates  of  durability,  except  where  different  specimens  occur 
in  the  same  quariy."  North  of  the  glacial  limit,  all  the  products 
of  decomposition  have  been  planed  away  and  deposited  as  drift- 
formation  over  the  length  and  breadth  of  the  land.  The  rocks  are 
therefore,  in  general,  quite  fresh  in  appearance,  and  possess  only  a 
slight  depth  of  cap  or  worthless  rock.  The  same  classes  of  rock, 
'however,  in  the  South  are  covered  with  rotten  products  from  long 
ages  of  atmospheric  action. 

32.  Artificial  Methods  of  Testing  Durability.  The  older  artificial 
methods  of  determining  durability  were  based  upon  the  assumption 
that  the  relative  durability  of  stones  is  proportional  to  their  crush- 
ing strength,  their  absorptive  power,  their  resistance  to  freezing, 
and  their  solubility  in  acids;   but  it  is  now  known  that  stones  differ 
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wideir  in  duriil^ilitv  which  <lo  not  differ  much  if  anv  in  one  or  morr 
of  the  ahov^  respects,  and  conse(iiiently  the  <letermination  of  the 
above  elements  for  several  i)uildin^  stones  is  only  an  approximate 
method  of  determining  their  durability.  In  making  the  experiments 
each  element  acts  by  itself,  while  in  the  structure  the  stone  is  expose<l 
to  the  combined  action  of  all  the  methods  of  attack:  and  their  action 
may  be  veiy  different  separately  than  simultaneously. 

In  recent  years  it  has  been  claimed  that  the  best  artificial  method 
of  determining  the  pro))able  durability  of  a  stone  was  to  study  its^.  , 
surface  or  a  thin,  transparent  slice  under  the  microscope.  Undoubt- 
edly this  method  gives  valuable  information,  but  it  still  remains  true 
that  in  the  pre.sent  state  of  our  knowledge  the  methods  of  deter- 
mining the  (lura))ility  of  building  stones  by  lal)orator}'  tests  are 
unsatisfactory  and  the  results  are  unreliable.  The  object  sought  is 
important,  and  therefore  the  <hfficulties  should  stimulate  greater 
care  in  making  the  experiments  and  in  interpreting  the  results. 

33.  In  a  general  way  the  weight  and  crushing  strength  thn)w 
some  light  upon  the  durability  of  a  stone. 

The  heavier  a  stone  tlie  more  dense  it  is,  and,  other  things  being 
the  same,  the  more  durable  it  is;  but  to  this  there  are  some  exceptions. 
The  more  dense  it  is,  the  less  water  it  will  absorb,  and  hence  it  is 
less  likely  to  l)e  affected  by  frost  and  the  acids  of  the  atmosphere. 
The  weights  of  the  several  classes  of  stones  are  given  in  Table  1, 
page  6. 

As  a  rule  the  stronger  stones  are  the  more  durable,  ])ut  there  are 
numerous  and  sometimes  marked  exceptions  to  this  rule.  The 
crushing  strength  of  building  stones  is  given  in  Table  2,  page  11. 

The  following  may  be  regarded  as  the  distinctive  tests  of  dura- 
bility: (1)  absorptive  power;  (2)  freezing  test;  (3)  Brard's  test; 
(4)  acid  test:  (5)  quenching  test:  (6")  resistance  to  fire;  (7^  chemical 
analysis;   and  (8)  microscopical  examination. 

34.  Absorptive  Power.  Other  things  being  equal,  the  less  the 
absorption  the  more  durable  the  stone.  To  determine  the  absorptive 
power,  dry  the  specimen  and  weigh  it  carefully;  then  soak  it  in 
water  for  24  hours,  and  weigh  ajjain.  The  increase  in  weight  will 
]ye  the  amount  of  absorption.  Table  o.  page  21,  shows  the  weight 
of  wat-er  absorbed  ])y  the  stone  its  compared  with  the  weight  of  the 
drv  stone — that  is.  if  3(X)  units  of  dr\'  stone  weigh  301  units  after 
immersion,  the  a))sorption  is  1  in  3()(),  and  is  i'ecorde<l  as  l-3()0. 

Dr.  Hiram  \.  (^utting.  State  Geologist  of  Vermont,  determined 
the  absorptive  power  *  by  placintr  the  specimens  in  water  under  the 
receiver  of  an  air-pump,  and  found  the  ratio  of  absorption  a  little 
larger  than  is  given  in  Table  o.     It  is  believed,  however,  that  the 

*Vaii  XostraiKl's  Engin'ir  ^fn<r..  vol.  \xiv.  p.  4in-05. 
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results  given  in  Table  5  *  more  nearly  represent  the  conditions  of 
actual  practice.  The  values  in  the  ^^Max."  column  are  the  means  of 
two  or  three  of  the  largest  results,  and  those  in  the  **Min."  column  of 
two  of  three  of  the  smallest.  The  value  in  the  last  column  is  the 
mean  for  20  or  more  specimens. 


TABLE  5. 
Absorptive  Power  of  Stone,  Brick,  and  Mortar. 


Kind  of  Material. 


Ratio  of  Absorption. 


riranites  . . 
Marbles . . . 
Limestones 
Sandstones 

Bricks 

Mortars . . . 


1-750 

1-300 

1-38 

1-24 

1-10 

1-4 


36.  Freezing  Test.  The  probable  effect  of  frost  upon  a  stone  may  be 
determined  by  freezing  and  thawing  a  specimen  several  times  while 
saturated  with  water,  and  then  either  measuring  the  amount  dis- 
integrated or  finding  the  loss  in  strength.  The  loss  in  weight  of  even 
a  poor  building  stone  after  any  reasonable  number  of  alternate 
freezings  and  thawings,  say  twenty-five,  is  too  small  to  furnish  any 
reliable  estimate  of  the  weathering  quality  of  the  stone.  The  deter- 
mination of  the  loss  of  strength  by  freezing  is  unsatisfactory,  since 
the  difference  before  and  after  freezing  is  quite  small,  and  since  the 
comparison  must  be  made  between  different  specimens;  and  hence 
a  rehable  result  would  require  a  large  number  of  tests,  and  even  then 
the  results  w^ould  be  only  relative. 

The  test  should  be  made  with  cubes  of  the  same  size,  or  at  least 
with  specimens  having  the  same  superficial  area  per  unit  of  weight, 
as  the  disintegration  is  wholly  on  the  surface.  The  cubes  should 
first  be  brushed  to  remove  any  loose  grains,  and  then  weighed;  they 
should  next  be  immersed  in  water  for  24  hours,  and  afterwards  ex- 
posed to  alternate  freezing  and  thawing  for,  say,  twenty-five  times; 
finally  they  should  be  thoroughly  dried,  brushed,  and  again  weighed. 
The  loss  in  weight  is  supposed  to  measure  the  relative  durability. 

The  first  part  of  Table  6,  page  23,  shows  the  results  of  freezing 
and  thawing  each  sample  eight  times.f  The  results  are  tabulated  in 
the  order  of  the  losses  in  the  freezing  tests.     The  samples  w^ere  tool- 

*  Appen.  II,  Report  of  Cliiof  of  Engineers,  U.S.A.,  1875. 
t  Trans.  Anier.  Soc.  of  Civil  Engineers,  vol.  xxxiii,  p.  243. 
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dressed  to  rectangular  face^:    but  wei^e  not  of  tlie  .same  size,  and 
hence  the  results  are  only  approximate. 

36.  Braid's  Test.  Brarcl's  method  of  determining  the  effect  of 
frost  is  much  used:  and  although  it  does  not  exactly  conform  to  the 
conditions  met  with  in  nature,  it  seems  to  \ye  the  l)est  artificial  means 
yet  devised  for  determining  the  probahle  resistance  of  a  stone  to 
weathering.  The  test  consists  in  weighing  carefully  some  small 
pieces  of  the  stone,  which  are  then  l)oiled-in  a  solution  of  sulphate  of 
soda,  and  afterwards  hung  up  for  a  few  hours  in  the  open  air.  It 
is  important  that  the  solution  be  saturated  only  at  or  l)elow  Sl)° 
Fahr..  as  otherwise  unchie  chemical  action  will  be  set  up.  The  salt 
crj'stallizes  in  the  por(*s  of  the  stone,  expands,  and  ju'oduces  an  effect 
somewhat  similar  to  frost,  as  it  causes  snuill  pieces  to  separate  in  the 
form  of  dust.  The  specimens  are  again  weighed,  and  those  wliich 
suffer  the  smallest  loss  of  weight  are  the  l>est.  The  test  is  often 
repeated  several  times.  It  will  l>e  seen  that  this  method  depends 
upon  the  assumption  that  the  action  of  the  salt  in  crystallizing  is 
similar  to  that  of  water  in  freezing.  This  is  not  entii*elv  correct, 
since  it  substitutes  chemical  and  mechanical  action  for  merelv 
mechanical,  to  disintegrate  the  .<tone,  thus  giving  the  .specimen  a 
worse  character  than  it  really  deserves.  The  following  results  were 
obtained  bv  this  method:  * 

Relative  Ratio  of  Loss. 

Hard  brick 1 

Light  tlove-coU>re'.l  siiiuistone  from  Seneca.  <  >luo 2 

Coarse-craine  I  saii«lstone  fn>in  Nova  Scotia 2 

Coarse-graiiie  1  san-isicnie  from  Little  Fall>.  X.J o 

Coars?  <ioK»:iiitic  marhle  from  IMeas;int\  iile.  N.  V 7 

Coarse-praiue-vl  sarivistone  from  Connerticiit    L'i 

.<oft  brick U) 

Fine-graine  I  siiniUtoiie  from  Connect  iciit 19 

Table  ♦>  shows  the  results  of  a  series  of  tests  tt>  conipaix*  the  losses 
bv  the  artificial  freeziuir  test  with  th<^st»  i»v  the  sulphate  of  soda 
(Brard's  test.  The  specimens  were  t<»ol-dressed  and  had  only  ap- 
proximately rertaniTuiar  fares.  ]»ut  the  pieces  in  the  two  tests  were 
of  nearlv  the  same  weiirht.  Tlie  results  of  the  two  series  do  not  aCTee 
ver\'  closely:  init  it  is  clear  that  tin*  action  o\  the  sulj^hate  of  soda  is 
much  more  ]>uverful  than  that  ^^i  freezing  water. 

37.  Acid  Test.  T*»  determine  tlie  ettect  oi  the  atmosphere  of  a 
large  city,  wheiv  coal  i<  \ised  tor  fuel.  M>ak  <lean  small  pieces  of  the 
stone  for  several  days  in  water  which  con:ain>  one  ]hm-  cent  each  of 
sulphuric   and  hydrochloric  acids,   and  aiiitate  freipient'"'.     If  the 

*'lViit!t  (."fii-u-*.  vol.  X.  HriH»r!  on  th»-  i^'iiarry  hiiiu^try.  j>.  3So. 
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stone  contains  any  earthy  matter  likely  to  be  dissolved  by  the  gases 
of  the  atmosphere,  the  water  will  be  more  or  less  cloudy  or  muddy. 
The  following  results  were  obtained  by  this  method.* 

Relative  Ratio  of  Lom. 

White  brick 1 

Red  brick 5 

Nova  Scotia  sandstone 9 

Connecticut  brown-stone 30 

TABLE  0. 
Results  of  the  Freezing  Test  and  of  Bkard's  Test. 


Ref. 

1 
Kind  or  Stone. 

• 

Freezing  Test. 

Bkard's  Test. 

No. 

Original 
Weight. 
Gram». 

Ixjss, 

parts  in 

10  000. 

Original 
Weight. 
Grams. 

Ix>8S, 

parts  in 
10  000. 

1 
2 
3 

4 
5 
6 

Granite,  coarse  grained ! 

"         medium  grained  red 

"        fine  grained  gray j 

Au  Sable,  Norite i 

GneiHH.  rather  fine  grained ' 

Limestone,  fine  grained ' 

52 
63 
59 
44 
53 
55 
94 
64 
37 
20 

1.38 

1.76 

* 

* 
* 

2.07 
2.30 
3.10 
6.86 

72 
56 
44 
35 
62 
67 
94 
72 
37 
24 
38 
2S 
23 
39 

15.51 
6.55 
5.16 
3.84 
6.33 

25.99 

7 

8 

9 

10 

Marble,  medium  crystalline  dolomitic 
**        coarse  crystalline  dolomitic  . 

Brick,  pressed ' 

Sandstone 

1701 
10.78 
24.86 
57  78 

11 
12 

very  fine  grained 

40               10.63 
22                14  21 
24          1      2'.  .31 
38          1      BX  74 

47.65 
145.18 

13 

"         decomposed 

1  621  31 

14 

"         decomposed 

482.12 

1 

*  Very  slight,  about  same  as  No.  2. 

38.  Quenching  Test.  Some  experimenters  heat  the  specimens 
to  500°  to  600°  F.,  and  plunge  them  wliile  hot  into  cold  water.  The 
results  are  supposed  to  show  the  relative  resistance  to  frost  action, 
and  also  to  indicate  something  as  to  the  fire  resisting  qualities  of  the 
stone.  The  following  comparative  results  were  obtained  by  tlys 
method  :t 

Relative  Ratio  of  Loss. 

White  brick 1 

Red  brick 2 

Brown-stone  (sandstone  from  Connecticut) 5 

Nova  Scotia  sandstone 14 


♦Tenth  Census  of  the  U.  S.,  vol,  x,  Report  on  the  Quarry  Iiulii.strv',  p.  385, 
tTenth  Census  of  the  U.  S.,  vol.  x,  Report  on  the  (Quarry  Indu.'^try,  p.  384.     For 

a  table  showing  essentially  the  same  results,  see  Van  Nostrand's  Eiigin'g  Mag.,  vol.  xiv, 

p.  537. 
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39.  Resistance  to  Fire.  Stones  differ  greatly  in  their  ability  to 
resist  the  heat  of  a  huriiinjr  building.  Of  course,  the  injurious  effect 
of  a  conflajiratioii  is  jrifater  in  proportion  as  the  temperature  is 
higher;  but  thei-e  ai*e  no  reHablo  data  for  estiniatinjr  accurately  the 
effect  of  diffei-ent  temiK»ratures. 

Experiences  witli  great  conflagrations  have  estal)lished  the  fact 
that  granite  is  less  fii-eproof  than  either  limestone  or  sandstone. 
The  susceptibility  of  granite  to  the  effect  of  heat  is  doubtless  partly 
due  to  the  fact  that  it  has  a  compact  and  complex  struct ui*e,  and  that 
each  of  its  constituent  minerals  has  different  degrees  of  expansibility; 
and  possibly  partly  also  to  the  water  in  minute  cavities  which  upon  l^e- 
coming  highly  heated  is  converted  into  steam  and  causes  an  explosion. 

Vp  to  the  point  at  which  limestones  and  marl)les  are  converted 
into  quicklime,  i.e..  between  about  9l)()^  and  l.(K)0°  Fahr.,  they  are 
not  much  injui*ed  by  heat.  Limestones  and  marbles  seldom  crack 
from  heat  alone;  but  crumble  when  water  is  thrown  on  them.  It 
should  be  remembered  that  the  sudden  cooling  of  the  surface  of  a 
heated  stone  due  to  repeated  dashes  of  cold  water,  often  has  more  to 
do  with  its  disintegration  than  heat  alone. 

Sandstones  ai-e  not  usually  injured  by  a  conflagration,  except  for 
the  discoloration  caused  by  the  smoke.  The  gi^eat  durability  of 
sandstone  under  tire,  and  inciilentally  the  i*elative  resistance  of 
sandstone  and  granite,  was  shown  at  the  burning  of  St.  Peter's 
Church  at  l.amerton.  Kngland.  "The  church  itself,  which  was  built 
in  great  part  of  granite,  was  completely  ruined;  while  the  tower,  built 
of  local  sandstone,  around  which  the  heat  of  the  fii*e  was  .<<c»  gi-eat  as 
to  melt  six  of  the  bells  as  thev  hunu:  in  the  In^lfrv.  was  left  intact, 
although  the  granite  window  jams  and  sills  were  destroyed."* 

40.  Chemical  Analysis.  A  <hemical  analysis  of  a  stone  is  of  ver>' 
little  value  in  itself,  sinre  the  analvsis  alone  does  not  show  whether 
any  particular  constituent  is  contained  in  the  grains  where  it  is 
not  easily  attacked,  or  in  the  cement  that  holds  the  grains  together 
where  it  is  easily  attacked  by  the  aci<l  gases  o\  the  atmosphere. 
But  sometimes  a  chemical  analysis  is  impi»rtant  in  connection  with 
a  micro.^copical  examinatitMi. 

41.  Microscopical  Examination.  It  is  now  held  that  the  l^est 
methoil  of  determining  the  probable  durability  of  a  building  stone 
is  to  study  its  surface,  or  thin  transparent  slices,  under  a  micro- 
scope. This  method  of  study  in  i*erent  years  has  Uvn  most  fruitful 
in  developing  intei^esting  and  valuable  knowledire  o\  a  scientific  and 
truly  practical  character.  An  examination  k^\  a  section  by  means 
of  the  microscope  will  show,  not  mei-ely  the  various  substances  which 
compose  it,  but  also  the  method  according  to  which  they  are  arranged 

•.\mericaii  Architect,  vol.  iv,*j\  >0 
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and  by  Avhich  they  are  attached  to  one  another.  For  example, 
**  pyrites  is  considered  to  be  the  enemy  of  the  quarrj^man  and  con- 
structor, since  it  decomposes  with  ease,  and  stains  and  discolors  the 
rock.  Pyrites  in  sharp,  well  defined  crystals  sometimes  decomposes 
with  great  dlfficiilty.  If  a  crystal  or  grain  of  pyrites  is  embedded  in 
soft,  porous,  light  colored  sandstones,  like  those  which  come  from 
Ohio,  its  presence  will  with  certainty  soon  demonstrate  itself  by  the 
black  spot  which  will  form  about  it  in  the  porous  stone,  and  which 
will  permanently  disfigure  and  mar  its  beauty.  If  the  same  grain 
of  pyrites  is  situated  in  ^  very  hard,  compact,  non-absorbent  stone, 
the  constituent  minerals  of  which  are  not  rifted  or  cracked,  this  grain 
of  pyrites  may  decompose  and  the  products  be  washed  away,  leaving 
the  stone  untarnished." 

42.  Methods  of  Preserving.  Vitruvius,  the  Roman  architect, 
two  thousand  years  ago  recommended  that  stone  should  be  quarried 
in  summer  when  driest,  and  that  it  should  be  seasoned  by  being 
allowed  to  lie  two  years  before  being  used,  so  as  to  allow  the  quarry 
sap  to  evaporate.  It  is  a  notable  fact  that  in  the  erection  of  St.  Paul's 
Cathedral  in  London,  England,  Sir  Christopher  Wren  required  that 
the  stone,  after  being  quarried,  should  be  exposed  for  three  years  on 
the  sea-beach  before  its  introduction  into  the  building. 

The  methods  ot  dressing  a  stone  have  an  important  bearing  upon 
its  durability.  If  the  surface  is  finished  with  a  tool  similar  to  the 
bush  hammer  (Fig.  44,  page  270)  or  the  patent  hammer  (Fig.  46,  page 
271),  the  heavy  blows  deaden  the  face  of  the  stone,  i.e.,  break  the 
grains  and  produce  minute  fissures,  and  render  it  much  more  suscept- 
.  ible  to  the  action  of  frost.  Granite  and  other  compact  crystalline  rocks 
are  most  durable  with  a  rock-face  finish,  i.e.,  a  surface  untouched  by 
chisel  or  hammer;  while  the  softer  and  more  absorbent  stones  are 
usually  most  durable  when  finished  with  a  sawed  or  rubbed  surface. 

It  has  already  been  stated  that,  in  order  to  resist  the  effects  of 
both  pressure  and  weathering,  a  stone  should  be  placed  on  its  natural 
bed.  This  simple  precaution  adds  considerably  to  the  durability 
of  any  laminated  stone. 

43.  Many  methods  have  been  devised  for  preventing  or  checking 
the  action  of  the  weather  upon  building  stones;  but  none  of  them  are 
satisfactory  or  veiy  efficient.  These  preservatives  consist  of  some 
liquid  into  which  the  stone  may  be  dipped  or  which  may  be  applied 
with  a  brush  to  its  outer  surface,  to  fill  the  pores  and  prevent  the 
access  of  moisture.  Paint,  coal  tar,  linseed  oil,  paraffine,  and  nu- 
merous chemical  preparations  have  been  used.* 

♦For  an  elaborate  and  valuable  article  by  Prof.  Eggleston  on  the  causes  of  decay 
and  the  methods  of  preserving  building  stones,  see  Trans.  Am.  Soc   of  C.  E.,  vol    xv 
p.  647-704 ;  and  tor  a  discussion  on  the  same,  see  same  volume,  p  705-16. 
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As  an  example  of  a  simple  and  comparatively  etti^  lent  preparation 
used  for  this  purpose,  sec  §  379  and  642. 

Another  method  of  treatment  consists  in  bathing  the  stone  in 
successive  solutions,  the  chemical  actions  bringing  about  the  forma- 
tion of  insoluble  silicates  in  the  pores  of  the  stone.  For  example,  if 
a  stone  front  is  first  washed  with  an  alkaline  fluid  to  remove  dirt, 
and  this  followed  l)y  a  succession  of  baths  of  silicate  of  soda  or  potash, 
and  the  surface  is  then  bathed  in  a  solution  of  chloride  of  lime,  an 
insoluble  lime  silicate  is  formed.  The  soluble  salt  is  then  wiished 
away,  and  the  insoluble  silicate  forms  a  durable  cement  and  checks 
disintegration.  If  lime-water  is  substituted  for  chloride  of  lime, 
there  is  no  soluble  chloride  to  wash  away. 

44.  Bibliographical.  A  large  number  of  tests  have  been  applied 
to  the  building  stones  of  the  United  States.  For  the  results  and 
details  of  some  of  the  more  important  of  these  tests  see:  Report  on 
Strength  of  Building  Stone,  Gen.  Q.  A.  Gillmore,  Appen.  II,  Report 
of  Chief  of  Engineers,  U.  S.  A.,  for  1875;  Tenth  Census  of  the  U.  S., 
Vol.  X,  Report  on  the  Quarry  Industry,  p.  330-35;  the  several 
annual  reports  of  tests  made  with  the  U.  S.  Government  testing 
machine  at  the  Watertown  (Mass.)  Arsenal,  published  by  the  U.  S. 
War  Department  under  the  title  Report  on  Tests  of  Metals  and  Other 
Materials;  Transactions  of  the  American  Society,  of  Civil  Engineers, 
Vol.  TI,  p.  145-51  and  p.  187-92;  i7n(^.,Vol.  XXXIII,  p.  233-56;  Jour- 
nal of  the  Association  of  Engineering  Societies,  Vol.  V,  p.  176-79;  Vol. 
IX,  p.  33-43;  Engineering  News,  Vol.  XXXI,  p.  135  (Feb.  15, 1884); 
The  Materials  of  Construction,  J.  B.  Johnson,  John  Wiley  &  Sons, 
New  York,  1897,  p.  630-51 ;  Notes  on  the  Compressive  Resistance  of 
Freestones,  Brick  Piers,  and  Hydraulic  Cement  Mortars  and  Con- 
cretes, Gen.  (J.  A.  Gillmore,  John  Wiley  &  Sons,  New  York,  1888; 
and  the  reports  of  the  various  State  Geological  Surveys,  and  the 
commissioners  of  the  various  State  capitols  and  of  other  public 
buildings. 

By  way  of  comparison  the  following  reports  of  tests  of  building 
stones  of  Great  Britain  may  be  interesting:  Proceedings  of  the 
Institute  of  Civil  Engineers,  Vol.  CVII  (1891-92),  p.  341-69; 
abstract  of  the  above,  Engineering  News,  \o\.  XXVIII,  p.  279-82 
(Sept.  22,  1892). 

In  consulting  the  above  references  or  in  using  the  results,  the 
d.^tails  of  the  manner  of  making  the  experiments  should  be  kept 
clearly  in  mind. 
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Art.  3.    Classification  and  Description  of  Building  Stones. 

46.  Classification.  Building  stones  are  variously  classified  ac- 
cording to  geological  j)osition,  physical  structure,  and  chemical 
composition. 

46.  Geological  Classification.  The  geological  position  of  rocks 
has  but  little  connection  with  their  properties  as  building  materials. 
As  a  general  rule,  the  more  ancient  rocks  are  the  stronger  and  the 
more  durable;  but  to  this  there  are  many  exceptions.  According 
to  the  usual  geological  classification,  rocks  are  divided  into  igneous, 
met  amorphic,  and  sediment  aiy.  Greenstone,  basalt,  and  lava  are 
examples  of  igneous  rocks;  granite,  marble,  and  slate,  of  meta- 
morphic;  and  sandstone,  limestone,  and  clay,  of  sedimentary.  Al- 
though clay  can  hardly  be  classed  with  building  stones,  it  is  not 
entirely  out  of  place  in  this  connection,  since  it  is  employed  in  making 
bricks  and  cement,  which  are  important  elements  of  masonry. 

47.  Physical  Classification.  With  respect  to  the  structural 
character  of  large  masses,  rocks  are  divided  into  stratified  and 
unstratified. 

In  their  more  minute  structure  the  unstratified  rocks  present, 
for  the  most  part,  an  aggregate  of  crystalline  grains,  firmly  ad- 
hering together.  Granite,  trap,  l)asalt,  and  lava  jire  examples  of 
this  class. 

In  the  more  minute  structure  of  stratified  roclis,  the  following 
varieties  are  distinguished:  1.  Corn-pact  crystalline  structure;  accom- 
panied by  great  strength  and  durability,  as  in  quartz-rock  and 
marble.  2.  Slaty  structure,  easily  split  into  thin  layers;  accom- 
panied by  both  extremes  of  strength  and  durability,  clay-slate  and 
hornblende-slate  being  the  strongest  and  most  durable.  3.  The 
gi'anular  crystalline  structure,  in  which  crystalline  grains  either 
adhere  firmly  together,  as  in  gneiss,  or  are  cemented  into  one  mass 
by  some  other  material,  as  in  sandstone;  accompanied  l)y  all  degrees/ 
of  compactness,  porosity,  strength,  and  durability,  the  lowest 
extreme  being  sand.  4.  The  compact  granular  structure,  in  w^hich 
the  grains  are  too  small  to  ])e  visible  to  the  imaided  eye,  as  in  blue 
limestone;  accompanied  by  considerable  strength  and  durability, 
o.  Porous  granular  structure,  in  .which  the  grains  are  not  ciystalline, 
and  are  often,  if  not  always,  minute  shells  cemented  together; 
accompanied  by  a  low  degree  of  strength  and  dural^ility.  6.  The 
conglomerate  structure,  where  fragments  of  one  material  are  embedded 
in  a  mass  of  another,  as  graywacke;  accompanied  by  all  degrees 
of  strength  and  durability. 

A  study  of  the  fractured  surface  of  a  stone  is  a  good  means  of 
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As  an  example  of  a  simple  and  comparatively  etti^ent  preparation 
used  for  this  purpose,  sec  §  379  and  642. 

Another  method  of  treatment  consists  in  bathing  the  stone  in 
successive  solutions,  the  chemical  actions  bringing  about  the  forma- 
tion of  insoluble  silicates  in  the  pores  of  the  stone.  For  example,  if 
a  stone  front  is  first  washed  with  an  alkaline  fluid  to  remove  dirt, 
and  this  followed  Iw  a  succession  of  baths  of  silicate  of  soda  or  potash, 
and  the  surface  is  then  bathed  in  a  solution  of  chloride  of  lime,  an 
insoluble  lime  silicate  is  formed.  The  soluble  salt  is  then  washed 
away,  and  the  insoluble  silicate  forms  a  durable  cement  and  checks 
disintegration.  If  lime-water  is  substituted  for  chloride  of  lime, 
there  is  no  soluble  chloride  to  wash  away. 

44.  Bibliographical.  A  large  number  of  tests  have  been  applied 
to  the  building  stones  of  the  United  States.  For  the  results  and 
details  of  some  of  the  more  important  of  these  tests  see:  Report  on 
Strength  of  Building  Stone,  Gen.  Q.  A.  Gillmore,  Appen.  II,  Report 
of  Chief  of  Engineers,  U.  S.  A.,  for  1875;  Tenth  Census  of  the  U.  S., 
Vol.  X,  Report  on  the  Quariy  Industry,  p.  330-35;  the  several 
annual  reports  of  tests  made  with  the  U.  S.  Government  testing 
machine  at  the  Watcrtown  (Mass.)  Ai^senal,  published  by  the  U.  S. 
War  Department  under  the  title  Report  on  Tests  of  Metals  and  Other 
Materials;  Transacticms  of  the  American  Society,  of  Civil  Engineers, 
Vol.  II,  p.  145-51  and  p.  187-92;  ibid.,Yol  XXXIII,  p.  233-56;  Jour- 
nal of  the  Association  of  Engineering  Societies,  Vol.  V,  p.  176-79;  Vol. 
IX,  p.  33-43;  Engineering  News.Yol  XXXI,  p.  135  (Feb.  15, 1884); 
The  Materials  of  Construction,  J.  B.  Johnson,  John  Wiley  &  Sons, 
New  York,  1897,  p.  630-51;  Notes  on  the  Compressive  Resistance  of 
Freestones,  Brick  Piel-s,  and  Hydraulic  Cement  Mortars  and  Con- 
cretes, Gen.  Q.  A.  Gillmore,  John  Wiley  &  Sons,  New  York,  1888; 
and  the  reports  of  the  various  State  Geological  Surveys,  and  the 
commissioners  of  the  various  State  capitols  and  of  other  public 
buildings.  ' 

By  way  of  comparison  the  following  reports  of  tests  of  building 
stones  of  Great  Britain  may  be  interesting:  Proceedings  of  the 
Institute  of  Civil  Engineers,  Vol.  CVII  (1891-92),  p.  341-69; 
abstract  of  the  above.  Engineering  News,  Vol.  XXVIII,  p.  279-82 
(Sept.  22,  1892). 

In  consulting  the  above  references  or  in  using  the  results,  the 
details  of  the  manner  of  making  the  experiments  should  be  kept 
clearly  in  mind. 
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Art.  3.    Classification  and  Description  of  Building  Stones. 

46.  Classification.  Building  stones  are  variously  classified  ac- 
cording to  geological  position,  physical  structure,  and  chemical 
composition. 

46.  Geological  Classification.  The  geological  position  of  rocks 
has  but  little  connection  with  their  properties  as  building  materials. 
As  a  general  rule,  the  more  ancient  rocks  ai'e  the  stronger  and  the 
more  durable;  but  to  this  there  are  many  exceptions.  According 
to  the  usual  geological  classification,  rocks  are  divided  into  igneous, 
metamorphic,  and  sedimentary.  Greenstone,  basalt,  and  lava  are 
examples  of  igneous  rocks;  granite,  marble,  and  slate,  of  meta- 
morphic; and  sandstone,  limestone,  and  clay,  of  sedimentar}^  Al- 
though clay  can  hardly  be  classed  with  building  stones,  it  is  not 
entirely  out  of  place  in  this  connection,  since  it  is  employed  in  making 
bricks  and  cement,  which  are  important  elements  of  masonry. 

47.  Physical  Classification.  With  respect  to  the  structural 
character  of  large  masses,  rocks  are  divided  into  stratified  and 
unstratified. 

In  their  more  minute  structure  the  unstratified  rocks  present, 
for  the  most  part,  an  aggregate  of  crystalline  grains,  firmly  ad- 
hering together.  Granite,  trap,  ])asalt,  and  lava  are  examples  of 
this  class. 

In  the  more  minute  structure  of  stratified  rocI:s,  the  following 
varieties  are  distinguished:  1.  Compact  crystalline  sUuciure;  accom- 
panied by  great  strength  and  durability,  as  in  quartz-rock  and 
marble.  2.  Slaty  structure,  easily  split  into  thin  layers;  accom- 
panied by  both  extremes  of  strength  and  durability,  clay-slate  and 
hornblende-slate  being  the  strongest  and  most  durable.  3.  The 
granular  crystalline  structure,  in  which  crystalline  grains  either 
adhere  firmly  together,  as  in  gneiss,  or  are  cemented  into  one  mass 
by  some  other  material,  as  in  sandstone;  accompanied  l)y  all  degrees/" 
of  compactness,  porosity,  strength,  and  durability,  the  lowest 
extreme  being  sand.  4.  The  compact  granular  structure,  in  which 
the  grains  are  too  small  to  be  visible  to  the  unaided  eye,  as  in  blue 
limestone;  accompanied  by  considerable  strength  and  durability. 
5.  Porous  granular  structiu'e,  in  .which  the  grains  are  not  crystalline, 
and  are  often,  if  not  always,  minute  shells  cemented  together; 
accompanied  by  a  low  degree  of  strength  and  durability.  6.  The 
conglomerate  structure,  where  fragments  of  one  material  are  embedded 
in  a  mass  of  another,  as  graywacke;  accompanied  by  all  degrees 
of  strength  and  durability. 

A  study  of  the  fractured  surface  of  a  stone  is  a  good  means  of 
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As  an  example  of  a  simple  and  comparatively  ettii  lent  preparation 
used  for  this  purpose,  sec  §  379  and  642. 

Another  method  of  treatment  consists  in  bathing  the  stone  in 
successive  solutions,  the  chemical  actions  bringing  alx)ut  the  forma- 
tion of  insoluble  silicates  in  the  pores  of  the  stone.  For  example,  if 
a  stone  front  is  first  washed  with  an  alkaline  fluid  to  remove  dirt, 
and  this  followed  by  a  succession  of  baths  of  silicate  of  soda  or  potash, 
and  the  surface  is  then  bathed  in  a  solution  of  chloride  of  lime,  an 
insoluble  lime  silicate  is  formed.  The  soluble  salt  is  then  w-ashed 
aw\av,  and  the  insoluble  silicate  forms  a  durable  cement  and  checks 
disintegration.  If  lime-w^ater  is  substituted  for  chloride  of  lime, 
there  is  no  solu])le  chloride  to  wash  aw^ay. 

44.  Bibliographical.  A  large  number  of  tests  have  been  applied 
to  the  building  stones  of  the  United  States.  For  the  results  and 
details  of  some  of  the  more  important  of  these  tests  see:  Report  on 
Strength  of  Building  Stone,  Gen.  Q.  A.  Gillmore,  Appen.  II,  Report 
of  Chief  of  Engineers,  U.  S.  A.,  for  1875;  Tenth  Census  of  the  U.  S., 
Vol.  X,  Report  on  the  Quariy  Industr>^  p.  330-35;  the  several 
annual  reports  of  tests  made  with  the  U.  S.  Government  testing 
machine  at  the  Watertown  (Mixss.)  Arsenal,  published  by  the  U.  S. 
War  Department  under  the  title  Report  on  Tests  of  Metals  and  Other 
Materials;  Transactions  of  the  American  Society  of  Civil  Engineers, 
Vol.  II,  p.  145-51  and  p.  187-92;  ibid.,\ol  XXXIII,  p.  233-56;  Jour- 
nal of  the  Association  of  Engineerhig  Societies,  Vol.  V,  p.  176-79;  Vol. 
IX,  p.  33-43;  Engineeriruf  News,  Vol.  XXXI,  p.  135  (Feb.  15, 1884); 
The  Materials  of  Construction,  J.  li.  Johnson,  John  Wiley  &  Sons, 
New  York,  1897,  p.  030-51;  Notes  on  the  Compressive  Resistance  of 
Freestones,  Brick  Piers,  and  Hydraulic  Cement  Mortars  and  Con- 
cretes, Gen.  Q.  A.  Gillmore,  John  Wiley  &  Sons,  New  York,  1888; 
and  the  reports  of  the  various  State  ( Geological  Surveys,  and  the 
commissioners  of  the  various  State  capitols  and  of  other  public 
buildings. 

By  way  of  comparison  the  following  reports  of  tests  of  building 
stones  of  Great  I^ritain  may  be  interesting:  Proceedings  of  the 
Institute  of  Civil  Engineers,  Vol.  (^VII  (1891-92),  p.  341-69; 
abstract  of  the  above,  Enginecrimj  News,  \o\.  XXVIII,  p.  279-82 
(Sept.  22,  1892). 

In  consulting  the  above  references  or  in  using  the  results,  the 
d.^tails  of  the  manner  of  making  the  experiments  should  be  kept 
clearly  in  mind. 
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Art.  3.    Classificatiox  and  Dp:scription  of  Building  Stones. 

46.  Classification.  Building  stones  are  variously  classified  ac- 
cording to  geological  position,  physical  structure,  and  chemical 
composition. 

46.  Geological  Classification.  The  geological  position  of  rocks 
has  but  little  connection  with  their  properties  as  building  materials. 
As  a  general  rule,  the  more  ancient  rocks  ai'e  the  stronger  and  the 
more  durable;  but  to  this  there  are  many  exceptions.  According 
to  the  usual  geological  classification,  rocks  are  divided  into  igneous, 
metamorphic,  and  sedimentary.  Greenstone,  basalt,  and  lava  are 
examples  of  igneous  rocks;  granite,  marble,  and  slate,  of  meta- 
morphic; and  sandstone,  limestone,  and  clay,  of  sedimentary.  Al- 
though clay  can  hardly  be  classed  with  building  stones,  it  is  not 
entirely  out  of  place  in  this  connection,  since  it  is  employed  in  making 
bricks  and  cement,  which  are  important  elements  of  masonry. 

47.  Physical  Classification.  With  respect  to  the  structural 
character  of  large  masses,  rocks  are  divided  into  stratified  and 
unst  ratified. 

In  their  more  minute  structure  the  unstratified  rocks  present, 
for  the  most  part,  an  aggregate  of  cry.stalline  grains,  firmly  ad- 
hering together.  Granite,  trap,  basalt,  and  lava  are  examples  of 
this  class. 

In  the  more  minute  structure  of  siratified  roc l:.s,  the  following 
varieties  are  distinguished:  1.  Compact  crystalline  structure;  accom- 
panied by  great  strength  and  durability,  as  in  quartz-rock  and 
marble.  2.  Slaty  structure,  easily  split  into  thin  layers;  accom- 
panied by  both  extremes  of  strength  and  durability,  clay-slate  and 
hornblende-slate  being  the  strongest  and  most  durable.  3.  The 
granular  crystalline  structure,  in  which  crystalline  grains  either 
adhere  firmly  together,  as  in  gneiss,  or  are  cemented  into  one  mass 
by  some  other  material,  as  in  sandstone;  accompanied  l)v  all  degrees/ 
of  compactness,  porosity,  strength,  and  durability,  the  lowest 
extreme  being  sand.  4.  The  compact  gramdar  structure,  in  which 
the  grains  are  too  small  to  l)e  visible  to  the  unaided  eye,  as  in  blue 
limestone;  accompanied  by  considerable  strength  and  durability. 
5.  Porous  granular  structure,  in  which  the  grains  are  not  crystalline, 
and  are  often,  if  not  always,  minute  shells  cemented  together; 
accompanied  by  a  low  degree  of  strength  and  durability.  6.  The 
conglomerate  struc  ture,  where  fragments  of  one  material  are  embedded 
in  a  mass  of  another,  as  graywacke;  accompanied  by  all  degrees 
of  strength  and  durability. 

\  study  of  the  fractured  surface  of  a  stone  is  a  good  means  of 
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49.  Description  of  Building  Stones.  A  few  of  the  more 
prominent  classes  of  building  stones  will  now  be  briefly  described. 

60.  Trap.  Although  trap  is  the  strongest  of  building  materials, 
and  exceedingly  durable,  it  is  little  used,  owing  to  the  great  difficulty 
with  which  it  is  quarried  and  wrought.  It  is  an  exceedingly  tough 
rock,  and,  being  generally  without  cleavage  or  bedding,  is  especially 
intractable  under  the  hammer  or  chisel.  It  is,  however,  sometimes 
used  with  excellent  effect  in  cyclopean  architecture,  the  blocks  of 
various  shapes  and  sizes  being  fitted  together  with  no  effort  to  form 
regular  courses.  The  "Palisades"  (the  bluff  skirting  the  western 
shore  of  the  Hudson  River,  opposite  and  above  New  York)  are 
composed  of  trap-rock.  It  is  much  used  for  road-metal,  paving 
blocks,  and  railroad  ballast. 

61.  Granite.  Granite  is  the  strongest  and  most  durable  of  all 
the  stones  in  common  use.  It  generally  breaks  with  regularity, 
and  may  be  quarried  in  simple  shapes  with  facility;  but  it  is  ex- 
tremely hard  and  tough,  and  therefore  can  be  wrought  into  elaborate 
forms  only  with  a  great  expenditure  of  labor.  For  this  reason  the  use 
of  granite  is  somewhat  limited.  Its  strength  and  durability  commend 
it,  however,  for  foundations,  docks,  piers,  etc.,  and  for  massive 
buildings^  and  for  these  purposes  it  is  in  use  the  world  over. 

The  larger  portion  of  our  granites  are  some  shade  of  gray  in  color, 
though  pink  and  red  varieties  are  not  imcommon,  and  black  varieties 
occasionally  occur.  They  vary  in  texture  from  very  fine  and  homo- 
geneous to  coarsely  porphyritic  rocks,  in  which  the  individual  grains 
are  an  inch  or  more  in  length.  Excellent  granites  are  found  in  New 
England,  throughout  the  Alleghany  belt,  in  the  Rocky  Mountains, 
and  in  the  Sierra  Nevada  Mountains.  Very  large  granite  quarries 
exist  at  Vinalhaven,  Maine;  at  Gloucester  and  Quincy,  Massachusetts; 
and  at  Concord,  New  Hampshire.  These  quarries  furnish  nearly 
all  the  granite  used  in  this  country.  An  excellent  granite,  which  is 
largely  used  at  Chicago  and  in  the  Northwest,  is  found  at  St.  Cloud, 
Minnesota. 

At  the  Vinalhaven  quarry  a  single  block*  300  feet  long,  20  feet 

wide,  and  6  to  10  feet  thick  was  blasted  out,  being  afterwards  broken 

up.     Until  recently  the  largest  single  block  ever  quarried  and  dressed 

in  this  country  w^as  that  used  for  the  General  Wool  Monument,  now 

in  Troy,  New  York,  Vhich  measured,  when  completed,  60  feet  in 

height  by  5^  feet  square  at  the  base,  being  only  9  feet  shorter- than 

the  Eg>'tian  Obelisk  now  in  Central  Park,  New  York.     In  1887  the 

Bodwell  Granite  Company  took  out  from  its  quarries  in  Maine  a 

granite  shaft  115  feet  long,  10  feet  square  at  the  base,  and  weighing 

850  tons.     It  is  claimed  that  this  is  the  largest  quarried  stone  on 

record. 

/ 
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52.  Marbles.  In  common  Ian  triage,  any  limestone  which  will 
take  a  good  polish  is  called  a  marble :  but  the  name  iis  properly  applied 
only  to  limestones  which  have  l>een  ex]x>sed  to  met  amorphic  action, 
and  have  therebv  been  rendered  more  cnstalline  in  texture,  and 
have  had  their  color  more  or  less  modified  or  tot  all  v  removed. 
Marbles  exhibit  great  diversity  of  color  and  texture.  They  axe  pure 
white,  mottled  white,  grav,  blue,  black,  red,  vellow.  or  niottled  'with 
various  mixtures  of  these  colors.  Marble  is  confessedlv  the  most 
beautiful  of  all  building  materials,  but  is  chiefly  employed  for  interior 
decorations. 

53.  Limestones.  Limestones  are  composed  chiefly  or  largely  of 
carbonate  of  lime.  There  are  manv  varieties  of  limestone,  which 
differ  in  color,  composition,  and  value  for  engineeiing  and  building 
purposes,  owing  to  the  difFei*ences  in  the  character  of  the  deposits 
and  chemical  combinations  entering  into  them.  **If  the  rock  is 
compact,  fine  grained,  and  has  l>een  deposited  by  ciiemical  agencies, 
we  have  a  varietv  of  limestone  known  as  travertine.  If  it  contains 
much  sand,  and  has  a  more  or  less  condioidal  fracture,  we  have  a 
siliceous  Hmestone.  If  the  silica  is  verv  tine  irrained,  it  is  horn- 
stone.  If  the  silica  is  distributcil  in  nvnhilos  or  flak(*s,  either  in  seams 
or  throughout  the  mnss,  it  is  chert y  linicsiono:  if  it  contains  silica 
and  clay  in  about  equ:*!  ]^roport ions,  hydraulic  limestone:  if  clay 
alone  is  the  principal  impurity,  argillaceous  limestone:  if  iron  is  the 
principal  impurity,  ferruginous  limestone:  if  iron  and  clay  exceed 
the  lime,  ironstone.  If  the  ironstone  is  decomposed  and  the  iron 
hvdrated,  it  is  rottenstone:  if  cni-bonate  i>f  m.-iirnesia  forms  one  third 
or  less,  mairnesian  limestone:  if  cnrbonnte  i>f  mairnesia  forms  more 
than  one  third,  dolomitic  limestone." 

The  light  colored  and  tine  grained  limestones  ai^  deservedly 
esteemed  as  among  our  best  buiKline  materials.  Thev  are.  however, 
less  easilv  and  acciu'atelv  worked  uiuUm"  the  chisel  than  sandstones, 
and  for  this  reason  and  theii- greater  rarity  iwc  I'ar  les>  generally  used. 
The  gray  limestones.  lik(*  that  of  Lockpi>rt.  New  ^"ork.  when  ham- 
mer dressed,  have  the  ap]>earance  of  light  granite,  and,  since  they 
are  easilv  wrouirht,  thev  arc  advantaireousK  used  for  trinmiimrs  in 
buildings  of  brick. 

Some  of  the  softer  liinesi (uu^s  possess  tjualitie>  which  s{>eciall\ 
conunend  them  for  buildiiii:  inaterial>.  l^>^  •(^\ain]^le.  the  cream- 
colored  lim(\ston(^  of  the  Pai'is  hasii.  \r(ilciii 'i  (imssji  i)  which  is  SO 
soft  when  first  (ju.ar.'ied  ilial  il  ni:;\  1m^  dresse»i  with  gre;it  facility, 
hardens  on  ex]>osur(\  aiul  i^  :i  thir.-iMe  stone.  W  all>  laid  up  i>f  this 
matei'ial  are  frequently  i^laned  down  to  a  eonnnon  surface,  and 
(»lai>orately  ornamente<l  at  small  e\p(Mi^«'.  The  Toju'ka  >tone,  found 
and  now  laruelv  us(m1  in  Kansa>.  lia>  :lie  saint-  dualities.      It  mav  l>e 
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sawed  out  in  blocks  almost  as  easily  as  wood,  and  yet  is  handsome 
and  durable  when  placed  in  position.  The  Bermuda  stone  and 
coquina  are  treated  in  the  same  way. 

Large  quantities  of  limestones  and  dolomites  are  quarried  in 
nearly  all  of  the  Western  States.  These  are  mostly  of  a  dull  grayish 
color,  and  their  uses  are  chiefly  local.  The  light  colored  oolitic 
limestone  of  Bedford,  Indiana,  is,  however,  an  exception  to  this  rule. 
Not  only  are  the  lasting  qualities  fair  and  the  color  pleasing,  but  its 
fine  even  grain  and  softness  render  it  admirably  i^dapted  for  carved 
w^ork.  It  has  been  very  widely  used  within  the  last  few  years.  This 
stone  is  often  found  in  layers  20  and  30  feet  thick,  and  is  much  used 
for  bridge  piers  and  other  massive  work. 

64.  Sandstones.  "  Sandstones  vary  much  in  color  and  fitness  for 
architectural  purposes,  but  they  include  some  of  the  most  beautiful, 
durable,  and  highly  valued  materials  used  in  construction.  What- 
ever their  differences,  they  have  this  in  common,  that  they  are  chiefly 
composed  of  sand — that  is,  grains  of  quartz — to  a  greater  or  less 
degree  cemented  and  consolidated.  They  also  frequently  contain 
other  ingredients,  as  lime,  iron,  alumina,  manganese,  etc.,  by. which 
the  color  and  texture  are  modified.  Where  a  sandstone  is  composed 
exclusively  of  grains  of  quartz  withqut  foreign  matter,  it  may  be 
snow-white  in  color.  Examples  of  this  variety  are  know^n  in  many 
localities.  They  are  rarely  used  for  building,  though  they  may  be  em- 
ployed for  that  purpose  with  excellent  effect.  They  have  been  more 
generally  valued  as  furnishing  material  for  the  manufacture  of  glass. 
The  color  of  sandstones  is  frequently  bright  and  handsome,  and 
constitutes  one  of  the  many  qualities  which  have  rendered  them  so 
popular.  It  is  usually  caused  by  iron ;  when  gray,  blue,  or  green, 
by  the  protoxide,  as  carbonate  or  silicate;  when  brown,  by  the 
hydrated  oxide;  when  red,  by  the  anhydrous  oxide.  The  purple 
sandstones  usually  derive  this  shade  of  color  from  a  small  quantity 
of  manganese. 

'^The  texture  of  sandstones  varies  with  the  coarseness  of  the 
feaiid  of  which  they  av^  '^omposed,  and  the  degree  to  which  it  is  con- 
solidated. Usually  tne  material  which  unites  the  grains  of  sand 
is  silica;  and  this  is  the  best  of  all  cements.  This  silica  has  been 
deposited  from  solution,  and  sometimes  fills  all  the  interstices  be- 
tween the  grains.  If  the  process  of  consolidation  has  been  carried 
far  enough,  or  the  quartz  grains  have  been  cemented  by  fusion,  the 
sandstone  is  converted  into  quart zite, — one  of  the  strongest  and  most 
durable  of  rocks,  Init,  in  the  ratio  of  its  compactness,  difficult  to 
work.  Lime  and  iron  often  act  as  cements  in  sandstones,  but  both 
are  more  soluble  and  loss  strong  than  silica.  Hence  the  finest  and 
most  indestructible  sandstones  are  such   as  consist   exclusively  of 


32  Xati'ral  Stone.  [Chap.  I. 

grain?  of  quanz  united  l>y  siliceous  cement.  In  some  sandstones 
part  of  the  firaini-  ai-e  frafiment?;  of  feldspar,  and  these,  l»eing  liable 
to  de('omfK»siiion.  afc^  elements  oi  weakness  in  the  stone.  The  ven* 
fine  grained  sandst()ii(^>  often  contain  a  large  amount  of  day.  and 
thus,  thounh  ven-  haihlsmue,  are  eenerallv  less  stninc  than  those 
which  are  more  pui-elv  siliceous. 

"The  durability  of  sandstt»nes  v:iries  with  Imih  their  physical 
and  chemical  compositicm.  Sanilstone>  oomjxiseti  of  nearly  pure 
silica  which  is  well  cemented  are  as  resistant  to  weather  as  granite, 
and  are  ven-  much  less  afiected  l»v  the  action  of  lire.  Taken  as  a 
whole,  they  m:iy  W  regiirded  as  anu^ng  the  most  durable  of  building 
materials.  When  first  taken  fn>m  the  quarry  and  saturated  '^ith 
quarrv-  w.Htor.  they  are  frequently  very  soft,  luit  on  exposure  V»ecome 
much  harder  by  the  precipitation  of  the  soluble  silica  contained  in 
them. 

•*  Since  they  form  an  important  part  of  all  the  groups  of  sediment - 
ar\'  rocks,  sandstones  are  al>undant  in  nearly  all  countries:  and  a^ 
thev  are  quarried  with  irreat  ease,  and  are  wnmcht  with  the  hammer 
and  chisel  with  much  irivater  facility  than  limestones,  granites,  and 
most  v>ther  kinds  oi  rocks,  these  qualities,  joined  to  their  various  and 
ple.a.sing  colors  and  their  durability,  have  made  them  the  most 
p<»pular  and  useful  of  building  stones." 

55.  The  Vnited  States  is  abundantly  su]^pliod  wiih  sandstones 
suitable  for  building  puqx^ses.  The  following  are  some  of  the  most 
noted; 

1.  TJfi  /?'vwr?«.s7ri?/r.v  of  Connect  icui  auvl  New  Jersey  were  fonnerlv 
much  used  in  buildings,  particularly  oi  ilic  .\tlantic  cities;  ]>ut 
experience  ha>  sh(»wn  tl\at  they  aiv  st-riously  lacking  in  durability, 
since  their  c(Mneiiting  material  i>  reavlily  decomposed  by  the  acids 
in  the  .Mtmosphere  of  cities. 

2.  Thi  Bc-tn  sntiHstfUtt  is  tlcrived  from  the  IVnvi  gal.  a  meml>er 
of  the  Ltnvei  (';irbonifcn»u>  scries  in  Northern  0!iio.  It  is  fretpiently 
called  the  riex'ehiiid  s;indstoiu\  t'rom  the  name  oi'  the  t:iTn  controlling 
a  numlH'r  oi  the  quarrit^s.  The  principal  qu;»rrii"^  are  locate<l  at 
AmheT*st  and  Hcn\-i.  The  >ioue  troni  .Xmliei^t  is  generally  light 
drab  in  color,  xciy  iii»niogeneou>  in  tcxtuiv.  n\\v\  <'omposed  of  nearly 
pure  silica.  It  i>  ver}  r(*si>i.Mni  to  \\vc  nuti  w(\-,ihevi]\c.  and  is.  on  the 
whole,  one  oi'  tlic  be>t  ;ind  iuMiulsouiot  !»;iilditig  >lone>  known.  The 
Berea  stone  i>  ligliici  ".n  ci>lor  ih;u.  tlie  .\ivilioi*>i ,  but  sometimes 
<*oniain>  sulpliidc  o;"  iron,  and  i>  thevi  li.-iMe  to  stain  and  decompose. 

3.  Th(  llr;  ?',■•///  stimisfotn .  nIso  deri\e«:  tron.  ilie  Tower  Oar- 
}>oniterou>  serie>.  coin<*>  ;"ro;j.  >oi.;hc;-;.  Ol.io  Thi>  i>  :»  fme  graineti 
}iomogeneous  stone  v»!  a  liglii  dr.-ii'  o-.-  doxc  color.  wV.ii-h  works  with 
facililv.   and   wiiic-!:    i>    \•er^    l.riiulsoinc  aj;»i   .i.;v;ii'li       It    forms  the 
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material  of  which  many  of  the  finest  buildings  of  Cincinnati  are 
constructed,  and  is,  justly,  highly  esteemed  there  and  elsewhere. 

4.  The  Lake  Superior  sandstone  is  a  dark,  purplish-brown  stone 
of  the  Potsdam  age,  quarried  at  Bass  Island,  Marquette,  Mich. 
This  is  rather  a  coarse  stone,  of  medium  strength,  but  homogeneous 
and  durable,  and  one  much  used  in  the  Lake  cities. 

5.  The  St.  Geneneve  sandstone  is  a  fine  grained  sandstone  of  a 
delicate  drab  or  straw  color,  very  homogeneous  in  tone  and  texture. 
It  is  quarried  at  St.  Genevieve,  Missouri,  and  is  one  of  the  handsomest 
of  all  our  sandstones. 

6.  The  Medina  sandstone,  which  forms  the  base  of  the  Upper 
Silurian  series  in  Western  New  York,  furnishes  a  remarkably  strong 
and  durable  stone,  much  used  for  pavements  and  curbing  in  the 
Lake  cities. 

66.  Other  Names.  There  is  a  great  variety  of  names  of  more  or 
less  local  application,  derived  from  the  appearance  of  the  stone, 
the  use  to  which  it  is  put,  etc.,  which  it  would  be  impossible  to 
classify.  The  same  stone  often  passes  under  entirely  different 
names  in  different  localities;  and  stones  entirely  different  in  their 
essential  characteristics  often  pass  under  the  same  name. 

67.  Location  of  Quarries.  For  information  concerning  the 
location  of  quarries,  character  of  product,  etc.,  see:  Tenth  Census 
of  the  U.  S.,Vol.  X,  Report  on  Quarry  Industiy,  p.  107-363;  Report 
of  Smithsonian  Institution,  1885-86,  Part  II,  p.  357-488;  Merrill's 
Stones  for  Building  and  Decoration,  p.  45-312 — substantially  the 
same  as  the  preceding;  — and  the  reports  of  the  various  State  geo- 
logical surveys. 

68.  Cost.    See  §  687. 
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CHAPTER    II 

BUILDING  BRICK 

61.  Until  about  1901  the  word  brick  always  meant,  in  this 
country  at  least,  a  prism  of  burned  clay;  but  at  about  the  above 
date  a  brick  composed  of  sand  and  lime  was  put  upon  the  market, 
and  the  importance  of  the  latter  kind  of  brick  is  sufficient  to  require 
consideration  here.  Adobe  bricks  are  sun-dried  blocks  of  loam  or 
clay,  and  are  an  important  building  material  in  many  arid  or  semi- 
arid  regions;  but  the  primitive  character  of  the  structures  built  with 
such  brick  does  not  justify  any  consideration  of  that  material  here. 
Recently  a  cement  brick,  i.e.,  a  block  of  about  the  size  of  an  ordinary 
brick  made  of  cement  mortar,  has  been  put  upon  the  market;  but 
it  is  not  in  common  use,  and  can  be  considered  better  after  cement 
has  been  studied,  and  hence  a  discussion  of  this  form  of  brick  will  be 
deferred  to  Chapter  XI. 

This  chapter,  then,  will  be  divided  into  two  parts,  viz.:    Art.  1, 
.Common  or  Clay  Brick;   and  Art.  2,  Sand-Lime  Brick. 


Art.  1.     Clay  Brick. 

62.  Brick  is  a  most  valuable  building  material.  Its  comparative 
cheapness,  the  ease  with  which  it  is  transported  and  handled,  and 
the  facility  with  which  it  is  worked  into  structures  of  any  desired 
form,  are  its  valuable  characteristics.  It  is,  when  properly  made, 
nearly  as  strong  as  the  best  building  stone.  It  is  but  slightly  affected 
by  changes  of  temperature  or  of  humidity;  and  is  also  lighter  than 
stone. 

Bricks  are  much  used  in  architectural  construction,  but  pro- 
portionally much  less  in  engineering  structures,  notwithstanding 
their  good  qualities  which  recommend  them  as  substitutes  for  stone. 
In  former  editions  of  this  volume  arguments  were  given  why  brick 
under  certain  conditions  should  be  substituted  for  stone  in  engineering 
structures,  particularly  as  recent  improvements  in  the  process  of 
manufacture  had  decreased  the  cost  while  thev  had  increased  the 
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quality  and  the  uniformity  of  the  product;   hut  at  about  the  time  of 
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the  improvements  in  the  quality  of  brick,  the  developments  in  the 
Portland  cement  industry  led  to  the  greatly  increased  use  of  concrete 
in  both  architectural  and  engineering  construction,  and  consequently 
brick  is  now  a  relatively  less  important  building  material  than 
formerly.  Nevertheless  brick  is  still  an  important  constructive 
material;  and  the  increasing  cost  of  lumber  is  likely  to  increase  the 
importance  of  brick  as  a  material  of  architectural  construction; 
but  concrete  owing  to  its  cheapness  and  strength  is  likely  to  be  used 
more  and  more  in  engineering  structures  where  brick  formerly  was 
employed. 

63.  There  are  two  kinds  of  clay  brick, — fire  brick  and  common 
brick.  Both  are  made  by  submitting  clay  which  has  been  prepared 
properly  and  moulded  into  shape,  to  a  temperature  which  converts 
it  into  a  semi-vitrified  mass. 

64.  Fire  Brick.  Fire  bricks  are  used  whenever  very  high  tem- 
peratures are  to  be  resisted.  They  are  made  either  of  a  very  nearly 
pure  clay,  or  of  a  mixture  of  pure  clay  and  clean  sand,  or,  in  rare 
cases,  of  nearly  pure  silica  cemented  with  a  small  proportion  of  clay. 
The  presence  of  oxide  of  iron  is  ver}^  injurious,  and,  as  a  rule,  the  pres- 
ence of  6  per  cent  justifies  the  rejection  of  the  brick.  In  specifications 
it  should  generally  be  stipulated  that  fire  brick  should  contain  less 
than  6  per  cent  of  oxide  of  iron>  and  less  than  an  aggregate  of  3  per 
cent  of  combined  lime,  soda,  potash,  and  magnesia.  The  sulphide 
cf  iron — pyrites — is  even  worse  in  its  effect  on  fire  brick  than  the 
substances  first  named. 

When  intended  to  resist  only  extremely  high  heat,  silica  should 
be  in  excess;  and  if  to  be  exposed  to  the  action  of  metallic  oxides, 
which  would  tend  to  unite  with  silica,  alumina  should  be  in  excess. 

Good  fire  brick  should  be  uniform  in  size,  regular  in  shape,  homo- 
geneous in  texture  and  composition,  easily  cut,  strong,  and  infusible. 

66.  Building  Brick.  The  Clay.  The  quality  of  the  brick  de- 
pends primarily  upon  the  kind  of  clay  used.  Common  clays,  of  which 
the  common  brick  is  made,  consist  principally  pf  silicate  of  alumina; 
but  they  also  usually  contain  lime,  magnesia,  and  oxide  of  iron. 
The  latter  ingredient  is  useful,  improving  the  product  by  giving  it 
hardness  and  strength;  hence  the  red  brick  of  the  Eastern  States  is 
often  of  better  quality  than  the  white  and  yellow  brick  made  in  the 
West.  Silicate  of  lime  renders  the  clay  too  fusible,  and  causes  the 
bricks  to  soften  and  to  become  distorted  in  the  process  of  burning. 
Carbonate  of  lime  is  certain  to  decompose  in  burning,  and  the 
caustic  lime  left  behind  absorbs  moisture,  prevents  the  adherence  of 
the  mortar,  and  promotes  disintegration. 

Uncombined  silica,  if  not  in  excess,  is  beneficial,  as  it  preserves  the 
form  of  the  brick  at  high  temperatures.     In  excess  it  destroys  the 
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cohesion,   and  renders  the  bricks  brittle  and  weak.     Twenty-five 
per  cent  of  siHca  is  a  good  proportion. 

66.  Moulding.  In  the  old  process  the  clay  is  tempered  with 
water  and  mixed  to  a  plastic  state  in  a  pit  with  a  tempering  wheel, 
or  in  a  primitive  pug-mill;  and  then  the  soft,  plastic  clay  is  pressed 
into  the  moulds  by  hand.  This  method  is  so  slow  and  laborious 
that  it  has  been  almost  entirely  displaced  l)y  more  economical  and 
expeditious  ones  in  which  the  work  is  done  wholly  by  machinery. 
There  is  a  great  variety  of  machines  for  preparing  and  moulding  the 
clay,  which,  however,  may  be  grouped  into  three  classes,  according 
to  the  condition  of  the  clay  when  moulded:  (1)  soft-mud  machines, 
for  which  the  clay  is  reduced  to  a  soft  mud  by  adding  about  one 
quarter  of  its  volume  of  water;  (2)  stiff-mud  machines,  for  which  the 
clay  is  reduced  to  a  stiff  mud;  and  (8)  diy-clay  machines,  with  which 
the  dry  or  nearly  diy  clay  is  forced  into  the  moulds  by  a  heavy 
pressure  without  having  l)eon  reduced  to  a  plastic  mass.  These 
machines  may  also  l)e  divided  into  two  classes,  according  to  the 
method  of  filling  the  moulds:  (1)  Those  in  which  a  continuous  stream 
of  clay  is  forced  from  the  pug-mill  through  a  die  and  is  afterwards 
cut  up  into  bricks;  and  (2)  those  in  which  the  clay  is  forced  into 
moulds  moving  under  the  nozzle  of  the  pug-mill. 

67.  Burning.  The  time  of  burning  varies  with  the  character  of 
the  clay,  the  form  and  size  of  kiln,  and  the  kind  of  fuel.  With  the 
older  processes  of  burning,  the  brick,  when  dry  enough,  is  built  up 
in  sections — by  brick-makers,  called  *' arches," — which  are  usually 
alx)ut  5  bricks  (:U  feet)  wide,  30  to  40  bricks  (20  to  30  feet)  long, 
and  from  35  to  50  courses  high.  Each  section  or  *'arch"  has  an 
opening — called  an  "eye" — at  the  bottom  in  the  center  of  its  width, 
which  runs  entirely  through  the  kiln,  and  in  which  the  fuel  used  in 
burning  is  placed.  After  the  bricks  are  thus  stacked  up,  the  entire 
pile  is  enclosed  with  a  wall  of  green  brick,  and  the  joints  between 
the  casing  bricks  are  carefully  stopped  with  mud.  Burning,  including 
drying,  occupies  from  6  to  15  days.  The  brick  is  first  subjected 
to  a  moderate  heat,  and  when  all  moisture  has  been  expelled,  the 
heat  is  increa.sed  slowly  until  the  "arch-brick,"  i.e.,  those  next  to 
the  **eye,"  attain  a  white  heat.  This  temperature  is  kept  up  until 
the  burning  is  complete.  Finally,  all  openings  are  closed,  and  the 
mass  slowly  cools. 

With  the  more  modern  processes  of  burning,  the  principal  yards 
have  permanent  kilns.  These  are  usually  either  a  rectangular  space 
surrounded,  except  for  very  wide  doors  at  the  ends,  by  peraianent 
brick  walls  having  fire-boxes  on  the  outside;  or  the  kiln  may  be 
entirely  enclosed — above  as  well  as  on  the  sides — with  brick  masonry. 
The  latter  are  usually  circular,  and  are  sometimes  made  in  com- 
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partments,  each  of  which  hjas  a  separate  entrance  and  independent 
connection  with  the  chimney.  The  latter  may  be  built  within  the 
kiln  or  entirely  outside,  but  a  downward  draught  is  invariably  secured. 
The  fuel,  usually  fine  coal,  is  placed  near  the  top  of  the  kiln,  and  the 
down  draught  causes  a  free  circulation  of  the  flame  and  heated  gases 
about  the  material  being  burned.  While  some  compartments  are 
being  fired  others  are  being  filled,  and  still  others  are  being  emptied 

68.  Glassifioation  of  Building  Brick.  Bricks  are  classified 
according  to  (1)  the  way  in  which  they  are  moulded;  (2)  their  posi- 
tion in  the  kiln  while  being  burned;  and  (3)  their  form  or  use. 

69.  Classification  according  to  Method  of  Moulding.  The  method 
of  moulding  gives  rise  to  the  following  terms: 

Soft-mud  Brick,  A  brick  moulded  by  placing  soft  clay  in  a 
mould.     It  may  be  moulded  either  by  hand  or  with  machinery. 

Stiff-mud  Brick,  One  moulded  by  forcing  a  prism  of  stiff  clay 
through  a  die  and  afterwards  cutting  it  up  into  .bricks. 

Pressed  Brick,  One  moulded  by  pressing  dry  or  semi-dry  clay 
into  a  mould. 

Re-pressed  Brick.  Usually  a  stiff-mud  brick  which  has  been 
subjected  to  an  enormous  pressure  to  render  the  form  more  regular 
and  to  increase  its  strength  and  density.  It  is  doubtful  whether  the 
re-pressing  increases  either  the  strength  or  the  density.  Occasionally 
in  the  East,  and  more  formerly  than  at  present,  a  soft-mud  brick, 
after  being  partially  dried,  is  re-pressed,  which  process  greatly 
improves  the  form  and  also  the  strength  and  the  density.  A  re- 
pressed brick  is  sometimes,  but  inappropriately,  called  a  pressed 
brick. 

Slop  Brick.  In  moulding  brick  by  hand,  the  moulds  are  some- 
times dipped  into  water  just  before  being  filled  with  clay,  to  pre- 
vent the  mud  from  sticking  tq  them.  Brick  moulded  by  this  process 
is  known  as  slop  brick.  It  is  deficient  in  color,  and  has  a  compara- 
tively smooth  surface,  with  rounded  edges  and  corners.  This  kind 
of  brick  is  now  seldom  made. 

Sanded  Brick.  Ordinarily,  in  making  soft-mud  brick,  sand  is 
sprinkled  into  the  moulds  to  prevent  the  clay  from  sticking;  the 
brick  is  then  called  sanded  brick.  The  sand  on  the  surface  is  of  no 
serious  advantage  or  disadvantage.  In  hand-moulding,  when  sand 
is  used  for  this  purpose,  it  is  certain  to  become  mixed  with  the  clay 
and  occurs  in  streaks  in  the  finished  brick,  which  is  very  undesirable; 
and  owing  to  details  of  the  process,  which  it  is  here  unnecessary  to 
explain,  ever>'  third  brick  is  especially  bad. 

Machine-made  Brick.  Brick  is  frequently  described  as  **  machine- 
made'';  but  this  is  very  indefinite,  since  all  grades  and  kinds  are 
made  by  mlichinery. 
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70.  Classification  according  to  Position  in  Kiln.  When  brick  was 
generally  burned  in  the  old-style  up-draiight  kiln,  the  classification 
according  to  position  wa*s  iniportant;  but  with  the  new  styles  of 
kilns  and  improved  methods  of  burning,  the  quality  is  so  nearly 
uniform  throughout  the  kiln,  that  the  classification  is  less  important. 
Three  grades  of  brick  are  taken  from  the  old-style  kiln:  arch  brick, 
body  brick,  and  salmon  brick. 

Arch  or  Clinker  Bricks.  Those  which  form  the  tops  and  sides  of 
the  arches  in  which  the  fire  is  built.  Being  over-l:)urned  and  partially 
vitrified,  they  are  hard,  brittle,  and  weak. 

Body,  Cherry y  or  Hard  Bricks.  Those  taken  from  the  interior 
of  the  pile.     The  best  bricks  in  the  kiln. 

Salmon,  Pale,  or  Soft  Bricks.  Those  wiiich  form  the  exterior  of 
the  mass.  Being  underburned,  they  are  too  soft  for  ordinary  work, 
unless  it  be  for  filling.  The  terms  salmon  and  jpaie  refer  to  the  color 
of  the  brick,  and  hence  are  not  applicable  to  a  brick  made  of  a  clay 
that  does  not  burn  red.  Although  nearly  all  brick  clays  burn  red, 
yet  the  localities  where  the  contraiy  is  true  are  sufficiently  numerous 
to  make  it  desirable  to  use  a  different  term  in  designating  the  quality. 
There  is,  necessarily,  no  relation  between  color,  and  strength  and 
density.  Brick-makers  naturally  have  a  prejudice  against  the  term 
soft  brick,  which  doubtless  explains  the  nearly  universal  prevalence 
of  the  less  appropriate  term — salmon. 

71.  Classification  according  to  Use.  The  form  or  use  of  bricks 
gives  rise  to  the  following  terms. 

Comj)ass  Brick.  One  having  one  edge  shorter  than  the  other. 
Used  in  lining  circular  shafts,  etc. 

Feather-edge  Brick.  One  having  one  edge  thinner  than  the  other. 
Used  in  arches;  and  more  properly,  but  less  frequently,  called  voxissoir 
brick. 

Face  Brick.  Those  which,  owing  to  uniformity  of  size  and  color, 
are  suitable  for  the  face  of  the  wall  of  buildings.  Sometimes  face 
bricks  are  simply  the  best  ordinary  brick;  but  generally  tlie  term  is 
applied  only  to  re-pressed  or  pressed  brick  made  specially  for  this 
purpose. 

Sewei"  Bri^k.     Ordinary  hard  l)rick,  smooth,  and  regular  in  form. 

Paving  Brick.  Very  hard,  ordinary  brick.  A  vitrified  clay 
block,  very  much  larger  than  ordinary  brick  (see  §  83),  is  sometimes 
used  for  paving,  and  is  called  a  paving  brick,  but  more  often,  and 
more  properly,  a  brick  panng-block. 

Vitrified  Brick.  The  introduction  of  brick  for  street  pavements 
about  1890  led  to  a  new  grade  of  building  brick,  viz.,  vitrified  brick, 
one  burned  to  the  point  of  vitrifaction  and  then  annealed  or  toughened 
by  slowly  cooling.     \'itrified  brick  and  paving  blocks,  though  origi- 
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nally  made  for  paving  purposes,  are  now  much  used  in  building  and 
engineering  structures. 

72.  Tests  for  Brick.  The  tests  usually  applied  to  determine  the 
quality  of  brick  are  those  for:  (1)  form,  (2)  texture,  (3)  absorptive 
power,  (4)  crushing  strength,  (5)  transverse  strength.  Brick  are  so 
common,  and  the  requisites  for  good  building  brick  are  so  obvious, 
and  it  is  so  easy  to  determine  whether  any  particular  lot  of  brick 
has  the  desirable  qualities,  that  there  is  not  much  need  of  laboratory 
tests  of  building  brick.  However,  the  several  tests  enumerated 
above  will  be  briefly  considered. 

73.  Form.  A  good  brick  should  have  plane  faces,  parallel  sides, 
and  sharp  edges  and  angles.  In  regularity  of  form  re-pressed  brick 
ranks  first,  dry-clay  brick  next,  then  stiff-mud  brick,  and  soft-mud 
brick  last.  Regularity  of  form  depends  largely  upon  the  quality  of 
the  clay  and  the  method  of  burning.  A  good  brick  should  not  have 
depressions  or  kiln  marks  on  its  edges  caused  by  the  pressure  of  the 
brick  above  it  in  the  kiln. 

74.  Texture.  A  good  brick  should  have  a  fine,  compact,  uniform 
texture;  and  should  contain  no  fissures,  air  bubbles,  pebbles,  or  lumps 
of  lime.  It  should  give  a  clear  ringing  sound  when  struck  a  sharp 
blow  with  a  hammer  or  another  brick.  A  brick  which  gives  a  clear 
ringing  sound  is  strong  and  durable  enough  for  any  ordinary  work. 

The  compactness  and  uniformity  of  texture,  which  greatly  influence 
the  durability  of  brick,  depend  mainly  upon  the  method  of  moulding. 
As  a  general  rule,  hand-moulded  bricks  are  best  in  this  respect,  since 
the  clay  in  them  is  more  uniformly  tempered  before  being  moulded; 
but  this  advantage  is  partially  neutralized  by  the  presence  of  sand 
seams  (§  69).  Machine-moulded  soft-mud  bricks  rank  next  in  com- 
pactness and  uniformity  of  texture.  Then  come  machine-moulded 
stiff-mud  bricks,  which  vary  greatly  in  durability  with  the  kind  of 
machine  used  in  their  manufacture.  By  some  of  the  machines,  the 
brick  is  moulded  in  layers  (parallel  to  any  face,  according  to  the  kind 
of  machine),  which  are  not  thoroughly  cemented,  and  which  separate 
under  the  action  of  the  frost.  In  compactness,  the  dry-clay  brick 
comes  last.  However,  the  relative  value  of  the  products  made  by  the 
different  processes  varies  with  the  nature  of  the  clay  used. 

76.  Absorptive  Power.  Formerly,  it  was  believed  that  the 
absorptive  power  of  a  building  brick  had  an  important  effect  upon 
its  ability  to  resist  destruction  by  frost;  but  experiments  and  a  more 
careful  study  of  experience  have  shown  that  the  absorptive  power  of 
a  brick  has  little  or  nothing  to  do  with  its  durability.  Apparentljj 
there  are  two  reasons  for  this:  (1)  the  pores  of  the  brick  are  not 
entirely  filled  with  water,  and  consequently  the  expansion  of  the  water 
in  freezing  is  cushioned  by  the  air  in  the  pores;  and  (2)  with  the  more 
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porous  bricks,  the  water  freezes  in  the  pores  without  any  destructive 
effect  much  as  water  freezes  in  a  hir^e-necked  bottle,  and  with  the 
more  dense  bricks  the  strenfi;th  of  the  burned  chiy  is  greater  than  the 
expansive  force  of  the  water.  The  absorptive  power  varies  with  the 
chemical  composition  of  the  clay,  and  there  seems  to  be  no  close 
relation  between  the  al)S()r{)tive  power  and  the  strength  of  a  brick 
or  the  loss  of  strength  by  freezing.* 

76.  There  are  different  methods  in  use  for  determining  the  amount 
of  water  taken  up  by  a  brick,  and  these  lead  to  slightly  different 
results.  Some  experimentei's  dry  the  bricks  in  a  hot-air  chamber, 
while  some  dry  them  simply  by  exposing  them  in  a  dry  room;  some 
experimenters  immerse  the  bricks  in  water  in  the  open  air,  while 
others  immerse  them  under  the  receiver  of  an  air-pump;  some 
immerse  w-hole  !)rick,  and  some  use  small  pieces;  and,  again,  some 
dry  the  surface  with  !)ibulous  paper,  while  others  allow  the  surface 
to  dry  by  evaporation.  Air-drying  represents  the  conditions  of 
actual  exposure  in  masonry  structures,  since  water  not  expelled  in 
that  w^ay  is  so  diffused  as  to  do  no  harm  in  freezing.  Immersion 
in  the  open  air  more  nearly  represents  actual  practice  than  immersion 
in  a  vacuum.  The  conditions  of  actual  practice  are  best  represented 
by  testing  whole  brick,  since  some  kinds  have  a  more  or  less  imper- 
vious skin.  Drying  the  surface  by  evaporation  is  more  accurate 
than  drying  it  with  paper;  however,  neither  process  is  capable  of 
giving  mathematical  accuracy. 

77.  Soft  \mder-burned  brick,  such  as  are  frequently  used  in  filling 
in  the  interior  of  walls,  will  absorb  from  30  to  35  per  cent  of  their 
weight  of  water;  some  good  dry-clay  or  pressed  brick  have  an 
absorption  of  15  to  20  per  cent,  while  others  run  from  5  to  10  pei 
cent;   and  some  vitrified  brick  absorb  only  1  to  2  per  cent.f 

78.  Grushing  Strength.  The  crushing  strength  of  brick  is  valuable 
only  in  comparing  different  brands;  and  gives  no  idea  of  the  strength 
of  w^alls  built  of  such  bricks  (see  §  622).  The  crushing  strength  of 
brick  is  of  relatively  less  importance  than  that  of  stone,  since  owing 
to  the  relatively  smaller  size  of  the  brick  and  consequently  the 
relatively  larger  proportion  of  mortar,  the  strength  of  brick  masonry 
is  more  dependent  upon  the  strength  of  the  mortar  than  is  stone 
masonry.  The  strength  of  the  brick  is  of  relatively  small  importance 
unless  the  mortar  is  nearly  as  strong  as  the  brick  (see  §  623);  and 
as  this  is  never  the  case  unless  a  rich  poi-t  land-cement  mortar  is  used, 
it  follows  that  in  ordinary  brick  masonry  the  crushing  strength  of 
the  brick  is  of  small  importance  provided  a  re^isonably  good  quality 
is  employed. 

♦  Report  German  Royal  Experiment  Station,  Thonimlustrie,  Zeitung,  No.  74, 1905. 
t  Tests  of  Metals,  etc.,  1894,  p.  448:  ibid.,  1895,  p.  435-30;  ibid.,  1890,  p.  347. 
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It  has  already  been  explained  (§  10-15)  that  the  results  for  the 
crushing  strength  of  stone  vary  greatly  with  the  details  of  the  experi- 
ments; but  this  difference  is  eveA  greater  in  the  case  of  brick  than 
in  that  of  stone.  In  testing  stone  the  uniform  practice  is  to  test 
cubes  (§  11)  whose  faces  are  carefully  dressed  to  parallel  planes. 
In  testing  brick  there  is  no  established  custom.  (1)  Some  few 
experimenters  test  cubes;  but  nearly  all  of  the  tests  that  have  been 
published  have  been  made  with  some  form  of  specimen  other  than 
the  cube.  With  stone  it  is  necessary  to  specially  prepare  a  test 
specimen,  and  the  cube  is  as  easy  to  prepare  as  any  form;  but  with 
brick  it  is  not  equally  necessary  to  specially  prepare  a  test  specimen, 
and  hence  it  has  become  the  custom  to  use  a  half  or  a  whole  brick 
in  making  the  compression  test.  (2)  Some  experimenters  grind  the 
pressed  surfaces  to  exact  planes,  and  some  level  up  the  surfaces  by 
putting  on  a  thin  coat  of  plaster  of  paris,  while  others  do  nothing 
to  prepare  the  bedding  surfaces — particularly  with  pressed  brick. 
(3)  Sometimes  brick  are  tested  on  end,  sometimes  on  edge,  and  some- 
times flatwise,  the  last  being  the  more  common  practice  with  the 
testing  machine  at  the  U.  S.  Watertown  Arsenal. 

79.  Soaking  a  brick  in  water  decreases  its  compressive  strength, 
apparently  because  the  water  acts  as  a  lubricant  on  the  plane  of 
rupture.  In  a  series  of  experiments  with  the  U.  S.  testing  machine 
at  Watertown,  of  thirty  tests  upon  ordinary  building  brick  from  ten 
localities,  all  but  two  showed  a  loss  of  strength  due  to  immersion  in 
water  for  one  week;  and  the  wet  half  of  a  brick  gave  an  average 
strength  of  only  85  per  cent  of  the  strength  of  the  dry  half. 

80.  Some  experiments  with  the  testing  machine  at  the  U.  S. 
Arsenal  at  Watertown,  to  determine  the  relative  strength  of  hard- 
burned  face  brick  tested  flatwise,  edgewise,  and  endwise,  gave  aver- 
ages for  four  tests  each  as  follows:* 

Flatwise 11 174  lb.  per  sq.  in.  =  100  per  cent. 

Edgewise 8978''       "       "      =    80        " 

Endwise 6972"       "        "      =    62 

The  pressed  surfaces  were  set  in  plaster  of  paris.  Other  tests  with 
common  brick  gave  approximately  the  same  results,  f 

According  to  the  formula  of  §  17,  a  brick  tested  flatwise  would  be 
32  per  cent  stronger  than  when  tested  as  a  cube. 

Bricks  sent  to  the  World's  Columbian  Exposition  at  Chicago  in 
1893  from  several  States,  and  afterwards  tested  at  the  Watertown 
Arsenal  flatwise  with  the  pressed  surfaces  set  in  plaster  of  paris,  gave 
the  results  in  Table  7,  page  42. 

♦Tests  of  Metals,  etc.,  1894,  p.  439. 
i  Ibid.,  1885,  p.  1158-59. 
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TABLE  7. 

Compressive  Strength  of^Brick  Sent  to  the  World's 

Columbian  Exposition.* 


Ret. 

State. 

Compressive  Strength, 
Pounds  per  Square  Inch. 

No. 

Lowest. 

Highest. 

1 

Arkansas 

3  465 

2  477 
7  393 

3  966 
5  828 
1311 
3  648 

3  202 
2  405 

11060 

4  782 
5000 

9  469 

2 

Florida 

5  077 

3 

Idaho  

22  561 

4 

Illinois 

12  280 

5 

Iowa 

12  269 

6 

Minnesota 

7  402 

7 

S.  Dakota 

8  936 

8 

Utah. 

4  362 

9 

Washington 

13  137 

10 

Wvominiz 

13  077 

11 

Japan  

5  529 

12 

Sweden 

22  955 

For  bricks  sent  to  the  Louisiana  Purchase  Exposition  at  St. 
Louis  in  1904,  and  afterwards  tested  at  Watertown  flatwise,  the 
surfaces  being  set  in  neat  port  land-cement  mortar,  the  average  of 
five  tests  is  as  shown  in  Table  S.f 


TABLE  8. 

COMPUESSIVK    StKKNGTH    OF    BrICK   MANUFACTURED    BY    DIFFERENT 

Processes  at  Different  Places. 


Ref. 
No. 


1 
2 
3 


4 
5 
6 

7 
8 


Kind  of  Brick 


Face  Bkick: 

StifT-mu(i 

Dry-pressed 

Re-presse<l  soft-inmi 

Common  Bkick: 

Hani-burned,  soft-mud,  Canihridgo  .  . 

"       ''  Brookfield 

''  Meclianicsville  . 
Mediuin-l)urned,  soft-mud.  Cambridge 

"     Brookfield 


Compressive  Strength, 
Pounds  per  Square  Inch. 


Min. 


8  930 
8  930 
5  770 


9  140 

4  340 

5  110 
4  610 
4  200 


Max. 

15  330 

17  990 

7  560 

14  750 

4  580 

6  730 

8  590 

6  850 

Mean. 


12  766 

11  190 

6  780 


11340 

4  475 

5  808 

6  590 
5  248 


*  'Posts  of  Motiils,  etc..  181)4.  p.  45f>-G8: 
flbid.,  HM)4.  p.  453-54. 
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Five  samples  each  of  fourteen  lots  of  Hudson  River  brick  gave 
an  average  crushing  strength  of  3,943  lb.  per  sq.  in.  for  half  bricks 
tested  flatwise,  the  range  for  the  averages  of  the  several  lots  being 
from  2,701  to  5,416,  and  the  range  for  the  individual  brick  being 
from  1,607  to  8,944.* 

The  highest  known  crushing  strength  of  any  brick  is  38,446  lb. 
per  sq.  in.,t  and  as  the  brick  was  tested  on  end  the  result  is  exceed- 
ingly remarkable. 

81.  Transverse  Strength.  A  brick  is  not  often  used  where  it  is 
subjected  to  a  direct  bending  stress,  but  the  method  of  failure  of  brick 
piers  (§  618)  shows  that  the  transverse  strength  of  the  brick  indi- 
rectly affects  the  compressive  resistance  of  brick  masonry.  The 
experiments  necessary  to  determine  the  transverse  strength  of  brick 
are  easily  made  (§  18),  and  give  definite  results,  as  well  as  furnish 
important  information  concerning  the  practical  value  of  the  brick; 
and  hence  the  determination  of  the  transverse  strength  is  one  of  the 
best  means  of  judging  the  quality  of  a  brick. 

According  to  experiments  made  with  the  U.  S.  testing  machine  at 
Watertown  upon  sixteen  different  grades  of  brick  from  six  factories, 
the  transverse  strength  is  13.5  per  cent  of  the  compressive  strength 
of  half  brick  tested  flatwise.J  From  1883  to  1905  there  were  made 
with  the  U.  S.  testing  machine  thirty-seven  determinations  of  the 
transverse  strength  of  brick  from  eleven  factories,  the  lowest  being  308 
lb.  per  sq.  in.,  the  highest  being  2,589,  and  the  mean,  1,002. 

The  transverse  strength  of  shale  paving  or  building  brick  is 
considerably  larger  than  any  of  the  above,  being  from  2,500  to  4,000 
lb.  per  sq.  in. 

82.  Shearing  Strength.  The  shearing  strength  of  nine  specimens 
of  brick  from  five  factories  tested  on  the  U.S.  testing  machine  in  1894 
gave  a  shearing  strength  equal  to  10.1  per  cent  of  the  crushing  strength 
flatwise;  and  sixteen  samples  from  six  factories,  tested  in  1895,  gave 
14.7  per  cent.  In  the  first  lot  the  range  was  from  7  to  17  per  cent; 
and  in  the  second  from  8  to  30  per  cent.  Apparently  a  higher  com- 
pressive strength  is  accompanied  by  a  proportionally  lower  shearing 
strength;   but  the  tendency  is  not  yery  marked. 

83.  Size.  The  size  of  common  brick  varies  widely  with  the 
locality  and  also  with  the  maker,  and  with  the  same  maker  the  brick 
are  likely  to  be  larger  as  the  working  season  advances,  o\fing  to  the 
wear  of  the  moulds  or  the  die.  Hard-burned  bricks  are  smaller  than 
soft-burned  ones,  owing  to  the  greater  shrinkage  in  burning;  and 
this  diiTerence  varies  with  the  different  kinds  of  clays. 


*  EngineeriTif/  News,  vol.  liii,  p.  384. 
t Tests  of  Metals,  etc.,  1907,  p.  286. 
X  Ibid.,  1895,  p.  323. 
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In  England  the  legal  standard  size  for  brick  is  8jX4f  X2}  inches. 
In  Scotland  the  average  size  is  about  9A  X4i  X3i  inches;  in  Germany, 
9JX4}X2}  inches;  in  Austria,  lUx5iX2f  inches;  in  Cuba,  llX5i 
X2f  inches;  and  in  South  America,  12}X6jX2i  inches. 

In  the  United  States  there  is  no  legal  standard,  and  the  dimen- 
sions vary  greatly.  In  1887  the  National  Brick  Makers'  Association 
adopted  standard  sizes  for  brick,  but  in  1893  modified  them  slightly 
and  in  1899  re-affirmed  the  latter  dimensions,  which  are: 

Common  Brick 8{  X4x2J  inches. 

Paving  Brick 8^x4x2^  inches. 

Pressed  Brick Sf  X4x2|  inches. 

Roman  Brick 12  X4xli  inches. 

Norman  Brick 12  X4x2j  inches. 

Paving  blocks  are  occasionally  used  as  building  bricks.  The 
blocks  range  in  size  from  9X4X3  to  9x5X4  inches,  the  former  being 
much  the  more  common. 

84.  Large  brick  are  worth  more  per  thousand  than  small  ones, 
a  seemingly  small  difference  in  the  size  of  the  individual  brick  making 
a  greater  difference  in  the  volume  of  a  thousand  bricks  than  is  usually 
supposed.  If,  reckoned  according  to  the  cubic  contents,  brick 
8X4X2  inches  is  worth  $10  per  thousand,  brick  8jX4iX2J  is 
worth  $12.33  per  thousand,  and  S^X^X2\  is  worth  $15  per  thou- 
sand. In  the  fii-st  case  a  difference  of  i  inch  on  each  dimension  is 
worth  $1.16  per  thousand,  and  in  the  second  case,  $1.25. 

Further,  where  bricks  are  laid  by  the  thousand,  small  bricks  are 
doubly  expensive. 

86.  Cost.  In  1905  the  average  selling  price  of  brick  in  the  several 
States  was  as  in  Table  9.*  Prices  have  been  gradually  rising  for 
eight  years. 

TABLE  9. 

Average  Selling  Price  of  Clay  Brick  ix  the 

Several  States. 


'  .Average  Selling  Price 

^^^  .  ,,  PER    1000. 


Xo. 


Kind. 


I^ast. 


Highest. 


1      Common     $4.28     I    Si). 48 

Pa\inp 7.58         19.23 


•? 


a      Presseil  (F'ace^ S.'vS 


26.15 


Mean! 


$6.25 
10.07 
13.12 


♦Mineral  Ke8ourt*t»s  of  tlu*  V.  S..  19l).'>,  p.  957. 
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Art.  2.     Sand-Lime  Brick. 

86.  Sand-lime  brick  consist  of  a  mass  of  sand  cemented  together 
with  lime.  There  are  two  classes  of  sand-lime  brick:  one  in  which 
the  binding  material  is  carbonate  of  lime,  and  the  other  in  which  the 
binding  material  is  silicate  of  lime. 

The  first  is  virtually  a  brick  made  of  ordinary  lime  mortar, 
moulded  as  are  soft-mud  clay  brick,  and  hardened  in  the  open  air 
or  in  an  atmosphere  rich  in  carbon  dioxide  (COj),  either  with  or 
without  pressure.  This  form  may  properly  be  called  a  lime-mortar 
brick.  It  is  the  older  form  of  sand-lime  brick,  and  was.  formerly 
made  in  a  small  way  where  sand  and  lime  were  cheap  and  clay  and 
fuel  were  expensive;  but  the  brick  is  so  weak  and  friable  that  it  has 
not  given  satisfaction,  and  needs  no  further  consideration  here. 

The  second  kind  of  sand-lime  brick  is  made  from  a  mixture  of 
sand  and  lime  which  is  moulded  in  a  press  and  hardened  by  being 
subjected  to  steam  under  pressure.  In  this  case  the  binding  material 
consists  chiefly  of  hydrosihcate  of  lime.  Probably  part  of  the  lime 
is  converted  into  carbonate  by  absorbing  carbon  dioxide;  but  the 
most  of  the  lime  combines  with  the  silica  of  the  sand  and  forms 
hydrosihcate  of  lime,  a  stable  and  comparatively  strong  cementing 
material.  This  fo^m  is  the  only  one  to  which  the  term  sand-lirae 
brick  is  now  applied;  but  in  consulting  the  past  literature  on  the 
subject,  a  careful  distinction*  should  be  made  between  the  two  forms 
of  so-called  sand-lime  brick.  This  form  of  sand-lime  brick  was  first 
manufactured  in  Germany  about  1880,  and  has  been  used  there  to 
a  considerable  extent.  It  was  introduced  into  this  country  about 
190L  Although  the  number  of  sand-lime  brick  manufactured  here 
is  quite  small  in  comparison  with  the  number  of  clay  brick  made, 
the  number  is  so  large  and  is  increasing  so  rapidly  as  to  require  a 
discussion  here  of  this  form  of  brick. 

87.  The  Materials.  The  Sand.  Any  sand  can  be  used,  but  the 
best  results  are  obtained  with  a  pure  silica  sand,  not  containing  too 
many  coarse  grains,  properly  graded  so  as  to  leave  the  smallest 
possible  interstitial  spaces.  If  the  grains  are  coarse,  the  surface  of 
the  brick  will  not  be  as  smooth  as  though  the  grains  were  finer;  and 
unless  there  are  a  good  many  fine  grains,  there  will  not  be  sufficient 
surface  to  allow  the  most  complete  combination  of  the  lime  and  the 
silica.  If  the  size  of  the  sand  grains  is  not  properly  graded,  too  much 
lime  will  be  required  to  fill  the  voids  or  interstitial  spaces,  which  will 
needlessly  add  to  the  cost  without  any  compensating  advantage. 

88.  The  Lime.  The  quantity  of  lime  used  varies  from  4  to  10 
per  cent  according  to  the  per  cent  of  voids  in  the  sand,  and  according 
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to  the  preference  of  the  manufacturer.  Either  a  high-calcium  lime  or 
a  magnesian  lime  (see  §  105)  may  be  used,  although  the  former 
appears  to  make  the  stronger  brick. 

The  lime  must  be  reduced  to  a  paste  or  powder  before  being  mixed 
with  the  sand,  and  there  are  four  ways  of  doing  this:  (1)  wet  slaking, 
(2)  dry  slaking,  (8)  acid  slaking,  and  (4)  grinding.  In  the  first 
process  tlie  lime  is  slaked  to  a  paste  in  the  usual  way  by  drenching 
with  water  and  by  agitation  (§  222) ;  in  the  second  the  lime  is  slaked 
to  a  dry  powder  by  adding  only  enough  water  that  the  heat  of  the 
chemical  reaction  will  just  dry  the  hydrate;  in  the  third  method, 
after  the  slaking  has  begun,  a  small  amount  of  hydrochloric  acid  is 
added  to  accelerate  the  slaking  process;  in  the  fourth  method  the 
quicklime  is  ground  to  a  powder,  and  in  mixing  with  the  sand  only 
enough  water  is  added  to  make  it  possii:)le  to  work  the  mixture  in 
the  press. 

89.  Moulding.  The  mixture  of  sand  and  lime  is  thoroughly  mixed, 
and* is  then  forced  into  moulds  under  very  high  pressure,  very  much 
as  dry-clay  brick  are  moulded.  The  higher  the  pressure  the  stronger 
and  more  dense  the  brick. 

90.  Hardening.  The  bricks  are  hardened  by  being  exposed  in  a 
closed  cylinder  to  a  steam  pressure  of  100  to  150  lb.  per  sq.  in.  for 
from  12  to  4  houi*s,  respec^tively.  As  a  rule  the  bricks  are  moulded 
during  the  day,  and  are  left  in  the  hardening  cylinder  over  night. 
As  soon  as  the  bricks  come  from  the  hardening  cylinder  they  can  be 
used;  but  it  is  better  to  allow  them  to  stand  a  day  or  two,  as  when 
they  dry  out  they  become  harder. 

91.  Gharaoteristios  of  Sand-lime  Brick.  The  makers  of 
sand-lime  brick  usually  claim  that  their  product  is  equal  in  appear- 
ance and  quality  to  any  dry-day  (pressed)  face  brick;  and  that  sand- 
lime  brick  will  gain  in  hardness  under  the  action  of  either  air  or  water. 

92.  Form  and  Color.  SMud-linio  brick  have  ))lane  faces,  free  from 
kiln  marks.  The  corners  arc  s(iuare  and  sharp  as  they  come  from 
the  press,  but  are  likely  to  crumble  off  in  being  placed  in  the  harden- 
ing cylinder.  The  color  is  usually  white,  sometimes  pure  and  uni- 
form, and  sometimes  tinted  according  to  the  color  of  the  sand;  and 
it  is  easy  to  give  the  brick  almost  any  color  }>y  mixing  coloring  matter 
with  the  sand  and  the  lime  before  moulding. 

93.  Crushing  Strength.  Three  whole  bricks  from  one  maker  in 
Arizona,  when  crushed  flatwise  with  i)rosse(l  surfaces  set  in  plaster 
of  paris,  gave  an  average  crusliing  stn^igth  of  .S,(K)0  lb.  per  sq.  in., 
the  variation  from  the  mean  being  about  7  j^er  cent  each  way:  and 
four  other  bricks  from  West  Point,  X.  V.,  gave  an  average  crushing 
strength  of  .S.717  11).  per  scj.  in.,  the  range  being  from  2,040  to  4,2(>0:* 

*  Tr-ts  of  Mrtals,  «'tc..  1905,  i>.  4.'5<)-()0. 


'^HT.  2.]  Sand-Lime  Brick.  47 

Forty-five  half  brick  from  five  makers,  tested  under  the  author's 
^J^ection,  flatwise  with  plastered  surfaces,  gave  an  average  crushing 
^^x^ength  of  3,693  lb.  per  sq.  in.,  the  range  for  the  different  makes  being 
f^Xim  2,412  to  6,123.* 

Five  tests  of  German  sand-lime  brick   hardened   under  high 

J^T-essure  gave  an  average  crushing  strength  of  2,710  lb.  per  sq.  in., 

t:lie  range  being  from  1,704  to  4,189;    and  three  samples  hardened 

Vinder  low  pressure  gave  an  average  strength  of  1,199  lb.  per  sq.  in., 

thel'ange  l)eing  from  850  to  1,353.  f     No  details  are  known  as  to  the 

method  of  making  the  above  experiments. 

94.  Most  of  the  clay  brick  used  in  New  York  City  have  an  average 
crushing  strength  of  about  4,000  lb.  per  sq.  in.  for  half  brick  tested 
flatwise  (see  §  80);  and  brick  masonry  is  seldom  subjected  to  a  com- 
pressive stress  of  more  than  200  lb.  per  sq.  in.  (see  §  628^29).  There- 
fore the  above  results  show  that  sand-lime  brick  can  be  made  strong 
enough  for  use  in  any  ordinary  brick  work. 

96.  Transverse  Strength.  The  average  of  fifty-five  brick  from 
five  makers,  tested  under  the  author's  direction,  gave  an  average 
transverse  strength  of  571  lb.  per  sq.  in.,  with  a  range  for  the  different 
brands  from  420  to  766.* 

96.  Absorption.  Sixty-six  samples  from  six  makers,  tested  under 
the  author's  direction,  gave  an  average  absorption  of  10.6  per  cent 
by  weight,  the  range  of  the  brands  being  from  8.5  to  13.5  per  cent.* 
The  absorptive  power  of  sand-lime  brick  seems  to  be  less  than  that  of 
equally  strong  clay  brick. 

97.  Besistance  to  Freezing.  One-inch  cubes  of  sand-lime  brick 
were  practically  disintegrated  after  being  frozen  and  thawed  daily 
for  twenty-nine  days.  J  Three  cubes  each  of  three  brands  when 
frozen  and  thawed  eighteen  times  gave  losses  by  weight  as  follows: 
100  per  cent,  13.2  per  cent,  27  per  cent.^f  Soft  pressed  clay  brick 
in  the  same  tests  lost  nothing.  Two  half  brick  after  freezing  and 
thawing  twenty  times  lost  14.3  and  5.3  per  cent  by  weight  respect- 
ively; and  a  soft  clay  brick  in  the  same  series  lost  nothing.* 

Apparently,  ordinary  sand-lime  brick  do  not  stand  frost  as  well 
as  equally  strong  clay  brick. 

98.  Effect  of  Weather.  Two  each  of  three  brands  of  sand-lime 
brick  were  placed  in  the  open  air  where  they  were  exposed  to  the  sun, 
wind,  and  rain  from  August  to  March  inclusive.  One  each  of  each 
brand  was  kept  in  a  closed  box  in  a  dry  place.  The  exposed  brick 
were  thoroughly  dried  and  tested.  The  average  modulus  of  rupture 
of  the  unexposed  brick  was  791  lb.  per  sq.  in.,  and  of  the  exposed 

♦  Bachelor's  Thesis  of  L.  E.  Curfmaii,  '05,  University  of  Illinois  liibrarv. 
t  Trans.  Amer.  Ceramic  Society,  1902,  p.  171. 
t  Engineering  News,  vol.  li,  p.  388. 
\  Clay  Record,  Jan.  16,  1905,  p.  35. 
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640 — a  loss  of  19  per  cent; — and  the  average  cnishing  strength  of 
the  unexposed  sample  was  8,428  lb.  per  sq.  in.,  and  of  the  exposed 
8,115 — a  loss  of  9  per  cent.* 

99.  Effect  of  Fire.  In  three  tests,  made  under  the  direction  of  the 
author,  which  can  not  be  briefly  described,  no  one  of  the  six  brands 
of  sand-lime  bricks  seemed  to  stand  the  effect  of  fire  as  well  as  dr>'- 
clay  bricks  having  about  the  same  compressive  strength.  It  is  said 
that  many  of  the  fire  inspectors  of  Germany  have  pronounced  the 
fire-resisting  qualities  of  sahd-Iime  brick  satisfactory.  Amerftan 
manufacturers  of  sand-lime  bricks  claim  that  they  can  be  used  as 
fire  brick. 

100.  Cost.  It  is  claimed  and  also  denied  that  under  equally 
favorable  conditions  sand-lime  brick  of  the  grade  of  dry-pressed 
clay  brick  can  be  made  as  cheaply  as  common  clay  brick;  but  the 
probabilities  are  that  the  sand-lime  brick  industry  is  too  new"  to  have 
settled  the  controversy  definitely  either  way.  In  localities  in  which 
clay  or  fuel  is  scarce  and  in  which  lime  and  sand  are  plentiful,  sand- 
lime  brick  can  probably  be  made  cheaper  than  clay  brick. 

The  average  selling  price  of  common  sand-lime  brick  in  the 
United  States  in  1905  was  $6.44  per  thousand,  and  of  front  brick 
$9.42. t  Compare  these  prices  with  those  for  clay  brick  in  Table 
9,  page  44. 

♦  Bachelor's  Thesis  of  L.  E.  Curfman,  '05,  University  of  Illinois  Library. 
t  Mineral  Resources  of  the  U.  S.,  1905,  p.  1006. 


CHAPTER  III 
COMMON  AND  HYDRAULIC  LIME 

102.  0LA8SIFI0ATION  OF  LiME  AND  CEMENT.  Considered  as  ma- 
terials for  use  in  the  builders'  art,  the  products  of  calcination  of 
limestone  are  classified  as  common  lime,  hydraulic  lime,  and  hydraulic 
cement.  If  the  limestone  is  nearly  pure  carbonate  of  lime,  the  prod- 
uct is  common  lime,  which  will  slake  upon  t  he  addition  of  water,  and 
mortar  made  of  it  will  harden  by  absorbing  carbonic  acid  from  the 
air,  but  will  not  harden  und'er  water.  If  the  limestone  contains  from 
10  to  20  per  cent  of  clay  (silica  and  alumina)  the  product  is  hydraulic 
lime,  which  will  slake  upon  the  addition  of  water,  and  mortar  made 
of  it  will  harden  either  in  air  or  under  water  by  the  chemical  action 
between  the  hydrauHc  lime  and  the  water  used  in  making  the  mortar. 
If  the  limestone  contains  from  20  to  23  per  cent  of  clay,  the  product 
is  hydraulic  cement,  which  will  not  slake  upon  the  addition  of  water 
but  must  be  reduced  to  a  paste  by  grinding,  and  which  will  set  either 
in  air  or  under  water  by  the  chemical  action  between  the  cement  and 
the  water  used  in  making  the  mortar. 

Common  lime  is  sometimes  called  air-lime,  because  a  paste  or 
mortar  made  from  it  requires  exposure  to  the  air  to  enable  it  to 
"set,"  or  harden.  The  hydraulic  limes  and  cenients  are  called  water- 
limes  and  water-cements,  from  their  property  of  hardening  under 
water.  Notice  that  common  lime  differs  from  hydraulic  lime  and 
hydraulic  cement  in  that  common  lime  will  not  set  or  harden  under 
water,  while  both  hydraulic  lime  and  hydraulic  cement  will  set  under 
water.  Common  lime  and  hydrauHc  lime  differ  from  hydraulic 
cement  in  that  the  two  former  as  they  come  from  the  kiln  will  absorb 
water  and  crumble  to  a  powder,  and  if  more  water  is  added  will 
slake  or  reduce  to  a  paste;  while  cement  after  being  burned  is 
practically  unaffected  by  water  until  it  is  first  reduced  to  a  fine 
powder  by  grinding. 

Lime  and  cement  are  important  materials  of  engineering 
construction  since  they  are  the  only  substances  that  are  used 
to  bind  together  bricks  and  blocks  of  stone  to  form  masonry 
structures. 
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Art.  1.     Common  Lime. 

103.  Desoription.  Lime  is  produced  by  heating  a  pure  or  nearly 
pure  limestone  in  a  kiln  to  such  a  temperature  as  will  drive  off  the 
carbon  dioxide  and  leave  calcium  oxide.  When  fresh  lime  is  brought 
into  contact  with  water  it  will  rapidly  absorb  nearly  a  quarter  of  its 
weight  of  that  substance.  This  absorption  is  accompanied  by  a 
great  rise  of  temperature,  by  the  evolution  of  a  hot  and  slightly 
caustic  vapor,  by  the  bursting  of  the  lime  into  pieces;  and  finally 
the  lime  is  reduced  to  a  powder,  the  volume  of  which  is  from  two  and 
a  half  to  three  and  a  half  times  the  volume  of  the  original  lime — the 
increase  of  bulk  being  proportional  to  the  purity  of  the  limestone. 
In  this  condition  the  lime  is  said  to  be  slaked,  and  is  ready  for  use  in 
making  mortar. 

On  exposure  to  the  air  a  paste  of  lime  absorbs  carbon  dioxide, 
the  oxide  of  calcium  slowly  changes  back  to  carbonate,  and  the 
mortar  sets  or  hardens. 

In  making  mortar,  sand  is  mixed  with  lime  paste  for  three  reasons: 
(1)  to  prevent  shrinkage  of  the  paste  through  the  dr}'^ing  out  of  the 
water;  (2)  to  cheapen  the  resultant  product;  and  (3)  to  subdivide 
the  lime  paste  into  thin  films  so  that  the  carbon  dioxide  in  the  air 
may  have  better  access  to  the  calcium  oxide.  Lime  mortar  hardens 
very  slowly,  owing  to  the  small  amount  of  carl^on  dioxide  that  the 
calcium  oxide  can  absorb  from  the  air:  and  what  is  more  important 
fi-om  a  builder's  point  of  view,  the  mortar  in  the  interior  of  the  wall 
never  fully  hardens,  as  only  the  exposed  portions  have  an  oppor- 
tunity to  absorb  carbon  dioxide.  (Lime  does  not  harden  at  all  under 
water.)  It  is  probable  that  a  certain  amount  of  chemical  action 
takes  place  lK>tween  the  lime  and  the  sand,  as  the  strength  of  sand- 
lime  brick  (see  §  SO)  is  chiefly  due  to  such  action:  but  at  atmospheric 
pre.ssui*e  and  temj)erature,  this  action  is  ina{)preciable  and  is  of  no 
practical  importance  in  construction. 

104.  Fat  vs.  Lean  Lime.  If  the  limestone  is  nearly  pure,  the 
iTsultinti:  lime  will  l)e  nearlv  white,  and  will  slake  to  an  unctuous 
paste  that  is  impalpable  to  both  sight  and  touch:  and  hence  such  lime 
is  called  a  fat  or  rich  lime.  If  the  limestone  contains  considerable 
impurities,  as  silica,  ahunina,  iron  oxide,  etc..  the  resulting  lime  will 
not  l>e  white,  but  will  vary  fnmi  a  yellowish  white  to  a  gray  or  a 
biinvn,  according  to  the  amount  anil  kin<l  of  the  impurities  present. 
Such  a  lime  is  known  as  a  lean  or  meager  lime,  and  exhibits  a  more 
moderate  rist^  of  temperatui'e,  evolves  less  vaj^or.  slakes  more  slowly, 
st^ldom  reduces  to  an  impalpable  p<nviler.  vieMs  a  thin  pa.^te,  and 
ex  pa  n<  Is  less  than  a  fat  lime. 
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Art.  2.     Sand-Lime  Brick. 

86.  Sand-lime  brick  consist  of  a  mass  of  sand  cemented  together 
with  lime.  There  are  two  classes  of  sand-lime  brick:  one  in  which 
the  binding  material  is  carbonate  of  lime,  and  the  other  in  which  the 
binding  material  is  silicate  of  lime. 

The  first  is  virtually  a  brick  made  of  ordinary  lime  mortar, 
moulded  as  are  soft-mud  clay  brick,  and  hardened  in  the  open  air 
or  in  an  atmosphere  rich  in  carbon  dioxide  (COj),  either  with  or 
without  pressure.  This  form  may  properly  be  called  a  lime-mortar 
brick.  It  is  the  older  form  of  sand-lime  brick,  and  was.  formerly 
made  in  a  small  way  where  sand  and  lime  were  cheap  and  clay  and 
fuel  were  expensive;  but  the  brick  is  so  weak  and  friable  that  it  has 
not  given  satisfaction,  and  needs  no  further  consideration  here. 

The  second  kind  of  sand-lime  brick  is  made  from  a  mixture  of 
sand  and  lime  which  is  moulded  in  a  press  and  hardened  by  being 
subjected  to  steam  under  pressure.  In  this  case  the  binding  material 
consists  chiefly  of  hydrosilicate  of  lime.  Probably  part  of  the  lime 
is  converted  into  carbonate  by  absorbing  carbon  dioxide;  but  the 
most  of  the  lime  combines  with  the  silica  of  the  sand  and  forms 
hydrosilicate  of  lime,  a  stable  and  comparatively  strong  cementing 
material.  This  fo^m  is  the  only  one  to  which  the  term  sand-lirae 
brick  is  now  applied;  but  in  consulting  the  past  literature  on  the 
subject,  a  careful  distinction*  should  be  made  between  the  two  forms 
of  so-called  sand-lime  brick.  This  form  of  sand-lime  brick  was  first 
manufactured  in  Germany  about  1880,  and  has  been  used  there  to 
a  considerable  extent.  It  was  introduced  into  this  country  about 
190L  Although  the  number  of  sand-lime  brick  manufactured  here 
is  quite  small  in  comparison  with  the  number  of  clay  brick  made, 
the  number  is  so  large  and  is  increasing  so  rapidly  as  to  require  a 
discussion  here  of  this  form  of  brick. 

87.  The  Materials.  The  Sand.  Any  sand  can  be  used,  but  the 
best  results  are  obtained  with  a  pure  silica  sand,  not  containing  too 
many  coarse  grains,  properly  graded  so  as  to  leave  the  smallest 
possible  interstitial  spaces.  If  the  grains  are  coarse,  the  surface  of 
the  brick  will  not  be  as  smooth  as  though  the  grains  were  finer;  and 
unless  there  are  a  good  many  fine  grains,  there  will  not  be  suflScient 
surface  to  allow  the  most  complete  combination  of  the  lime  and  the 
silica.  If  the  size  of  the  sand  grains  is  not  properly  graded,  too  much 
lime  will  be  required  to  fill  the  voids  or  interstitial  spaces,  which  will 
needlessly  add  to  the  cost  without  any  compensating  advantage. 

88.  ^e  Lime.  The  quantity  of  lime  used  varies  from  4  to  10 
per  cent  according  to  the  per  cent  of  voids  in  the  sand,  and  according 
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to  the  preference  of  the  manufacturer.  Either  a  high-calcium  lime  or 
a  magnesian  lime  (see  §  105)  may  be  used,  although  the  former 
appears  to  make  the  stronger  brick. 

The  lime  must  be  reduced  to  a  paste  or  powder  before  being  mixed 
with  the  sand,  and  there  are  four  ways  of  doing  this:  (1)  wet  slaking, 
(2)  dry  slaking,  (3)  acid  slaking,  and  (4)  grinding.  In  the  first 
process  the  lime  is  slaked  to  a  paste  in  the  usual  way  by  drenching 
with  water  and  by  agitation  (§  222) ;  in  the  second  the  lime  is  slaked 
to  a  dry  powder  by  adding  only  enough  water  that  the  heat  of  the 
chemical  reaction  will  just  dry  the  hydrate;  in  the  third  method, 
after  the  slaking  has  begun,  a  small  amount  of  hydrochloric  acid  is 
added  to  accelerate  the  slaking  process;  in  the  fourth  method  the 
quicklime  is  ground  to  a  powder,  and  in  mixing  with  the  sand  only 
enough  water  is  added  to  make  it  possii)Ie  to  work  the  mixture  in 
the  press. 

89.  Moulding.  The  mixture  of  sand  and  lime  is  thoroughly  mixed, 
and, is  then  forced  into  moulds  under  very  high  pressure,  very  much 
as  dry-clay  brick  are  moulded.  The  higher  the  pressui*e  the  stronger 
and  more  dense  the  l)rick. 

90.  Hardening.  The  bricks  are  hardened  by  being  exposed  in  a 
closed  cylinder  to  a  steam  pressure  of  100  to  150  lb.  per  sq.  in.  for 
from  12  to  4  hours,  respectively.  As  a  rule  the  bricks  are  moulded 
during  the  day,  and  are  left  in  the  hardening  cylinder  over  night. 
As  soon  as  the  bricks  come  from  the  hardening  cylinder  they  can  be 
used;  but  it  is  better  to  allow  them  to  stand  a  day  or  two,  as  when 
they  dry  out  they  become  harder. 

91.  Gharacteristics  of  Sand-lim£  Briok.  The  makers  of 
sand-lime  brick  usually  claim  that  their  product  is  equal  in  appear- 
ance and  quality  to  any  dry-day  (pressed)  face  brick;  and  that  sand- 
lime  brick  will  gain  in  hardness  under  the  action  of  either  air  or  water. 

92.  Form  and  Color.  Sand-lime  brick  have  plane  faces,  free  from 
kiln  marks.  The  corners  are  square  and  sharp  as  they  come  from 
the  press,  but  are  likely  to  crumble  off  in  being  placed  in  the  harden- 
ing cylinder.  The  color  is  usually  white,  sometimes  pure  and  uni- 
form, and  sometimes  tinted  according  to  the  color  of  the  sand;  and 
it  is  easy  to  give  the  brick  almost  any  color  by  mixing  coloring  matter 
with  the  sand  and  the  lime  before  moulding. 

93.  Crushing  Strength.  Three  whole  bricks  from  one  maker  in 
Arizona,  when  crushed  flatwise  with  pressed  surfaces  set  in  plaster 
of  paris,  gave  an  average  crushing  strength  of  8,000  lb.  per  sq.  in., 
the  variation  from  the  mean  being  about  7  per  cent  each  way;  and 
four  other  bricks  from  West  Point,  N.  Y.,  gave  an  average  crushing 
strength  of  .'^,717  lb.  per  sq.  in.,  the  range  being  from  2,040  to  4,260.* 

* Tosts  of  Metals,  etc.,  19U5,  p.  4.5«)-f)0. 
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Forty-five  half  brick  from  five  makers,  tested  under  the  author's 
direction,  flatwise  with  plastered  surfaces,  gave  an  average  crushing 
strength  of  3,693  lb.  per  sq.  in.,  the  range  for  the  different  makes  being 
from  2,412  to  6,123.* 

Five  tests  of  German  sand-lime  brick  hardened  under  high 
pressure  gave  an  average  crushing  strength  of  2,710  lb.  per  sq.  in., 
the  range  being  from  1,704  to  4,189;  and  three  samples  hardened 
under  low  pressure  gave  an  average  strength  of  1,199  lb.  per  sq.  in., 
the^ange  being  from  850  to  1,353. t  No  details  are  known  as  to  the 
method  of  making  the  above  experiments. 

94.  Most  of  the  clay  brick  used  in  New  York  City  have  an  average 
crushing  strength  of  about  4,000  lb.  per  sq.  in.  for  half  brick  tested 
flatwise  (see  §  80);  and  brick  masonry  is  seldom  subjected  to  a  com- 
pressive stress  of  more  than  200  lb.  per  sq.  in.  (see  §  628^29).  There- 
fore the  above  results  show  that  sand-lime  brick  can  be  made  strong 
enough  for  use  in  any  ordinary  brick  work. 

96.  Transverse  Strength.  The  average  of  fifty-five  brick  from 
five  makers,  tested  under  the  author's  direction,  gave  an  average 
transverse  strength  of  571  lb.  per  sq.  in.,  with  a  range  for  the  different 
brands  from  420  to  766.* 

96.  Absorption.  Sixty-six  samples  from  six  makers,  tested  under 
the  author's  direction,  gave  an  average  absorption  of  10.6  per  cent 
by  weight,  the  range  of  the  brands  being  from  8.5  to  13.5  per  cent.* 
The  absorptive  power  of  sand-lime  brick  seems  to  be  less  than  that  of 
equally  strong  clay  brick. 

97.  Resistance  to  Freezing.  One-inch  cubes  of  sand-lime  brick 
were  practically  disintegrated  after  being  frozen  and  thawed  daily 
for  twenty-nine  days.t  Three  cubes  each  of  three  brands  when 
frozen  and  thawed  eighteen  times  gave  losses  by  weight  as  follows: 
100  per  cent,  13.2  per  cent,  27  per  cent.^f  Soft  pressed  clay  brick 
in  the  same  tests  lost  nothing.  Two  half  brick  after  freezing  and 
thawing  twenty  times  lost  14.3  and  5.3  per  cent  by  weight  respect- 
ively; and  a  soft  clay  brick  in  the  same  series  lost  nothing.* 

Apparently,  ordinary  sand-lime  brick  do  not  stand  frost  as  well 
as  equally  strong  clay  brick. 

98.  Effect  of  Weather.  Two  each  of  three  brands  of  sand-lime 
brick  were  placed  in  the  open  air  where  they  were  exposed  to  the  sun, 
wind,  and  rain  from  August  to  March  inclusive.  One  each  of  each 
brand  was  kept  in  a  closed  box  in  a  dry  place.  The  exposed  brick 
were  thoroughly  dried  and  tested.  The  average  modulus  of  rupture 
of  the  unexposed  brick  was  791  lb.  per  sq.  in.,  and  of  the  exposed 

♦  Bachelor's  Thesis  of  L.  E.  Curfman,  '05,  University  of  Illinois  Library, 
t  Trans.  Amer.  Ceramic  Society,  1902,  p.  171. 
X  Engineering  News,  vol.  li,  p.  388. 
f  Clay  Record,  Jan.  16,  1905,  p.  35. 
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640 — a  loss  of  19  per  cent; — and  the  average  crushing  strength  of 
the  unexposed  sample  was  ;^,42.S  lb.  per  sq.  in.,  and  of  the  exposed 
3,115 — a  loss  of  9  per  cent.*  f 

99.  Effect  of  Fire.  In  three  tests,  made  under  t  he  direction  of  the 
author,  which  can  not  be  briefly  described,  no  one  of  the  six  brands 
of  sand-lime  bricks  seemed  to  stand  the  effect  of  fire  as  well  as  dry- 
clay  bricks  having  about  the  same  compressive  strength.  It  is  said 
that  many  of  the  fire  inspectors  of  Germany  have  pronounced  the 
fire-resisting  qualities  of  satid-lime  brick  satisfactory.  Amerftan 
manufacturers  of  sand-lime  bricks  claim  that  they  can  be  used  as 
fire  brick. 

100.  Ck>ST.  It  is  claimed  and  also  denied  that  under  equally 
favorable  conditions  sand-lime  brick  of  the  grade  of  dry-pressed 
clay  brick  can  be  made  as  cheaply  as  common  clay  brick;  but  the 
probabilities  are  that  the  sand-lime  brick  industry  is  too  new  to  have 
settled  the  controversy  definitely  either  way.  In  localities  in  which 
clay  or  fuel  is  scarce  and  in  which  lime  and  sand  are  plentiful,  sand- 
lime  brick  can  probably  be  made  cheaper  than  clay  brick. 

The  average  selling  price  of  common  sand-lime  brick  in  the 
United  States  in  1905  was  $6.44  per  thousand,  and  of  front  brick 
$9.42. t  Compare  these  prices  with  those  for  clay  brick  in  Table 
9,  page  44. 

♦  Bachelor's  Thesis  of  L.  E.  Ciirfman,  '05,  University  of  Illinois  Library, 
t  Mineral  Resources  of  the  U.  S.,  1905,  p.  1006. 


\ 


CHAPTER  III 


COMMON  AND  HYDRAULIC  LIME 


102.  Olassifioation  of  Lime  and  Gement.  Considered  as  ma- 
terials for  use  in  the  builders'  art,  the  products  of  calcination  of 
limestone  are  classified  as  common  lime,  hydraulic  lime,  and  hydraulic 
cement.  If  the  limestone  is  nearly  pure  carbonate  of  lime,  the  prod- 
uct is  common  lime,  which  will  slake  upon  the  addition  of  water,  and 
mortar  made  of  it  will  harden  by  absorbing  carbonic  acid  from  the 
air,  but  will  not  harden  und'er  water.  If  the  limestone  contains  from 
10  to  20  per  cent  of  clay  (silica  and  alumina)  the  product  is  hydraulic 
lime,  which  will  slake  upon  the  addition  of  water,  and  mortar  made 
of  it  will  harden  either  in  air  or  under  water  by  the  chemical  action 
between  the  hydrauhc  lime  and  the  water  used  in  making  the  mortar. 
If  the  limestone  contains  from  20  to  23  per  cent  of  clay,  the  product 
is  hydraulic  cement,  which  will  not  slake  upon  the  addition  of  water 
but  must  be  reduced  to  a  paste  by  grinding,  and  which  will  set  either 
in  air  or  under  water  by  the  chemical  action  between  the  cement  and 
the  water  used  in  making  the  mortar. 

Common  lime  is  sometimes  called  air-lime,  because  a  paste  or 
mortar  made  from  it  requires  exposure  to  the  air  to  enable  it  to 
"set,"  or  harden.  The  hydraulic  limes  and  cements  are  called  water- 
limes  and  water-cements,  from  their  property  of  hardening  under 
water.  Notice  that  common  lime  differs  from  hydraulic  lime  and 
hydraulic  cement  in  that  common  lime  will  not  set  or  harden  under 
water,  while  both  hydraulic  lime  and  hydraulic  cement  will  set  under 
water.  Common  lime  and  hydraulic  lime  differ  from  hydraulic 
cement  in  that  the  two  former  as  they  come  from  the  kiln  will  absorb 
water  and  crumble  to  a  powder,  and  if  more  water  is  added  will 
slake  or  reduce  to  a  paste;  while  cement  after  being  burned  is 
practically  unaffected  by  water  until  it  is  first  reduced  to  a  fine 
powder  by  grinding. 

Lime  and  cement  are  important  materials  of  engineering 
construction  since  they  are  the  only  substances  that  are  used 
to  bind  together  bricks  and  blocks  of  stone  to  form  masonry 
structures. 
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AUT.     1.       <'oMM()jN     LlMK. 

IQS.  DBaCBZFnoir.  Lime  \s  pnxluceil  l)y  heuring  a  pure  or  nearly 
pure  limeatone  in  a  kiln  to  .iurh  a  remperatiire  aa  will  drive  off  the 
carbon  <  lioxide  and  leave  oalciiim  oxide.  Wlien  fresh  lime  ia  brought 
into  contact  with  wat«r  it  will  rapidly  absorb  nearly  a  (jiiarter  of  it» 
weight  of  that  suiiatance.  This  absoi-ption  is  ai!(M)mpanie<l  by  a 
iO^at  rise  of  temperature,  by  the  evolution  of  a  hot  and  rjli^iitiy 
(caustic,  vapor,  by  tlie  bursting  of  the  lime  into  pieties:  .antl  tinally 
the  lime  ia  reduced  tr)  a  powder,  rhe  volume  of  whi(rh  is  fn)m  two  and 
a  half  to  thi-ee  and  a  half  times  the  volume  of  the  oriidnal  lime — the 
im^rease  of  bulk  l^einsr  prnpoi-tional  to  the  purity  of  the  limest^me. 
[n  this  (^fmdition  the  lime  is  said  to  be  .4lake<l,  and  ia  readv  for  iise  in 
making  mortar. 

On  exposure  to  the  air  a  paate  of  lime  abs«)rbs  <rarf)on  dioxide, 
the  oxide  of  (ralcium  slowly  (rhanires  bat^k  to  rarb«mate.  and  the 
moitar  seta  or  haniena. 

In  making  mortar,  sand  ia  mixe<l  with  lime  paate  for  three  reasons: 
(li  to  prevent  shrinkage  of  the  paate  through  the  ilr^'ing  out  of  the 
water:  (2)  to  cheapen  the  resultant  product:  and  (IV,  to  sulnlivide 
the  lime  paate  into  thin  tilma  rw  that  the  carbon  dioxide  in  the  air 
may  have  better  access  to  the  calcium  oxide.  Lime  mortar  haniena 
ver>'  slowly,  owint;  to  the  small  amount  of  carbon  dioxide  that  the 
calcium  oxitle  can  absorb  from  the  :iir:  and  what  is  more  important 
from  a  builder's  point  of  \iew.  the  mortar  in  the  interior  of  rhe  wall 
never  fully  hardens.  :ia  only  the  exposed  portiona  have  an  oppor- 
timitv  to  absorb  carbon  (lioxide.  « Lime  does  not  hanlen  at  :iil  under 
water.,  Et  is  proliable  that  a  certain  amount  of  <'hemi<^al  action 
takes  place  lietween  the  lime  and  the  sanil.  as  the  strefttrth  of  saml- 
lime  brick  (see  S  S(V»  is  «*liieHy  due  to  such  action:  but  at  atmospheric 
pressure  and  temperature,  rliis  action  is  inappi*eciable  and  is  of  no 
practical  importance  in  <*onstn nation . 

104.  Fat  vs.  Lean  Lime.  If  the  limestone  ia  nearly  pure,  the 
i-esulting  lime  will  be  nearly  white.  ;md  will  ilake  to  an  unctuoua 
pjLste  that  is  impalpable  ro  both  siirlit  anil  touch;  and  hence  .<uch  lime 
is  «'alled  a  fat  or  rich  lime.  If  the  limestcme  <*f)ntains  considerable 
impurities.  :us  silica,  alumina,  iron  oxide,  etc.,  rhe  i-esultiny;  lime  will 
not  be  white.  I)ut  will  vaiy  from  a  yellowish  white*  ro  a  i^niy  or  a 
broAvn,  accf)rdinif  to  the  amount  and  kind  of  rhe  impurities  [)resent. 
Such  a  iime  is  known  :is  a  lean  or  meaner  lime,  and  exhiints  a  more 
moderate  rise  of  remperature.  r*vf»lvfts  le?<s  vapor,  slakes  more  slowly, 
seldom  i-pfhices  to  an  impalpable  powder,  yields  a  rhin  paste,  and 
expand^  ler*s  fhan  a  fat  lime. 


Art.  1.] 
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105.  High-Galcium  vs.  Magnesian  Lime.  If  the  limestone  is 
nearly  a  pure  calcium  carbonate,  it  will  yield  nearly  pure  calcium 
oxide,  and  the  product  will  be  known  commercially  as  a  high-calcium 
lime;  but  if  the  limestone  should  contain  any  considerable  quantity 
of  magnesium  carbonate,  the  resulting  lime  will  be  a  mixture  of  the 
oxides  of  calcium  and  magnesium,  and  will  be  known  commercially 
as  magnesian  or  dolomitic  lime.  Magnesian  limes  usually  slake 
more  slowiy,  evolve  less  heat,  expand  less,  set  more  slowly,  and 
make  a  stronger  mortar  than  the  high-calcium  limes.  The  differ- 
ences between  these  two  classes  of  limes  vary  with  the  amount  and 
nature  of  the  constituents  and  with  the  temperature  at  which  each 
is  burned.  The  two  classes  of  lime  shade  gradually  one  into  the 
other;  but  commercially  any  lime  containing  less  than  10  per  cent  of 
magnesium  oxide  is  known  as  pure  or  high-calcium  lime,  and  a  lime 
containing  more  than  10  per  cent  of  magnesium  oxide  is  known  as 
magnesian  or  dolomitic  lime.  The  high-calcium  limes  are  known 
as  ''hot''  or  "quick"  limes;  and  the  magnesian  limes,  as  "cool" 
or  "slow"  limes. 

106.  Table  10  shows  the  relative  strength  of  the  two  kinds  of 
lime.  Notice  that  the  magnesian  lime  sets  more  slowly,  but  finally 
gains  greater  strength  than  the  high-calcium  lime. 


TABLE  10. 
Tensile  Strength  of  Lime  Mortar  Briquettes.* 


Ref. 
No. 


1 
2 
.3 
4 
5 
6 


Age  when  Tested. 


Four  weeks  . 
Eight  weeks  . 
Three  months 
Four  months 
Six  months  . . 
One  year  .... 


Texhile  Strength. 
Pounds  per  Square  Inch 


HiRh  Calcium 
Lime. 


31 
36 
39 
39 
51 
45 


Magnesian 
Lime. 


29 
37 
51 
83 
93 


The  results  in  Table  10  are  for  briquettes  (§  167)  1  inch  square, 
with  all  sides  exposed  to  the  air;  and  consequently  in  actual  practice 
lime  mortar  does  not  gain  its  strength  as  rapidly  as  shown  in  Table  10. 
Further,  the  briquettes  were  composed  of  1  volume  of  slaked  lime 
to  2  volumes  of  sand,  and  were  probably  comparatively  porous; 
and  therefore,  for  this  reason  also,  the  briquettes  gained  strength 
faster  than  lime  mortar  is  likely  to  do  in  practice. 

*  Municipal  Engineering,  vol.  xxviii,  p.  6. 
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107.  Hydtated  IJme.  There  has  recently  been  put  upon  the 
market  lime  which  has  been  slaked  to  a  dry  powder  in  a  closed 
cylinder  and  which  is  called  hydrated  lime.  Its  chief  merits  are: 
(1)  it  is  perfectly  slaked,  and  therefore  will  make  a  maximum  of 
paste;  and  (2)  it  is  ready  for  immediate  use,  and  hence  no  time  and 
labor  is  lost  in  slaking  it.  It  usually  contains  two  or  three  per  cent 
of  uncombined  water.  Hydrated  lime,  unlike  unslaked  lime,  can  be 
kept  indefinitely  without  deteriorating  by  the  absorption  of  water 
fmm  the  air. 

108.  TestINQ.  Good  lime  may  be  known  by  the  following 
tests  which  run  readily  be  applied  to  any  sample: 

1.  The  lime  should  be  free  from  cinders'  and  clinkers,  with  not 
more  than  10  per  cent  of  other  impurities, — as  silica,  alumina,  etc. 

2.  It  is  generally  stated  that  good  unslaked  lime  should  be  in  hard 
lumps  with  but  little  dust.  Ordinarily  lime  is  made  from  a  lime- 
stone, in  which  case  the  lime  should  be  in  lumps  when  freshly  burned, 
and  the  presence  of  any  considerable  amount  of  powder  or  dust 
indicates  that  it  has  been  exposed  to  the  air  so  much  since  burning 
that  air-slaking  has  begun;  but  partially  air-slaked  lime  does  not 
absorb  enough  water  to  fully  slake  it,  as  the  small  particles  are 
covered  with  a  fine  dust  which  prevents  them  from  slaking  perfectly 
when  wat«r  is  added  later  (see  i  222-24) .  However,  lime  made  from 
shells,  crystalline  marbles,  soft  chalk  or  shelly  limestones,  is  fre- 
quently in  small  fragments  when  fresh  from  the  kiln,  in  which  case 
dust  is  no  evidence  of  air-slaking. 

3.  The  lime  should  slake  readily  in  water,  forming  a  very  fine 
smooth  paste,  without  any  residue. 

4.  The  lime  should  dissolve  in  soft  wat*r,  when  this  is  added  in 
sufficient  quantities. 

lOB.  STORINO.  As  lime  abstracts  water  from  the  atmosphere 
and  is  thereby  partially  slaked,  which  is  a  detriment  to  its  perfect 
slaking  later,  it  should  be  kept  as  much  as  jmssible  from  the  air,  or 
at  least  from  draughts  of  damp  air.  If  the  Hme  is  in  bulk,  it  is  im- 
possible to  prevent  it  from  air-slaking  for  any  considerable  time.  If 
it  ia  in  barrels,  it  may  be  preserved  for  a  considerable  time  by  storing 
it  in  a  dry  place;  but  if  stored  for  a  great  while,  or  in  a  damp  place, 
the  lime  will  absorb  moisture  from  the  air  and  the  consequent  swelling 
will  burst  the  barrels. 

If  Hme  is  exposed  to  the  air  in  a  thin  layer  on  a  dry  floor  and  is 
frequently  stirred,  it  will  finally  slake  perfectly  and  become  prac- 
tically a  dry  powder. 

110.  Lime,  when  mixed  to  a  paste  with  water,  may  be  kept  for 
an  indefinite  time  in  that  condition  without  deterioration,  if  pro- 
t«cted  from  contact  with  the  air  so  that  the  water  will  not  dry  out. 
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It  is  customary  to  keep  the  lime  paste  in  casks,  or  in  the  wide, 
shallow  boxes  in  which  it  was  slaked,  or  heaped  up  on  the  ground, 
covered  over  with  the  sand  to  be  subsequently  incorporated  .with  it 
in  making  mortar. 

111.  Cost.  Unslaked  lime  is  sold  by  the  barrel  (uSually  about 
200  pounds  net)  or  by  the  bushel  (75  pounds).  The  price  of  un- 
slaked lime  in  bulk  in  car-load  lots  is  usually  50  to  60  cents  per 
barrel,  including  freight  for  100  to  200  miles;  and  in  barrels  the  cost 
is  from  20  to  25  cents  per  barrel  more  to  cover  the  cost  of  cooperage. 

Art.  2.    Hydraulic  Lime. 

112.  Description.  Hydraulic  Ume  is  like  common  lime  in  that 
it  will  slake,  and  differs  from  it  in  that  it  will  harden  under  water. 
Hydraulic  lime  may  be  either  argillaceous  or  siliceous.  The  former 
is  derived  from  limestones  containing  from  10  to  20  per  cent  of  clay, 
homogeneously  mixed  with  carbonate  of  lime  as  the  principal 
ingredient;  the  latter  from  siliceous  limestones  containing  from  12 
to  18  per  cent  of  silica.  Small  percentages  of  oxides  of  iron,  car- 
bonates of  magnesia,  etc.,  are  generally  present. 

During  the  burning,  the  carbonic  acid  is  expelled,  and  the  silica 
and  alumina  entering  into  combination  With  a  portion  of  the  lime 
form  both  the  silicate  and  the  aluminate  of  lime,  leaving  in  the 
burned  product  an  excess  of  quick  or  caustic  lime,  which  induces 
slaking,  and  becomes  hydrate  of  lime  when  brought  into  contact 
with  water. 

Hydraulic  lime  is  slaked  by  sprinkling  with  just  sufficient  water 
to  slake  the  free  lime.  The  free  lime  has  a  greater  avidity  for  the 
water  than  the  hydraulic  elements,  and  consequently  the  former 
absorbs  the  water,  expands,  and  disintegrates  the  whole  mass  while 
the  hydraulic  ingredients  are  not  affected.  Hydraulic  lime  is  usually 
slaked,  screened,  and  packed  in  sacks  or  barrels  before  being  sent 
lo  market.  It  may  be  kept  without  injury  in  this  form  as  long  as  it 
is  protected  from  moisture  and  air. 

No  hydraulic  lime  was  ever  manufactured  in  the  United  States, 
and  none  is  now  used  here.  It  is  manufactured  in  several  localities 
in  Europe,  notably  at  Teil  and  Scilly,  in  France,  from  which  places 
large  quantities  were  formerly  brought  to  this  coimtry . 
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CHAPTER  IV 
HYDRAULIC  CEMENT 

113.  Classification.  The  most  important  cements  are  the  prod- 
ucts of  the  calcination  of  an  argillaceous  limestone,  i.e.,  are  a  com- 
bination of  lime,  silica,  and  alumina  (see  J  102).  Such  cements  may 
l>e  (liviiled.  according  to  the  met  hod  of  manufacture,  into  three  classes, 
viz.:  ])ortland  cement,  natural  cement,  and  pozzolan.  The  first 
two  differ  from  the  third  in  that  the  ingredients  of  which  the  first 
two  are  composed  nuist  l>e  wasted  and  then  pulverized  before  they 
acquire  the  property  of  hardening  under  water,  while  the  ingredients 
of  the  third  need  only  to  be  pulverized  and  mixed  \\'ith  water  to  a 
paste. 

Whenever  cement  is  ivferi*ed  to  as  a  material  of  construction,  one 
or  the  other  of  the  aln^ve  kinds  is  ncarlv  alwavs  intended:  but  there 
are  two  other  forms  of  hydraulic  cement  that  are  of  enough  interest 
to  warrant  a  brief  mention  \\vn\ 

114.  Iron-Ore  Oement.  A  cement  has  recently  l)een  made  by 
using  limestone  and  iron  t>iv  instead  oi  limestone  and  clay.  It  is 
kniuvn  as  in>n-oix*  cement.  Such  cement  if  gmimd  to  the  fineness 
of  counuercial  port  land  is  more  slinv-s<»tting.  but  ultimately  attains 
greater  strength  than  ]>ortland  cemeiu  or  any  of  the  limestone-clay 
cements  mentioned  in  the  ]uvceding  si^ction.  If  iron-ore  cement  is 
ground  very  nuich  liner  than  ordinary  pt>rtland  cement,  it  becomes 
as  quick-set  ling  as  the  latter,  anvl.  Uvides.  contains  70  to  80  per  cent 
of  active  material  as  against  the  .'^0  to  40  |x*r  cent  in  ordinary  port- 
huul  cement  (§  l.'^l^i.  In  this  respect  iren-<ut*  cement  is  much  su- 
|vrior  to  ]>(U'tland.  since  if  piM-tland  cement  were  ground  extremely 
fine  it  would  Ivconie  too  quick-setiiug  for  practical  use.  It  is 
not  yet  ]M'oved  that  with  ]mvs*mu  grinding  machiner\'  it  is  eco- 
nomical to  grind  iron-(Mx^  cenieiii  line  enough  to  make  it  as  quick- 
stMting  as  pt^rtland  cement.  If  the  !ii\ev-»:nnmd  inm-ore  cement 
can  Iv  made  conunercially,  ii  will  make  po>>ible  the  use  of  either  a 
stn>n«:er  mortar  or  a  leaner  niortar  than  at  present.  Iron-ore  cement 
is  su]>eri(M'  to  ]>ortland  also  in  that  it  is  not  injured  by  immersion  in 
sea  water. 

ln>n-iux*  cement   h;is  Uvn  ni:iniit'aciui\sl  on  a  commercial  scale 
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for  a  few  years  past  in  Hamburg,  Germany;   and  the  claim  is  that 
it  will  soon  be  made  in  the  United  States. 

115.  Magnesia  Cement.  A  mixture  of  magnesium  oxide  and 
magnesium  chloride  makes  the  strongest  hydraulic  cement  known. 
This  discovery  was  made  in  about  1853  by  Sorel,  a  French  chemist; 
and  the  cement  is  known  as  Sorel  or  magnesia  cement.  The  mag- 
nesium oxide,  or  magnesia,  is  prepared  either  by  calcining  magnesite, 
a  comparatively  rare  material,  or  from  sea-salt.  The  cement  is 
made  by  wetting  the  pulverized  magnesium  oxide  with  bittern  water, 
the  refuse  of  sea-side  salt  works,  which  contains  magnesium  chloride. 

Magnesia  cement  was  used  about  1870  to  a  considerable  extent 
in  making  emery  wheels  and  in  a  small  way  in  making  artificial  stone, 
Sorel  stone  (§529);  but  at  present  it  seems  not  to  be  in  use  owing 
to  its  great  cost,  quick  setting,  and  lack  of  durability. 

Art.  1.     Portland,  Natural,  and  Pozzolan  Cement. 

116.  Portland  Gement.  Portland  cement  is  produced  by  cal- 
cining a  mixture  containing  from  75  to  80  per  cent  of  carbonate  of 
lime  and  20  to  23  per  cent  of  clay,  at  such  a  high  temperature  that  the 
silica  and  alumina  of  the  clay  combines  with  the  lime  of  the  limestone. 
To  secure  a  complete  chemical  combination  of  the  clay  and  the  lime, 
it  is  necessary  that  the  raw  materials  shall  be  reduced  to  a  powder 
and  be  thoroughly  mixed  before  burning,  and  it  is  also  necessary  that 
the  calcination  shall  take  place  at  a  high  temperature. 

In  a  general  way  portland  cement  differs  from  natural  cement  by 
being  heavier,  stronger,  and  usually  slowfer-setting. 

117.  Portland  cement  derives  its  name  from  the  resemblance 
which  hardened  mortar  made  of  it  bears  to  a  stone  found  in  the  isle 
of  Portland,  off  the  south  coast  of  England.  Portland  cement  was 
made  first  in  England  about  1827,  and  in  America  about  1874. 

Until  about  1897  more  portland  cement  was  imported  into  this 
country  than  was  made  here;  but  since  that  date  the  imports  have 
gradually  fallen  off  and  the  domestic  manufacture  has  increased  very 
rapidly,  so  that  in  1907  the  imports  of  portland  cement  were  less  than 
2  per  cent  of  the  domestic  manufacture.  The  production  of  domestic 
portland  cement  increased  more  than  twenty-fold  from  1897  to  1907. 
The  domestic  consumption  per  capita  of  portland  cement  increased 
one  hundred-fold  from  1880  to  1905,  and  the  consumption  per  capita 
of  all  kinds  of  cement  increased  ten-fold  in  the  same  time.  In  1887 
only  about  one  fifth  of  the  cement  used  in  this  country  was  portland, 
in  1897,  one  third,  and  in  1907  over  nine  tenths  was  portland. 
The  best  American  portland  cement  is  better  than  the  best  imported, 
and  is  sold  equally  cheap  or  cheaper. 
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In  1905  Portland  cement  was  made  at  eighty-nine  works  in 
twenty-one  States;  but  nearly  one  half  of  the  production  comes  from 
the  Lehigh  Valley  in  northeastern  Pennsylvania  and  northwestern 
New  Jersey. 

118.  Silica  Oement.  Formerly,  when  portland  cement  was  more 
expensive  and  was  not  ground  as  fine  as  now,  some  manufacturers 
mixtMl  silica  sand  and  portland  cement  and  ground  the  mixture. 
Owing  to  the  effect  of  the  i-e-grinding  of  the  cement,  the  mixture  of 
sand  and  cement  gave  nearly  as  great  a  strength  as  the  original 
cement  neat,  and  hence  the  ground  mixture  could  be  used  as  cement. 
This  form  of  cement  is  not  now  made. 

119.  Natural  Oement.  Natural  cement  is  produced  by  calcining 
at  a  comparatively  low  temperature  either  a  natural  argillaceous 
limestone  or  a  natural  magnesian  limestone  without  pulverization 
ov  the  admixtui-e  of  other  materials.  The  stone  is  quarried,  broken 
into  pieces,  and  burned  in  a  kiln.  The  burnt  cement  is  then  crushed 
into  small  fragments,  ground,  packed,  and  sent  to  market. 

In  the  process  of  manufacture  natural  cement  is  distinguished 
from  Portland,  in  using  a  natural  instead  of  an  artificial  mixture  and 
in  calcining  at  a  lower  temperature.  As  a  product,  natural  cement 
is  distinguished  from  portland  in  weigliing  less,  being  less  strong, 
and  as  a  rule  setting  more  quickly. 

In  Eun>pe  in  making  this  class  of  cement  argillaceous  limestone 
is  generally  ustnl,  and  the  product  is  called  Roman  cement.  In  the 
United  States  magnesian  limestone  is  usually  employed  in  making 
natural  cement. 

120.  Natural  cement  was  tii-st  made  in  this  countr>'  in  1818 
in  connection  with  the  construction  of  the  Erie  Canal.  In  1905 
natural  cement  was  made  in  tiftv-eiiiht  works  in  sixteen  States; 
but  nearly  halt  of  the  pnnluct  came  \nm\  the  Rosendale  district, 
Ulster  County,  N.  Y.  The  domCvStic  pnnluction  of  natural  cement 
is  gravlually  falling  otT,  owing  to  the  gn^atly  increased  production  of 
port  land  cement . 

121.  Improved  Natural  Oement.  S>me  manufacturers,  partic- 
ularly in  the  I.ehiirh  Valley  portland  rement  district,  mix  inferior 
jx^rtland  rement  with  natural  cement,  and  st^ll  it  as  improved  natural 
cement,  or  s<^ll  the  inferior  portland  as  natural  cement. 

122.  POUOLAN.  Pozzi^lan  is  a  term  applied  .o  a  combination  of 
silica  ;ind  alumina  which,  when  mixed  with  rommon  lime  and  made 
\i\\o  mortar,  has  the  pn^porty  of  hardening  under  water.  There  are 
several  oiassos  of  materials  [>t^ss<^ssini:  this  pn^[>erty. 

Pozzolan  pn^jvr  is  a  material  ox  vouanir  origin,  and  is  the  first 
sulvitamv  known  to  ixv?st\ss  the  j>eruli;*i  piv^vrty  of  hydraulicitj'. 
The  disco\-en*  was  made  at  Pozzuoli.  Italv.  near  the  base  of  Mount 
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Vesuvius, — hence  the  name.  Vitruvius  and  Pliny  both  mention 
that  pozzolan  was  extensively  used  by  the  Romans  before  their  day; 
and  Vitruvius  gives  a  formula  for  its  use  in  monolithic  masonry, 
which  with  slight  variations  has  been  followed  in  Italy  ever  since. 
It  is  as  follows:  "  12  parts  pozzolan,  well  pulverized;  6  parts  quartz- 
ose  sand,  well  washed;  and  9  parts  rich  lime,  well  slaked.'* 

Trass  is  a  volcanic  earth  closely  resembling  pozzolan,  and  is 
employed  in  substantially  the  same  way.  Ar^nes  is  a  species  of 
ocherous  clayey  sand  that  makes  a  fair  air-lime  mortar  by  adding 
water,  and  by  adding  also  fat  lime  it  makes  a  fair  hydraulic  cement. 

123.  Slag  Gement.  Slag  cement  is  by  far  the  most  important  of 
the  pozzolan  cements.  It  is  sometimes,  but  inappropriately,  called 
pozzolan  cement.  It  is  the  product  obtained  by  grinding  together 
powdered  slaked  lime  and  granulated  blast-furnace  slag,  without 
previous  calcination.  This  cement  is  likely  to  contain  so  much 
sulphur  in  the  form  of  sulphides  as  to  make  it  unfit  for  use  in  the  air, 
since  on  exposure  the  sulphides  change  to  sulphates  and,  in  so  doing, 
expand;  and  hence  such  cements  are  liable  to  destroy  the  structure. 
But  slag  cement  can  safely  be  used  under  water  and  generally  in  posi- 
tions where  constantly  exposed  to  moisture,  as  in  foundations,  sewers, 
etc.,  and  in  the  interior  of  heavy  masses  of  masonry  or  concrete. 
It  is  claimed  that  slag  cement  will  not  stain  the  stone  laid  with  it. 

Slag  cement  was  formerly  made  at  nine  works  in  seven  States, 
but  in  recent  years  most  of  the  mills  have  been  idle,  partly  because 
of  the  increased  manufacture  of  portland  cement  from  limestone  and 
clay,  and  partly  because  of  the  use  of  the  bla^t-furnace  slag  in  the 
manufacture  of  a  true  portland  cement. 

124.  A  careful  distinction  should  be  made  between  slag  cement 
as  defined  above  and  a  portland  cement  made  by  calcining  a  mixture 
of  slag  and  lime.  Notice  that  the  slag  cement  is  made  simply  by 
mixing  and  grinding  blast-furnace  slag  and  hydrated  lime,  while 
the  Portland  cement  is  made  by  mixing,  calcining,  and  grinding  the 
slag  and  the  lime.  Cement  made  in  the  last  way  differs  in  no  material 
respect  from  portland  cements  made  of  limestone  and  clay. 

Slag  cement  may  be  known  in  its  powdered  form  by  a  light  lilac 
color,  by  the  absence  of  grit  (due  to  fine  grinding  and  the  slaked 
lime),  and  by  its  low  specific  gravity  (see  §  136);  and  in  the  form  of 
hardened  mortar  it  may  be  known  by  the  intense  bluish-green  color 
in  the  fresh  fracture  after  long  submersion  in  water,  due  to  the 
presence  of  sulphides,  which  color  fades  if  exposed  to  dry  air. 

125.  Weight.  Cement  is  generally  sold  by  the  barrel,  although 
not  necessarily  in  a  barrel.  Imported  cement  is  always  sold  in 
barrels,  but  domestic  comont  is  usually  sold  in  l)a<r^,  sometimes  in 
barrels,  less  frequently  in  bulk. 
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Art.  1.     Common  Limk. 

103.  Dbscription.  Lime  is  prociuceci  by  heating  a  pure  or  nearly 
pure  limestone  in  a  kiln  to  such  a  temperature  as  will  drive  off  the 
carbon  dioxide  and  leave  calcium  oxide.  When  fresh  lime  is  brought 
into  contact  with  water  it  will  rapidly  absorb  nearly  a  quarter  of  its 
weight  of  that  substance.  This  absorption  is  accompanied  by  a 
great  rise  of  temperature,  by  the  evolution  of  a  hot  and  slightly 
caustic  vapor,  by  the  bursting  of  the  lime  into  pieces:  and  finally 
the  lime  is  reduced  to  a  powder,  the  volume  of  which  is  from  two  and 
a  half  to  three  and  a  half  times  the  volume  of  the  oriodnal  lime — the 
increase  of  bulk  being  proportional  to  the  purity  of  the  Hmestone. 
In  this  condition  the  lime  is  said  to  be  slakeil,  and  is  readv  for  use  in 
making  mortar- 
On  exposure  to  the  air  a  paste  of  lime  absorbs  carbon  dioxide, 

the  oxide  of  calcium  slowlv  changes  back  to  carbonate,  and  the 
mortar  sets  or  hardens. 

In  making  mortar,  sand  is  mixed  with  lime  paste  for  three  reasons: 
(1)  to  prevent  shrinkage  of  the  paste  through  the  dr\'ing  out  of  the 
water;  (2)  to  cheapen  the  resultant  product:  and  (3)  to  subdivide 
the  lime  pa^te  into  thin  fiJms  so  that  the  carbon  dioxide  in  the  air 
may  have  better  access  to  the  calcium  oxide.  Lime  mortar  hardens 
ver\'  slowly,  owing  to  the  small  amount  of  carbon  dioxide  that  the 
calcium  oxide  can  absorb  from  the  air:  and  what  is  more  important 
from  a  builder's  point  of  view,  the  mortar  in  the  interior  of  the  wall 
never  fully  hardens,  as  only  the  exposed  portions  have  an  oppor- 
tunity to  absorb  carbon  dioxide.  (Lime  does  not  harden  at  all  under 
water.)  It  is  probable  that  a  certain  amoimt  of  chemical  action 
takes  place  between  the  lime  and  the  sand,  as  the  strength  of  sand- 
lime  brick  (see  §  86)  is  chiefly  due  to  such  action:  but  at  atmospheric 
pressure  and  temperature,  this  action  is  inappreciable  and  is  of  no 
practical  importance  in  construction. 

104.  Fat  vs.  Lean  Lime.  If  the  limestone  is  nearly  pure,  the 
resulting  lime  will  be  nearly  white,  and  will  slake  to  an  unctuous 
paste  that  is  impalpable  to  both  sight  and  touch :  and  hence  such  lime 
is  called  a  fat  or  rich  lime.  If  the  limestone  contains  considerable 
impurities,  as  silica,  alumina,  iron  oxide,  etc.,  the  resulting  lime  will 
not  be  white,  but  will  varv  from  a  vellowish  white  to  a  jirav  or  a 
brown,  according  to  the  amount  and  kind  of  the  impurities  present. 
Such  a  lime  is  known  as  a  lean  or  meajrer  lime,  and  exhibits  a  more 
moderate  rise  of  temperature,  evolves  less  vapor,  slakes  more  slowly, 
seldom  reduces  to  an  impalpable  powder,  yields  a  thin  paste,  and 
expands  less  than  a  fat  lime. 
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105.  High-Galcium  vs.  Magnesian  Lime.  If  the  limestone  is 
nearly  a  pure  calcium  carbonate,  it  \vill  yield  nearly  pure  calcium 
oxide,  and  the  product  will  be  known  commercially  as  a  high-calcium 
lime;  but  if  the  limestone  should  contain  any  considerable  quantity 
of  magnesium  carbonate,  the  resulting  lime  will  be  a  mixture  of  the 
oxides  of  calcium  and  magnesium,  and  will  be  known  commercially 
as  magnesian  or  dolomitic  lime.  Magnesian  limes  usually  slake 
more  slowly,  evolve  less  heat,  expand  less,  set  more  slowly,  and 
make  a  stronger  mortar  than  the  high-calcium  limes.  The  differ- 
ences between  these  two  classes  of  limes  vary  with  the  amount  and 
nature  of  the  constituents  and  with  the  temperature  at  which  each 
is  burned.  The  two  classes  of  lime  shade  gradually  one  into  the 
other;  but  commercially  any  lime  containing  less  than  10  per  cent  of 
magnesium  oxide  is  known  as  pure  or  high-calcium  lime,  and  a  lime 
containing  more  than  10  per  cent  of  magnesium  oxide  is  known  as 
magnesian  or  dolomitic  lime.  The  high-calcium  limes  are  known 
as  "hot"  or  ''quick"  limes;  and  the  magnesian  limes,  as  ''cool" 
or  "slow"  limes. 

106.  Table  10  shows  the  relative  strength  of  the  two  kinds  of 
lime.  Notice  that  the  magnesian  lime  sets  more  slowly,  but  finally 
gains  greater  strength  than  the  high-calcium  lime. 


TABLE  10. 
Tensile  Strength  of  Lime  Mortar  Briquettes.* 


Ref. 

No. 


1 
2 
3 
4 
.5 
« 


AoB  WHEN  Tested. 


Four  weeks  . 
Eight  weeks  . 
Three  months 
Four  months 
Six  months  .  . 
One  year  .... 


Tensile  Strength. 
Pounds  per  Square  loch 


High  Calcium 
Lime. 


31 
36 
39 
39 
51 
45 


MaRnesian 
Lime. 


29 
37 
51 
83 
93 


The  results  in  Table  10  are  for  briquettes  (§  167)  1  inch  square, 
with  all  sides  exposed  to  the  air;  and  consequently  in  actual  practice 
lime  mortar  does  not  gain  its  strength  as  rapidly  as  shown  in  Table  10. 
Further,  the  briquettes  were  composed  of  1  volume  of  slaked  lime 
to  2  volumes  of  sand,  and  were  probably  comparatively  porous; 
and  therefore,  for  this  reason  also,  the  briquettes  gained  strength 
faster  than  lime  mortar  is  likely  to  do  in  practice. 

*  Municipal  Engineering,  vol.  xxviii,  p.  6. 
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unit  of  volume  of  the  ground  cement,  or  (2)  determine  the  specific 
gravity  of  the  cement. 

133.  Weight.  For  any  particular  cement  the  weight  varies  with 
the  temperature  of  burning,  the  degree  of  fineness  in  grinding,  and 
the  density  of  packing.  Other  things  being  the  same,  the  harder- 
burnfed  varieties  are  the  heavier.  The  finer  a  cement  is  groimd  the 
more  bulky  it  becomes,  and  consequently  the  less  it  weighs.  Hence 
light  weight  may  be  caused  by  laudable  fine  grinding  or  by  objection- 
able under-burning.  Further,  since  cement  absorbs  water  and 
carbonic  acid  from  the  air,  the  weight  decreases  ^ith  the  exposure 
of  the  cement. 

The  weight  per  unit  of  volume  is  usually  determined  by  sifting 
the  cement  into  a  measure,  and  striking  the  top  level  with  a  straight- 
edge. In  careful  work  the  height  of  fall  and  the  size  of  the  measuring 
vessel  are  specified.  The  weight  per  cubic  foot  is  neither  exactly 
constant,  nor  can  it  be  determined  precisely;  and  is  of  very  little 
service  in  determining  the  value  of  a  cement.  However,  it  is  often 
specified  as  one  of  the  requirements  to  be  fulfilled.  The  determina- 
tion of  the  weight  of  a  cement  was  the  first  test  ever  made  of  a  hy- 
^braulic  cement. 

The  following  values,  determined  by  sifting  the  cement  with  a 
fall  of  three  feet  into  a  box  having  a  capacity  of  one  tenth  of  a  cubic 
foot,  may  be  taken  as  fair  averages  for  ordinary  cements.  The 
difiference  in  weight  for  any  particular  kind  is  mainly  due  to  a  differ- 
ence in  fineness: 

Portland  75  to  90  lb.  per  cubic  foot,  or  94  to  112  lb.  per  bushel. 
Natural  50  to  5^  lb.  per  cubic  foot,  or  62  to  70  lb.  per  bushel. 

The  weight  of  a  cement  is  not  now  used  as  a  test  of  quality;  but 
the  weight  is  of  considerable  value  in  reducing  proportions  given  by 
weight  to  equivalent  volumetric  proportions,  and  vice  versa.  Speci- 
fications for  the  i*eception  of  cement  frequently  specify  the  net 
weight  per  barrel:  but  this  is  a  specification  for  quantity  and  not 
quality,  while  only  the  latter  is  now  under  consideration. 

134.  Specific  Ckavity.  The  determination  of  the  specific  gravity 
of  a  cement  was  once  believed  to  be  a  good  test  of  proper  calcination; 
but  the  test  is  not  of  much  value  for  that  purpose,  as  it  has  recently 
been  pwved  that  after  ignition  to  expel  the  water  and  carlx)n  dioxide 
absorbed  fn)m  the  air,  all  cements.  i:>orh  under-burned  and  over- 
burned,  are  so  nearly  identical  as  to  i-eiider  the  test  of  little  or  no 
value  as  an  indication  of  quality.*  Further,  the  specific  gravity 
of  a  cement  depends  upon  its  chemical  composition,  and  varies  with 

•PriH'.  Inst,  of  ('.  K..  vol.  «*vi,  [>.  ;j42-4r);  >iiiiimiarv  *>(  <aiu^  in  BnffinMring 
litcvrd^  vol.  Iv.  \>.  17b.     -Usu  Proc.  Ainer.  Soc.  r«?j*tiiig  Materials,  vol.  vii,  p.  363'-68. 
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its  fineness  and  its  age.  Ordinarily  a  low  specific  gravity  is  due  to 
the  seasoning  of  the  cement  or  the  clinker,  either  of  which  is  beneficial. 

It  is  sometimes  claimed  that  the  specific  gravity  test  is  valuable 
in  detecting  adulteration;  but  the  test  is  not  of  much  value  for  this 
purpose,  unless  the  amount  of  adulterant  is  very  large  or  it  has  a 
specific  gravity  differing  greatly  from  that  of  the  cement.  The 
specific  gravity  is  of  some  value  in  determining  the  density  of  cement 
mortars  and  concretes  (see  §  233  and  290). 

-136.  The  specific  gravity  is  determined  by  immersing  a  known 
weight  of  the  cement  in  a  liquid  which  will  not  act  upon  it  (usually 
turpentine  or  benzine),  and  obtaining  the  volume  of  the  liquid 
displaced.  The  latter  is  obtained  by  means  of  a  glass  bulb  having 
a  graduated  stem  above,  the  rise  of  the  liquid  in  the  tube  indicating 
the  volume  of  the  cement  introduced.  The  specific  gravity  is  equal 
to  the  weight  of  the  cement  in  grams  divided  by  the  displaced  volume 
in  cubic  centimeters. 

136.  To  be  of  any  value  for  any  purpose  the  test  must  be  very 
carefully  made.  As  cement  absorbs  moisture  from  the  air,  it  should 
be  heated  to  212®  Fahr.  to  drive  off  the  water;  and  the  cement  should 
be  cooled  to  the  temperature  of  the  air  before  proceeding  with  the  test. 

The  cement  should  be  passed  through  a  sieve  to  eliminate  lumps; 
and  it  should  fall  through  the  liquid  in  a  finely  divided  state  so  as  to 
allow  the  air  to  escape.  The  liquid  should  be  at  about  60®  Fahr., 
to  prevent  undue  evaporation;  and  the  bulb  should  be  immersed 
in  water  to  prevent  a  change  of  temperature  between  observations. 

The  specific  gravity  of  portland  cement  varies  from  3.00  to  3.25, 
usually  between  3.05  and  3.17.  Natural  cement  varies  from  2.75 
to  3.05,  and  is  usually  between  2.80  and  3.00.  The  specifications 
proposed  by  the  American  Society  of  Testing  Materials  and  adopted 
by  various  other  national  engineering  societies,*  which  may  properly 
\ye  called  the  Standard  American  Cement  Specifications,  require  that 
the  specific  gravity  of  portland  cement,  when  thoroughly  dried  at 
100®  C.,  shall  not  be  less  than  3.10,  and  of  natural  not  less  than  2.8 
(see  Appendix  I).  Slag  cement  has  a  specific  gravity  of  2.72  to  2.76. 
The  specific  gravity  of  cement  decreases  with  age  owing  to  the 
absorption  of  water  and  carbonic  acid  from  the  air. 

137^  Fineness.  The  question  of  fineness  is  wholly  a  matter  of 
economy.  Cement  until  ground  is  a  mass  of  partially  vitrified 
(•linker,  which  is  not  affected  by  water,  and  which  has  no  setting 
power.  It  is  only  after  it  is  ground  that  the  addition  of  water  induces 
crystallization.  Consequently  the  coarse  particles  in  a  cement  have 
no  setting  power  whatever,  and  may  for  practical  purposes  be  con- 
sidered as  so  much  sand  and  essentially  an  adulterant. 

♦Proc.  Amer.  Soc.  ifor  Testing  Materials,  vol.  v,  p.  75-78. 
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There  is  another  I'eason  why  cement  should  be  well  ground.  A 
mortar  or  concrete  being  composed  of  a  certain  quantity  of  inert 
material  bound  together  by  cement,  it  is  evident  that  to  secure  a 
strong  mortar  or  concrete  it  is  essential  that  each  piece  of  aggregate 
shall  be  entirely  surn)unded  by  the  cementing  material,  so  that  no 
two  pieces  are  in  actual  contact.  Obviously,  then,  the  finer  a  cement 
the  greater  surface  will  a  given  weight  cover,  and  the  more  economy 
will  there  l>e  in  its  use. 

138.  Measaring  Fineness.  The  ilognn'  of  fineness  is  measured-  by 
determining  the  pro]K)rtiou  which  will  not  pass  through  sieves  of  a 
specified  numlx»r  of  meshes  per  sciuai^e  inch.  Formerly,  three  sieves 
were  used  for  this  purpose,  viz.,  sieves  having  50,  75,  and  100  meshes 
])er  linear  incJi,  or  2,5(K).  5.(V2o.  and  lO.tXK)  meshes  per  square  inch 
respectively:  but  at  pi-esent  only  two  sieves  are  used,  the  No.  100 
and  the  No.  2(X).  The  change  was  made  V>ccause  the  per  cent  left 
on  the  coai-ser  sieves  had  no  special  significance.  The  wire  cloth 
of  the  No.  1(X)  sieve  shouUl  l)e  made  of  wire  O.tXUo  inch  in  diameter; 
and  the  No.  2(X)  of  wire  having  a  diameter  of  0.0024  inch.  As  it  is 
nearly  impossible  to  pix^cure  cloth  absolutely  true,  it  has  been  agreed 
that  the  No.  1(X)  sieve  may  have  fi^om  ^X>  to  UXl  meshes  per  linear 
inch  and  the  No.  2(X)  sieve  fi-om  ISO  ti>  2(K),  and  still  l>e  considered 
standard. 

Preparatory  to  l>eginning  the  test,  the  cement  should  be  put 
thnnigh  a  coarser  sieve,  say  a  No.  50,  to  remove  any  lumps  or  foreign 
matter.  It  is  ilifficult  to  get  the  cement  thniugh  the  sieve,  but  a 
teas]KK)nful  of  moilerately  fine  shot  placed  ujxmi  the  sieve  with  the 
cement  will  matoriallv  facilitate  the  siftiuir.  The  shot  should  be 
weighed  l^efore  l>eing  us<hI,  as  oiherwist^  it  will  U^  difficult  to  separate 
the  cement  and  the  shot  ])reparatory  to  weighing  the  former.  Un- 
fortunately the  shot  s<Miously  injures  the  sieve. 

139.  Specifications  for  Fineness.  The  s^xnitications  of  the  Ameri- 
can Socic^ty  for  Testing  Materials  ^thc  siandanl  American  specifica- 
tions^ require  tiiat  port  land  comont  shall  not  leave  more  than  Sper 
cent  on  the  No.  UH)  sieve  and  not  more  than  25  \}ot  cent  on  the  No. 200 
sieve:  and  that  natural  cement  .shall  not  leave  more  than  10  per 
cent  on'tlie  N<v  100  sieve  nor  more  than  oO  |X^r  cent  on  the  No.  200 
sieve  vsiv  ApjXMidix  T. 

The  only  active  element  in  the  cement  is  the  impalpable  flour. 
Apparently  alxnit  half  o\  the  cement  passinir  the  No.  200  sieve  is 
inert  and  acts  only  as  si>  nnuh  simd.*  although  the  exact  proportion 
o\  flour  prest^nt  dejXMids  upon  the  rhenncal  composition  of  the  cement 
and  the  method  of  iirindiiii:.     In  other  wt^rds  then,  onlv  about  40 

*  Sjv^rkinan  aiul  l.r>:oy  m  a  jvi!>,  r  hi  :on-  ;:,r  \\^*7  l\':;\-  :itii»n  of  the  .\mioc.  of 
Amor.  Portland  tVm on t  \!an::*:it  !;;:•«  r>.  ^m-  />i;7:*Jiv-;N}7  AW.-*-!!,  vol.  hi.  p.  691-92. 
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per  cent  of  standard  portland  cement  is  active.  If  it  were  ground 
fine  enough  for  all  to  be  active,  it  would  be  too  quick-setting  for 
practical  use. 

140.  Soundness.  Soundness  refers  to  the  ability  of  a  cement  to 
retain  its  strength  and  form  unimpaired  for  an  indefinite  period. 
The  test  to  determine  soundness  is  frequently  called  a  test  for  con- 
stancy of  volume. 

Soundness  is  a  most  important  element;  since  if  a  cement  ulti- 
mately loses  its  strength  it  is  worthless,  and  if  it  finally  expands  it 
becomes  a  destructive  agent.  A  cement  may  be  unsound  because 
of  the  presence  in  it  of  some  active  element  which  causes  the  mortar 
to  expand  or  contract  in  setting,  or  the  unsoundness  may  be  due  to 
exterior  agencies  which  act  upon  the  ingredients  of  the  cement. 
Most  unsound  cements  fail  by  swelling  and  cracking  under  the  action 
of  expansives;  but  sometimes  the  mortar  fails  by  a  gradual  softening 
of  the  mass  without  material  change  of  form.  The  expansive  action 
is  usually  due  to  free  lime  or  free  magnesia  in  the  cement,  but  may  be 
caused  by  sulphur  compounds.  The  principal  exterior  agencies 
acting  upon  a  cement  are  air,  sea-water,  and  extremes  of  heat  and 
cold. 

The  presence  of  small  quantities  of  free  lime  in  the  cement  is  a 
frequent  cause  of  unsoundness.  The  lime  slakes,  and  causes  the 
mortar  to  swell  and  crack — and  perhaps  finally  disintegrate.  The 
degree  of  heat  employed  in  the  burning,  and  the  fineness,  modify 
the  effect  of  the  free  lime.  Lime  burned  at  a  high  heat  slakes  more 
slowly  than  when  burned  at  a  low  temperature,  and  is  therefore  more 
likely  to  be  injurious.  Finely  ground  lime  slakes  more  quickly  than 
coarsely  ground,  and  hence  with  fine  cement  the  lime  may  slake 
before  the  cement  has  set,  and  therefore  do  no  harm.  The  lime  in 
finely  ground  cements  will  air-slake  sooner  than  that  in  coarsely 
ground. 

Free  magnesia  in  cement  acts  very  much  like  free  lime.  The 
action  of  the  magnesia  is  much  slower  than  that  of  lime,  and  hence 
its  presence  is  a  more  serious  defect,  since  it  is  less  likely  to  be  detected 
before  the  cement  is  used.  The  effect  of  magnesian  cement  is  not 
thoroughly  understood,  but  seems  to  vary  with  the  composition  of  the 
cement,  the  degree  of  burning,  and  the  amount  of  water  used  in 
mixing.  It  was  formerly  held  that  IJ  or  2  per  cent  of  magnesia  in 
Portland  cement  was  dangerous ;  but  it  is  now  known  that  5  per  cent 
is  not  injurious,  while  8  per  cent  may  produce  expansion.  Since 
many  of  the  natural  cements  are  made  of  magnesium  limestone,  they 
contain  much  more  magnesia  than  portland  cements;  but  chemists 
are  not  agreed  as  to  the  manner  in  which  the  different  constituents 
are  combined,  and  consequently  are  not  agreed  either  as  to  the  amount 
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or  effect  of  free  magnesia  in  a  natural  cement.  Fortunately,  it  us 
not  necessary  to  resort  to  a  chemical  analysis  to  determine  the  amount 
of  lime  or  magnesia  present,  for  a  cement  which  successfully  stands 
the  ordinary  test  for  soundness  (§  143)  for  7,  or  at  most  28  days, 
may  be  lised  with  reasonable  confidence. 

Seasoning  or  aging  improves  cement  in  that  the  lime  and  the 
magnesia  are  slaked  by  the  absorption  of  moisture  from  the  air. 
The  effect  of  lime  and  magnesia  seems  to  be  more  serious  in  water 
than  in  air,  and  greater  in  sea-water  than  in  fresh  water. 

141.  The  action  of  sulphur  in  a  cement  is  extremely  variable, 
depending  upon  the  state  in  which  it  may  exist  and  upon  the  nature 
of  the  cement.  Sulphur  may  occur  naturally  in  the  cement  or  ma^^ 
be  added  in  the  form  of  sulphate  of  lime  (plaster  of  paris)  to  retard 
the  time  of  set  (§  154).  Under  certain  conditions  the  sulphur  may 
form  sulphides,  which  on  exposure  to  the  air  oxidize  and  form  sul- 
phates and  cause  the  mortar  to  decrease  in  strength.  Many,  if  not 
all,  of  the  slag  cements  contain  an  excess  of  sulphides,  and  are  there- 
fore unfit  for  use  in  the  air,  particularly  a  very  dry  atmosphere, 
although  under  water  they  may  give  satisfactory  results  and  compare 
favorably  with  portland  cement. 

142.  Tests  of  Soundness.  Several  methods  of  testing  soundness 
have  been  proposed.  They  may  be  classified  as:  (1)  Pat  Test; 
(2)  Accelerated  Tests;    and  (3)  Expansion  Test. 

143.  Pat  Test.  The  ordinary  or  '' normal''  method  of  testing 
soundness  is  to  make  small  cakes  or  pats  of  neat  mortar  3  or  4  inches 
in  diameter,  about  half  an  inch  thick  and  having  thin  edges,  upon  a 
clean  sheet  of  glass;  and  expose  one  in  the  air  at  ordinary  tempera- 
ture and  immerse  the  other  in  water  at  about  the  temperature  of  the 
air,  and  examine  both  from  day  to  day  for  28  days  if  possible,  to  see 
if  they  show  any  cracks  or  signs  of  distortion.  The  German  standard 
specifications  require  the  cake  to  be  kept  24  hours  in  a  closed  box 
or  under  a  damp  cloth,  and  then  stored  in  water.  The  French,  to 
make  sure  that  the  pats  do  not  get  dry  before  immersion,  recommend 
that  the  cakes  be  immersed  immediately  after  mixing  without  wait- 
ing for  the  mortar  to  set.  Some  really  sound  natural  cements  will 
disintegrate  if  immersed  before  setting  has  begun. 

The  amount  of  water  used  in  mixing  the  mortar,  within  a  reason- 
able limit,  seems  to  have  no  material  effect  on  the  results.  However, 
as  it  costs  but  little  more  time  and  trouble,  it  is  wise  to  use  mortar 
of  standard  consistency  (see  §  KU). 

144.  To  examine  the  pat,  note  the  following: 

1.  Is  it  loose  from  the  glass?  For  the  very  best  results  the  pat 
should  remain  attached  to  the  glass;  l)ut  being  loose,  in  either  the 
air  or  the  w^ater,  is  not  considered  indicative  of  serious  unsouadness. 
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2.  Is  the  6ide  next  to  the  glass  flat  or  curved?  The  pats  are  more 
likely  to  curl  in  air  than  in  water,  and  a  moderate  curvature  in  air 
is  not  regarded  as  very  serious. 

3.  Is  the  glass  cracked?  Really  good  cements  frequently  crack 
the  glass  of  the  water  pats. 

4.  Are  there  any  radial  cracks?  Neither  pats  should  show  any 
radial  cracks,  wide  at  the  thin  edge  of  the  pat  and  narrowing  as  they 
go  toward  the  center.  These  cracks  should  not  be  confused  with 
irregular  hair-like  shrinkage  cracks,  which  appear  over  the  entire 
surface  when  the  pats  are  made  too  wet  or  dry  out  too  much  while 
setting. 

5.  Are  there  any  blotches  on  the  surface?  There  should  be  no 
blotches,  as  they  usually  indicate  an  unsafe  amount  of  sulphides. 
The  presence  of  sulphides  will  also  be  revealed  by  a  greenish  color 
of  the  interior  of  the  pat  exposed  under  water. 

146.  If  there  are  any  considerable  indications  of  sulphides,  before 
accepting  the  cement  a  chemical  analysis  should  be  made  to  determine 
the  amount  of  sulphur  and  the  probable  ultimate  action  of  the  cement 
(see  §  148). 

Another  excellent  method  of  examining  for  the  presence  of  sul- 
phides is,  in  making  the  test  for  tensile  strength  (§  157-79),  to  store 
part  of  the  briquettes  in  air  and  part  in  water.  Any  material  differ- 
ence in  strength  between  the  two  lots  is  sufficient  ground  for  rejecting 
the  cement  for  use  in  a  dry  place.  Of  course  due  consideration 
should  be  given  to  the  possible  effect  of  evaporation  of  water  from 
the  briquettes  stored  in  air. 

146.  Accelerated  Tests.  The  normal  or  cold-pat  test,  extending 
over  a  reasonable  period,  sometimes  fails  to  detect  unsoundness; 
and  many  efforts  have  been  made  to  utilize  heat  to  accelerate  the 
actioii,  with  a  view  of  determining  from  the  effect  of  heat  during  a 
short  time  what  would  be  the  action  in  a  longer  period  under  normal 
conditions.  Some  of  these  tests  have  been  fairly  successful,  but  none 
have  been  extensively  employed.  It  is  difficult  to  interpret  the 
tests,  as  the  results  vary  with  the  per  cent  of  lime,  magnesia,  sul- 
phides, etc.,  present,  and  with  their  proportions  relative  to  each 
other  and  to  the  whole.  There  is  a  great  diversity  as  to  the  value 
of  accelerated  tests.  .  Many  natural  cements  which  go  all  to  pieces 
in  the  accelerated  tests,  particularly  the  boiling  test,  still  stand  well 
in  actual  service.  This  is  a  strong  argument  against  drawing  adverse 
conclusions  from  accelerated  tests  when  applied  to  portland  cement. 

The  warm-water  testy  proposed  by  Mr.  Faija,*  a  British  authority, 
is  made  with  a  covered  vessel  partly  full  of  water  maintained  at  a 
temperature  of  100°  to  115°  F.,  in  the  upper  part  of  which  the  pat 

*  Trans.  Am.  Soc.  of  C.  E.,  vol.  xvii,  p.  223;  vol.  xxx,  p.  57. 
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is  placed  until  set.  When  the  pat  is  sot,  it  is  plated  in  the  water  foi 
'2i  houi-s.  If  the  cement  remains  finnly  attached  to  the  glass  anc 
shows  no  cracks,  it  is  voiy  probably  sound. 

The  hol-waler  test,  pi-oposcd  by  SIf.  Maclay,*  an  American 
authority,  is  sul>stautially  like  Faija's  test  almve,  except  that  Maclaj 
recommends  195°  to  200°  F. 

The  boiling  test,  sufjgested  by  Professor  Tetmajer,  the  Swist 
authority,  consists  in  placing  the  mortar  in  cold  water  immediatelj 
after  mixing,  then  gradually  raising  the  temperature  to  boiling  aftei 
about  an  hour,  ami  boiling  for  three  hours.  The  test  specimer 
consists  of  a  small  ball  of  such  a  ennsistency  that  when  flattened 
to  half  its  diameter  it  neither  cracks  nor  runs  at  the  edges. 

The  fiaiiw  teU  is  made  by  ]>lacing  a  ball  of  the  cement  paste 
about  2  inches  in  diameter,  on  a  wire  gauze  anil,  applying  the  flami 
of  a  Bimsen  burner  gradually  until  at  the  end  of  an  hour  the  tem- 
perature is  about  90°  C.  (104°  F.).  The  heat  is  then  increasec 
until  the  lower  part  of  the  ball  l>ecomes  red-hot.  The  appearanc( 
of  cracks  probably  indicates  the  presence  of  an  expansive  element. 

The  kiln  test  consists  of  exposing  a  small  cake  of  cement  mortar 
after  it  has  set,  to  a  temperature  of  110°  to  120°  0.  (100°  to  248°  F.; 
in  a  drying  oven  until  all  the  water  is  driven  oft.  If  no  edge  crack: 
appear,  the  cement  is  considered  of  constant  volume. 

The  ckloride-of-limc  test  ia  to  mix  the  paste  for  the  cakes  wit! 
a  solution  of  40  grams  of  calcium  chloiide  ]>er  liter  of  water,  allov 
to  set,  immei-se  in  the  same  solution  for  24  houre,  and  then  examint 
for  checking  and  softening,  'i'he  chloi'ide  of  Time  accelerates  tlu 
hydration  of  the  free  lime.  The  chloride  in  the  solution  used  ir 
mixing  causes  the  slaking  before  .setting  of  only  so  much  of  the  fre( 
lime  as  is  not  objectionable  in  the  cement.  The  chloride  of  calciun 
has  no  effect  upon  free  magnesia. 

147.  ErpatiKiun  Test.  Wu-ious  e.\]>ei'inientcrs  test  the  soundnesi 
of  (:enicnt  by  measuring  the  expansion  of  a  bar  of  cement  mortar 
The  French  Conmiission  reconnncnd  the  measurement  of  the  expan- 
sion of  a  bar  [\2  inches  long  by  \  inch  square,  or  the  measurement  o) 
the  increase  of  circiunference  of  a  cylinder.  Tlie  German  staodarci 
test  requires  the  measurement  of  the  increas(!  in  length  of  a  prism  4 
inches  long  by  2  inches  square.  The  apparatus  for  making  thes* 
tests  can  be  had  in  the  market.  The  tests  require  very  delicate 
manipulation  to  secure  reliable  results. 

148.  Chemioal  Analysis.  Chemicat  analysis  may  render  valu- 
able scr\ice  in  the  detection  of  adtilteraiioii  of  cement  with  conaider 
able  amounts  of  inert  material,  such  as  slag  or  ground  limestone.  H 
isofu.se,  also,  in  determining  whether  cci-taiii  constituents,  believed  te 

•  ■Vranx.  .\m.  ^tjr.  „f  C.  i;.,  vol.  wvii.  ]i.  413. 
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be  harmful  when  in  excess  of  a  certain  percentage,  as  magnesia  and 
sulphuric  anhydride,  are  present  in  inadmissible  proportions. 

The  determination  of  the  principal  constituents  of  cement — 
siUca,  alumina,  iron  oxide  and  lime — ^is  not  conclusive  as  an  indica- 
tion of  quality.  Faulty  character  of  cement  results  more  frequently 
from  imperfect  preparation  of  the  raw  material  or  defective  burning 
than  from  incorrect  proportions  of  the  constituents.  Cement  made 
from  very  finely-ground  material,  and  thoroughly  burned,  may 
contain  much  more  lime  than  the  amount  usually  present  and  still 
be  perfectly  sound.  On  the  other  hand,  cements  low  in  lime  may, 
on  account  of  careless  preparation  of  the  raw  material,  be  of  dan- 
gerous character,  Further,  the  ash  of  the  fuel  used  in  burning  may 
so  greatly  modify  the  composition  of  the  product  as  largely  to  destroy 
the  significance  of  the  results  of  analysis. 

"As  a  method  to  be  followed  for  the  analysis  of  cement,  that 
proposed  by  the  Committee  on  Uniformity  in  the  Analysis  of  Mater- 
ials for  the  Portland  Cement  Industry,  of  the  New  York  Section  of 
the  Society  for  Chemical  Industry,  and  published  in  the  Journal  of 
the  Society  for  January  15,  1902,  is  recommended.^'* 

149.  The  following  simple  chemical  tests  may  at  times  be  valuable 
for  testing  the  purity  of  a  portland  cement,  t 

To  test  for  the  presence  of  limestone  or  sand,  **put  into  a  test 
tube  as  much  cement  as  can  be  taken  on  a  nickel  five-cent  piece, 
moisten  it  with  half  a  teaspoonful  of  water,  and  cover  with  clear 
muriatic  acid  poured  slowly  upon  the  cement  while  stirring  it  with 
the  glass  rod.  Pure  portland  cement  will  effervesce  slightly  and 
will  give  off  some  pungent  gas,  and  will  gradually  form  a  bright  yellow 
J3lly  without  any  sediment.  Powdered  limestone  or  powdered 
cement-rock  mixed  with  the  cement  will  cause  a  violent  effervescence, 
the  acid  boiling  and  giving  off  strong  fumes  until  all  of  the  carbonate 
of  lime  has  been  consumed,  when  the  bright  yellow  jelly  will  form. 
Powdered  sand  or  quartz  or  silica  mixed  with  the  cement  will  produce 
no  other  effect  than  to  remain  undissolved  as  a  sediment  at  the 
bottom  of  the  yellow  jelly.  Reject  cement  which  has  either  of  these 
adulterants." 

To  test  for  the  presence  of  slag,  "add  benzine  to  methylene  iodide 
(CH2I2),  which  has  a  specific  gravity  of  3.29,  unt^l  the  specific  gravity 
of  the  mixture  is  2.95.  Put  a  half  inch  of  the  dry  cement  into  a  test 
tube,  and  pour  in  a  little  of  the  mixture,  stirring  to  a  thin  grout. 
Then  cork  the  tube  and  let  it  stand.  If  slag  is  present,  it  will  remain 
at  the  top  while  the  cement  will  settle  to  the  bottom.  The  separa- 
tion can  not  be  seen  if  coloring  matter  is  present.'' 

*  Proc.  Amer.  Soc.  of  Civil  En^inoers,  vol.  xxix,  p.  3. 
t  Judson's  City  Roads  and  Pavements,  p.  45-46. 
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*' Coloring  matter  in  any  cement  will  show  itself  in  the  acid  test 
by  gi\'ing  a  black  or  gray  color  to  the  resultant  jelly  which  would 
otherwise  be  yellow.  The  coloring  matter  may,  or  may  not,  be 
injurious  in  itself;  but  its  presence  shows  that  the  manufacturer 
wished  to  disguise  the  cement,  wliich  should  be  rejected,  because 
there  are  plenty  of  good  cements  which  need  no  disguise.'' 

160.  AcrriViTY.  When  cement  powder  is  mixed  with  water  to  a 
plastic  condition  and  allowed  to  stand,  the  cement  chemically  com- 
bines with  the  water  and  the  entire  mass  gradually  becomes  firm 
and  hard.  This  process  of  solidifying  is  called  setting.  Cements 
differ  very  widely  in  their  rate  and  manner  of  setting.  Some  occupy 
but  a  few  minutes  in  the  operation,  while  others  require  several 
hours.  Some  begin  to  set  comparatively  early  and  take  considerable 
time  to  complete  the  process;  while  otliei*s  stand  considerable  time 
without  apparent  change,  and  then  set  very  quickly. 

A  knowledge  of  the  activity  of  a  cement  is  of  importance  both 
in  testing  and  in  using  a  cement,  since  its  strength  is  seriously  im- 
paired if  the  mortar  is  disturbed  after  it  has  begun  to  set.  Ordinarily 
the  moderately  slow-setting  cements  are  preferable,  since  they  need 
not  be  handled  so  rapidly  and  may  be  mixed  in  larger  quantities; 
but  in  some  cases  it  is  necessary  to  use  a  rapid-setting  cement,  as  for 
example  when  an  inflow  of  water  is  to  be  prevented. 

To  determine  the  rate  of  setting,  points  have  been  arbitrarily 
fixed  at  which  the  set  is  said  to  begin  and  to  end.  It  is  verj''  diflBcult 
to  determine  these  points  with  exactness,  particularly  the  latter; 
but  an  exact  determination  is  not  necessary  to  judge  of  the  fitness 
of  a  cement  for  a  particular  use.  For  this  purpose  it  is  ordinarily 
sufficient  to  say  that  a  mortar  has  begun  to  set  when  it  has  lost  its 
plasticity,  i.e.,  when  its  form  can  not  be  altered  without  producing 
a  fracture;  and  that  it  has  set  hard  when  it  will  resist  a  slight  pressure 
of  the  thumb-nail.  Oments  will  increase  in  hardness  long  after 
thev  can  not  \ye  indented  with  the  thumb-nail. 

To  obtain  uniform  results  the  mortar  should  have  a  definite 
plasticity,  and  to  obtain  n»sults  comparable  with  those  found  by 
others,  mortar  of  a  standard  plasticity  should  he  employed.  For 
the  method  of  making  a  mortar  of  standard  plasticity,  see  §  161-65. 

151.  There  are  two  methods  or  forms  of  instruments  used  in 
making  this  test,  viz.:  Gilhnore's  and  Vicat's.  The  former  is  more 
frequently  us(»d,  apparently  because  of  the  clioaper  and  simpler 
apparatus  required:  but  the  Inttor  is  used  in  the  better  equipped 
laboratories.  Hotli  foiius  of  apparatus  :\vo  made  by  all  manufac- 
turers   of    ecu  lent -t  est  in,i»:    appliances. 

162.  Gillmore's  Test.  Mix  the  ccinciu  with  water  to  a  plastic 
mortar  (scH*  §  161-1).'^), and  make  a  cake  or  pat  2  or  finches  in  diameter 
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and  about  ^  inch  thick.  The  mortar  is  said  to  have  begun  to  set 
when  it  will  just  support  a  wire  y7j-inch  in  diameter  weighing  \  pound 
and  to  have  "set  hard''  when  it  will  bear  a  ^-inch  wire  weighing  1 
pound.  The  interval  between  the  time  of  adding  the  water  and  the 
time  when  the  light  wire  is  just  supported  is  the  time  of  beginning  to 
set,  and  the  interval  between  the  time  the  light  wire  is  supported  and 
the  time  when  the  heavy  one  is  just  supported  is  the  time  of  setting. 

153.  Vicat's  Test.  The  apparatus  consists  of  two  parts:  1.  A 
stand  supporting  an  arm  through  which  a  rod  weighing  300  grams 
(10.58  oz.)  slides  freely  and  carries  in  its  lower  end  a  penetrating 
needle  having  a  cross  s^tion  of  a  square  millimeter  (0.0006  sq.  in.). 
The  rod  carries  an  index  which  moves  over  a  graduated  scale  and 
by  which  the  depth  of  penetration  is  read.  2.  A  vulcanite  ring  having 
a  height  of  4  centimeters  (1.57  inches),  and  a  diameter  at  one  end  of 
7  centimeters  and  at  the  other  of  6  centimeters. 

In  making  the  test,  not  less  than  500  grams  of  cement  are  mixed 
to  a  paste  o;f  the  normal  consistency  (see  §  161-65)  and  formed  into 
a  ball;  and  then  the  mixing  should  be  completed  by  tossing  the  ball 
six  times  from  one  hand  to  the  other,  a  distance  of  6  inches.  The 
ball  is  next  pressed  into  the  vulcanite  ring,  through  the  larger  open- 
ing, and  smoothed  off;  then  the  ring  is  placed,  small  end  up,  on  a 
glass  plate  and  the  top  is  smoothed  off  with  a  trowel.  The  paste, 
confined  in  the  ring  and  resting  on  the  glass  plate,  is  now  placed  on 
the'ba^  of  the  instrument  under  the  arm  carrying  the  sliding  rod, 
and  the  penetrating  needle  is  brought  into  contact  with  the  surface 
of  the  paste  and  quickly  released.  At  first  the  needle  will  penetrate 
to  the  glass,  in  which  case  the  index  should  read  zero,  provided 
glass  of  the  proper  thickness  has  been  used;  but  as  a  precaution  the 
index  should  be  read  and  recorded  when  the  needle  rests  upon  the 
glass.  The  set  is  said  to  have  commenced  when  the  needle  comes  to 
rest  5  millimeters  above  the  glass;  and  the  cement  is  said  to  have 
"set  hard''  when  the  needle  no  longer  sinks  visibly  into  the  mass. 
Care  should  be  taken  to  keep  the  needle  clean,  as  the  collection  of 
cement  on  its  sides  decreases  the  penetration,  while  cement  on  the 
point  reduces  the  area  and  tends  to  increase  the  penetration. 

As  a  rule  the  values  by  the  Vicat  needle  are  only  about  two  thirds 
as  great  as  those  by  the  Gillmore  needles.  ,  Usually  specifications  do 
not  say  which  method  is  to  be  employed.  However,  the  exact  time 
of  set  is  of  no  great  importance,  and  a  determination  by  either  method 
is  subject  to  a  considerable  error;  besides,  in  practice  mortars  are 
mixed  wetter  than  in  laboratory  practice  and  are  also  mixed  with 
sand,  and  for  these  two  reasons  the  mortar  used  in  ordinary  con- 
struction will  require  six  to  eight  times  as  long  to  set  as  that  em- 
ployed in  laboratory  tests. 
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154.  Elements  Affecting  Actiyity.  The  determination  of  the  time 
of  set  is  only  appwximate,  since  it  is  affe<-ted  by  the  temperature 
of  the  mixing  water,  the  temj^erature  and  humidity  of  the  air  during 
the  test,  the  j^ercenia^  of  water  used,  and  the  amount  of  moulding 
the  paste  receives.  It  is  usually  sj^ecified  that  the  water  and  air 
shall  W  fmm  (W  to  (v>^  F.  The  higher  the  temperature,  the  more 
rapid  the  set.  The  test  pieces  should  l>e  stored  in  moist  air  during 
the  test,  either  by  Ix^inc  placed  on  a  rack  over  water  contained  in  a 
pan  and  covered  with  a  damp  cloth,  the  cloth  l^ein^  kept  away  from 
the  test  pieces  by  a  wire  screen,  or  Ix^tler  by  Ix^inc  stored  in  a  moist 
I >ox  or  closet.  • 

The  character  of  the  cement  materiallv  affects  the  time  of  set. 
Other  things  Ix^ing  the  same,  the  finer  the  cement  is  ground  the 
quicker  it  sets.  Cements  usually  iiecome  slower^getting  with  age, 
particularly  if  exposed  to  the  air. 

Sulphate  of  lime  (^plaster  of  parish  is  usually  added  to  portland 
cement  bv  the  manufact  urer  t  o  ret ard  t  he  t ime  of  set .  The  addition 
of  1  or  2  per  cent  is  sufficient  to  change  the  time  of  setting  from  a 
few  minutes  to  several  hours.  Cement  which  has  l^^een  made  slow- 
setting  V»y  the  addition  of  sulphate  of  lime,  usually  liecomes  quick- 
setting  figain  after  exposure  to  the  air;  and  cement  which  has  not 
had  its  time  of  sotting  changed  by  the  addition  of  sulphate  of  lime, 
usually  Ix^comes  slower-fitting  with  age.  Cement  which  has  become 
slow-setting  by  the  addition  of  sulphate  of  lime  will  ]^»e<*omcw quick- 
setting  if  mixed  with  a  solution  of  carbonate  of  soda. 

Calcium  chloride  (chloride  of  lime^  in  the  water  used  in  mixing 
will  aflFect  the  time  of  set.  a  weak  s»^lution  accelerating  the  set  and 
a  strong  solution  retanling  it.  A  lo-per-cent  solution  will  cause 
ordinary'  ponland  cement  to  set  in  al»out  one  third  of  the  normal 
time.  (Ordinary  carpenter's  glue  dissolved  in  the  water  will  retard 
the  set.  Glue  equal  to  1  ]x»r  cent  of  the  drv  cement  about  doubles 
the  time  of  sf»t  -  both  initial  and  final.  -  but  weakens  the  mortar 
about  2(^  ]>er  cent . 

155.  The  standard  tests  tor  activitv  are  usuallv  made  on  neat 
cement  on  account  of  the  intorfei'once  of  the  sand  grains  i^ith  the 
descent  of  the  needle.  The  rate  of  setting  oi  neat  mortar  gives  but 
little  indication  of  what  th<j  action  may  bo  with  sjind.  Sand  increases 
the  time  of  settinc.  but  voiy  diflFoivntly  for  ilifforf»nt  cements.  With 
some  cements  u  mortar  composed  of  ouo  ]>,Mrt  cement  to  three  parts 
sand  will  require  twice  as  long  to  sot  as  a  noat  mortar,  while  with 
other  cements  the  time  will  bo  eight  or  ton  times  as  long. 

166.  Time  of  Set.  A  few  of  the  quickest  fmturnl  cements  when 
tested  noat  wiili  the  minim \in^.  of  watoi-  will  begin  to  set  in  5  to  10 
minutes,  and  sol  har.i  iri  lo  t«»  2H  minnjov;   whilo  iho  majority  when 
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tested  with  the  standard  quantity  of  water  will  begin  to  set  in  20  to 
30  minutes  and  will  set  hard  in  60  to  100  minutes;  and  a  few  of  the 
slowest  will  not  begin  to  set  imder  60  minutes. 

The  quickest  of  the  portlands  will  begin  to  set  in  20  to  40  minutes; 
but  the  majority  will  not  begin  to  set  under  60  to  90  minutes,  and 
will  not  set  hard  under  5  or  6  houi-s.  The  1887  standard  German 
specifications  reject  a  portland  cement  which  begins  to  set  in  less 
than  30  minutes  or  which  sets  hard  in  less  than  3  hours. 

167.  Tensile  Strength.  This  is  the  most  important  of  the  tests 
for  cement,  and  in  a  degree  it  includes  most  of  the  other  tests.  The 
strength  of  cement  mortar  is  usually  determined  by  submitting  a 
specimen  haVing  a  cross  section  of  1  square  inch  to  a  tensile  stress. 
The  reason  for  adopting  tensile  tests  instead  of  compressive  is  the 
greater  ease  of  making  the  former  and  the  less  variation  in  the 
results.  Mortar  is  eight  to  ten  times  as  strong  in  compression  as  in  • 
tension. 

The  accurate  determination  of  the  tensile  strength  of  cement  is 
much  more  difficult  than  at  first  appears.  Many  things,  apparently 
of  minor  importance,  exert  such  a  marked  influence  upon  the  results 
that  it  is  only  by  the  greatest  care  that  trustworthy  tests  can  be 
made.  The  variations  in  the  results  of  different  experienced  oper- 
ators working  by  the  same  method  and  upon  the  same  material  are 
frequently  very  large;  and  therefore  careful  attention  should  be 
fijiven  to  the  standard  method  of  making:  the  tests,  so  the  results 
will  be  comparable  with  those  ol)tained  by  others. 

168.  Neat  vs.  Sand  Tests.  Although  in  practice  it  is  the  almost 
universal  custom  to  mix  cement  with  sand,  tests  are  usually  made  of 
both  neat  cement  and  sand  mixtures.  There  are  two  serious  objec- 
tions to  testing  cement  neat.  1.  Most  neat  portland  cements 
decrease  in  tensile  strength  after  a  time.  The  strength  of  a  cement 
is  due  to  the  aluminates  of  lime  and  the  silicates  of  lime,  the  former 
being  responsible  for  the  setting  and  the  early  strength  and  the  latter 
for  the  final  strength.  The  strength  due  to  the  aluminates  is  not 
permanent,  but  decreases  after  about  28  days;  while  the  strength 
due  to  the  silicates  increases  slowly  and  does  not  overcome  the  loss 
due  to  the  aluminates  until  about  a  year — see  Fig.  7,  page  122. 
This  decrease  is  most  marked  with  high-grade  portlands  which  attain 
their  strength  rapidly.  There  is  no  loss  of  strength  in  natural  cements, 
probably  because  the  combination  of  the  lime  with  the  silica  and 
alumina  are  different  from  those  in  portland  cement.  2.  A- second 
objection  to  neat  tests  is  that  coarsely  ground  cements  show 
greater  strength  than  finely  ground  cements,  although  the  latter 
mixed  with  ,the  usual  proportion  of  sand  will  give  the  greater 
strength. 
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On  the  other  hand,  more  skill  is  required  to  secure  uniform  re- 
sults with  sand  than  with  neat  cement. 

169.  The  Sand.  The  quality  of  the  sand  employed  in  the  tests 
is  of  great  importance,  for  sands  lookinc:  alike  and  sifted  through  the 
same  sieve  give  results  varying  30  to  40  per  cent.  To  secure  uni- 
formity in  the  results,  it  is  necessary  to  adopt  some  particular  sand 
as  a  standard. 

The  Committee  of  the  American  Society  for  Testing  Materials,' 
in  co-operation  with  similar  committees  from  various  other  national 
engineering  societies,  '*  recommends  the  natural  sand  from  Ottawa, 
111.,  screened  to  pass  a  sieve  having  20  meshes  per  linear  inch  and 
retained  on  a  sieve  having  30  meshes  per  linear  inch.*  The  wires 
of  the  sieves  are  to  have  diameters  of  0.0165  and  0.0112  inches 
respectively,  i.e.,  half  the  width  of  the  opening  in  each  case.  Sand 
•  having  passed  the  No.  20  sieve  shall  be  considered  standard  when 
not  more  than  one  per  cent  passes  a  No.  30  sieve  after  one  minute 
of  continuous  sifting  of  a  500-gram  sample.  The  Sandusky  Portland 
Cement  Co.,  of  Sandusky,  Ohio,  has  agreed  to  undertake  the  prepara- 
tion of  this  sand,  and  to  furnish  it  at  a  price  only  sufficient  to  cover 
actual  cost." 

160.  Formerly  American  engineers  used  crushed  quartz,  such  as 
is  employed  in  the  manufacture  of  sand  paper;  but  it  did  not  prove 
satisfactory. 

The  standard  sand  employed  in  the  official  German  tests  is  a 
natural  quartz  sand  obtained  at  Freienwalde  on  the  Oder,  passing 
a  sieve  of  60  meshes  per  square  centimeter  (20  per  linear  inch)  and 
caught  upon  a  sieve  of  120  meshes  per  square  centimeter  (28  per 
linear  inch). 

The  sand  used  in  ordinary  building  operations  will  usually  give 
a  greater  strength  than  the  so-called  standard  sand,  since  usually 
the  former  consists  of  grains  having  a  greater  variety  of  sizes,  and 
consequently  there  are  fewer  voids  to  be  filled  by  the  cement  (see 
Table  19,  page  93). 

161.  Normal  Oonsistency.  The  amount  of  water  necessary  to 
make  the  strongest  mortar  varies  with  each  cement.  It  is  commonly 
expressed  in  per  cents  by  weight,  although  in  part  at  least  it  depends 
upon  volume.  The  variation  in  the  amount  of  water  required  de- 
pends upon  the  degree  of  fineness,  the  specific  gravity,  and  the  chemi- 
cal composition.  If  the  cement  is  coarsely  ground,  the  voids  are  less, 
and  consequently  the  volume  of  water  required  is  less.  If  the 
specific  gravity  of  one  cement  is  greater  than  that  of  another,  equal 
volumes  of  cement  will  require  different  volumes  of  water.  The 
chemical  composition  has  the  greatest  influence  upon  the  amount 
of  water  necessary.     Part  of  the  water  is  required  to  combine  chem- 
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ically  with  the  cement,  and  part  acts  physically  in  reducing  the 
cement  to  a  plastic  mass;  and  the  portion  required  for  each  of  these 
effects  differs  with  different  cements.  The  dryness  and  porosity  of 
the  sand  may  also  appreciably  affect  the  quantity  of  water  required. 
The  finer  the  sand,  the  greater  the  amount  of  water  required.  Again, 
the  same  consistency  may  be  arrived  at  in  two  ways — by  using  a 
small  quantity  of  water  and  working  thoroughly,  or  by  using  a 
larger  quantity  and  working  less. 

Various  methods  have  been  used  for  identifying  a  particular 
plasticity,  and  different  standards  of  consistency  have  been  pro- 
posed; *  but  none  are  without  objection.  The  attempt  is  to  adopt 
a  consistency  which  shall  be  a  compromise  between  that  which  will 
give  the  greatest  strength  and  that  which  will  give  the  most  uniform 
results.  Two  methods  of  obtaining  the  same  degree  of  plasticity 
will  be  described,  viz.:  1,  the  one  proposed  by  the  Committee  of  the 
American  Society  for  Testing  Materials,  which  has  been  generally 
adopted  in  this  country,  and  which  for  convenience  will  here  be 
called  the  penetration  method;  and  2,  a  method  somewhat  like  one 
frequently  employed  in  France,  and  which  will  here  be  called  the 
ball  method. 

162.  Penetration  Method,  A  paste  of  neat  cement  has  the  proper 
plasticity  when  a  rod  or  "piston''  of  a  certain  diameter  and  weight 
will  penetrate  the  mass  to  a  certain  depth.  The  apparatus  required 
is  known  as  a  Vicat  penetration  apparatus,  and  consists  of  a  base 
supporting  an  arm  through  which  a  bar  weighing  300  grams  (10.57 
oz.)  slides  freely.  The  lower  end  of  the  bar  is  a  cylinder  1  centimeter 
(0.39  in.)  in  diameter.  To  the  bar  is  attached  an  index  which  moves 
over  a  graduated  scale.  The  paste  is  placed  in  a  conical  hard-rubber 
ring  7  centimeters  (2.76  in.)  in  diameter  at  the  base  and  4  centi- 
meters (1.57  in.)  deep.  This  is  the  same  apparatus  as  used  in 
making  the  activity  test  (§  153),  except  that  the  needle  is  replaced 
by  the  rod,  and  a  weight  on  the  top  of  the  sliding  bar  has  been 
changed  to  compensate  for  the  difference  in  weight  between  the  rod 
and  the  needle. 

The  paste  must  be  mixed  as  follows:  "The  material  is  weighed 
and  placed  on  the  mixing  table  and  a  crater  formed  in  the  center, 
into  which  the  proper  percentage  of  clean  water  is  poured;  the 
material  on  the  outer  edge  is  turned  into  the  crater  by  the  aid  of  a 
trowel.  As  soon  as  the  water  has  been  absorbed,  which  should  not 
require  more  than  one  minute,  the  operation  is  completed  by  vigor- 
ously kneading  with  the  hands  for  an  additional  one  and  a  half 
minutes,  the  process  being  similar  to  that  used  in  kneading  dough. 

*  For  a  description  of  several  see  the  9th  edition  of  this  volume,  p.  69-71,  or  Taylor's 
Practical  Cement  Testing,  p.  93. 
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The  puste  should  then  he  quipkly  formed  into  a  ball  with  the  handa, 
completing  the  operation  by  tossing  it  six  times  from  one  hand  tc 
the  other,  maintained  6  inches  apart;  the  ball  is  then  pressed  into 
the  hard-rubber  ring,  through  the  larger  opening,  and  smoothed  off. 
The  ring  is  then  placed  on  its  large  end  on  a  glass  plate,  and  the 
smaller  end  is  smoothed  off  ivith  a  trowel-  The  paste,  confined  in 
the  ring  resting  on  the  plate,  is  placed  under  the  rod  bearing  the 
cylinder,  which  is  brought  into  contact  with  the  surface  and  quickly 


The  paste  is  of  normal  consistency,  i.e.,  of  proper  plasticity,  if 
the  rod  penetrates  to  a  depth  of  10  millimeters.  If  the  penetration 
13  not  the  correct  amount,  a  new  portion  of  cement  should  be  weighed 
out  and  mixed  with  move  or  less  water  as  the  case  may  require,  and 
a  new  trial  ma<le.  For  any  pai-ticular  cement  the  exa<-t  amount  oi 
water  required  to  produce  the  standard  degree  of  plasticity  can  be 
^determined  only  by  experiment;  but  port  land  cements  require  from 
18  to  24  per  cent,  usually  19  to  21,  and  natural  cements  from  30  to 
40  per  cent,  usually  from  ■14  to  .IT  per  tent. 

The  consistency  lecoinmended  above  is  wetter  than  has  fre- 
quently lieen  employed  in  the  past;  but  is  believed  to  give  more 
uniform  results  than  a  dryer  niixtui-e.  Some  specifications,  particu- 
larly those  of  the  U.  H.  Army  Kngineeis,  require  that  all  cements  be 
mixed  with  the  same  quantity  of  water:  but  this  is  not  generally 
considered  good  practice,  since  the  action  of  different  cements  is 
more  nearly  the  same  when  mixed  to  u  uniform  consistency  than 
when  mixed  with  a  uniform  quantity  of  water. 

With  the  usual  portland  cement  only  alwiut  12  to  14  per  cent  ol 
water  is  required  for  chemical  combination,  and  consequently  the 
water  required  to  produce  normal  plasticity  is  considerably  more 
than  is  required  for  the  hydration. 

163.  BaU  Method.  If  a  \'icat  apparatus  is  not  at  hand,  sub- 
stantially the  same  resxilt  may  be  obtained  as  follows:  Mix  the 
paste  to  such  a  consistency  that  if  a  ball  of  mortar  about  2  incheE 
in  diameter  be  di-oppcd  upon  a  stone  slab  or  glass  plate  from  a 
height  of  20  inches,  it  will  not  crack  nor  flatten  to  leas  thac 
half  of  its  original  diameter.  This  is  a  simple,  rapid,  and  reason- 
ably accurate  method  of  identifying  a  certain  degree  of  plasticity, 
and  gives  a  consistency  formerly  much  employed;  but  to  secure 
the  normal  consistency  required  by  the  standard  American  speci- 
fication, first  determine  the  pla.iticity  by  the  ball  method,  and 
then  in  making  pastes  for  the  standard  tests  use  the  amount  ol 
water  required  by  the  ball  method  phis  1  per  cent  of  the  weight  ol 
the  dry  cement. 

*  Slanilnnl  Aiufricaii  Spccifii-atiuno  for  'rfslitia  L'l-iiient — sec  Appeodix  L 
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164.  Amount  of  Water  for  Sand  Mortars.  Neither  of  the  above 
methods  of  determining  plasticity  is  applicable  to  mixtures  of  sand 
and  cement, — the  first  because  the  sand  grains  interfere  with  the 
penetration  of  the  rod,  and  the  second  because  the  mortar  is  so 
deficient  in  cohesion  that  the  ball  will  not  hold  its  shape  when 
dropped  on  the  stone  slab.  The  only  method  of  determining  the 
normal  consistency  of  mortar  is  to  compare  it  by  the  eye  and  under 
the  trowel  with  neat  cement  paste  of  normal  consistency  determined 
aa  above.  This  has  been  done  by  a  number  of  experts  under  the 
direction  of  the  Committee  on  Uniform  Tests  of  Cement  of  the 
American  Society  of  Civil  Engineers  with  the  results  shown  in  Table 
11,  when  the  percentage  for  neat  cement  has  been  determined  as 
described  in  §  162. 

TABLE  11. 

Standard  Percentages  of  Water  for  a  1 : 3  Portland 
Cement  Mortar  of  Normal  Consistency. 


Per 

Cent 

for 

Neat 

Cement. 

One  Pert  Portland 

Cement  to  Three 

Parts  Standard 

Ottawa  Sand,  by 

Weight. 

Per 

Cent 

for 

Neat 

Cement. 

Ono  Part  Portland 

Cement  to  Three 

Parts  Standard 

Ottawa  Sand,  by 

Weight. 

1 

Per 

Cent 

for 

Neat 

Cement. 

One  Part  Portland 

Cement  to  Three 

Parts  Standard 

Ottawa  Sand,  by 

Weight. 

15 

8.0 

23 

9.3 

31 

10.7 

16 

8.2 

24 

9.5 

32 

10.8 

17 

8.3 

25 

9.7 

33 

11.0 

18 

8.5 

26 

9.8 

34 

11.2 

19 

8.7 

27 

10.0 

35 

11.4 

20 

8.8 

28 

10.2 

36    ' 

11.5 

21 

9.0 

29 

10.3 

37 

11.7 

22 

9.2 

30 

10.5 

38 

11.8 

166.  Table  11,  which  may  properly  be  called  the  American 
standard,  applies  only  to  a  1  :  3*  mortar;  but  it  sometimes  happens 
in  experimental  work  that  other  proportions  of  cement  and  sand  are 
used,  and  then  it  is  desirable  to  know  the  per  cent  of  water  required 
to  produce  normal  consistency.  In  this  case  Table  12  may  be  used. 
This  table  is  based  upon  a  formula  prepared  by  Feretf,  and  was 
recommended  for  temporary  use  by  the  Committee  of  the  American 
Society  for  Testing  Materials  awaiting  the  results  of  further  investi- 
gations by  that  society.  Notice  that  Table  11  gives  slightly  smaller 
results  for  a  1  :  3  mortar  than  Table  12,  page  76. 

*  A  common  method  of  stating  the  composition  of  a  mortar.    1  :  3  signifies  1   part 
cement  to  3  parts  sand.    The  quantity  of  cement  is  the  unit  and  is  always  given  first, 
t  Commission  des  M^thodes  d'Essai  des  Mat^riaux,  1895,  vol.  iv,  p.  103. 
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TABLE  12. 

Feret's  Percentages  of  Water  for  Portland  Cement  Mortar 

OF  Standard  Consistency. 


£g5 

Per  Cent  of  Water  in  Terms  of 
THE  Cement  and  Sand. 

Per  Cent 

FOR  Neat 
Cement. 

Per  Cent  of  Water  in  Termb  of 
the  Cement  and  Sand. 

1:1 
12.0 

1:2 

1:3 

1:4 

1:5 

1:1 

1:2 

1:3 

1:4 

1:5 

18 

10.0 

9.0 

8.4 

8.0 

33 

17.0 

13.3 

11.5 

10.4 

9.6 

19 

12.3 

10.2 

9.2 

8.5 

8.1 

34 

17.3 

13.6 

11.7 

10.5 

9.7 

20 

12.7 

10.4 

9.3 

8.7 

8.2 

35 

17.7 

13.8 

11.8 

10.7 

9.9 

21 

13.0 

10.7 

9.5 

8.8 

8.3 

36 

18.0 

14.0 

12.0 

10.8 

10.0 

22 

13.3 

10.9 

9.7 

8.9 

8.4 

37 

18.3 

14.2 

12.2 

10.9 

10.1 

23 

13.7 

11.1 

9.8 

9.1 

8.5 

38 

18.7 

14.4 

12.3 

11.1 

10.2 

24 

14.0 

11.3 

10.0 

9.2 

8.6 

39 

19.0 

14.7 

12.5 

11.2 

10.3 

25 

14.3 

11.6 

10.2 

9.3 

8.8 

40 

19.3 

14.9 

12.7 

11.3 

10.4 

26 

14.7 

11.8 

10.3 

9.5 

8.9 

41 

19.7 

15.1 

12.8 

11.5 

10.5 

27 

15.0 

12.0 

10.5 

9.6 

9.0 

42 

20.0 

15.3 

13.0 

11.6 

10.6 

28 

15.3 

12.2 

10.7 

9.7 

9.1 

43 

20.3 

15.6 

13.2 

11.7 

10.7 

29 

15.7 

12.5 

10.8 

9.9 

9.2 

44 

20.7 

15.8 

13.3 

11.9 

10.8 

30 

16.0 

12.7 

11.0 

10.0 

9.3 

45 

21.0 

16.0 

13.5 

12.0 

11.0 

31 

16.3 

12.9 

11.2 

10.1 

9.4 

46 

21.3 

16.1 

13.7 

12.1 

11.1 

32 

16.7 

13.1 

11.3 

10.3 

9.5 

166.  Mixing  the  Mortar.  The  sand  and  the  cement  should  be 
thoroughly  mixed  dry,  and  the  water  required  to  reduce  the  mass 
to  the  proper  consistency  should  be  added  all  at  once.  The  mixing 
should  be  prompt  and  thorough.  The  mass  should  not  be  simply 
turned,  but  the  mortar  should  be  rubbed  against  the  top  of  the 
slate  or  glass  mixing-table  with  the  ball  of  the  hand  or  a  trowel. 
Insufficient  working  greatly  decreases  the  strength  of  the  mortar — 
frequently  one  half.  With  a  slow-setting  cement  a  kilogram  of 
the  dry  materials  should  be  strongly  and  rapidly  rubbed  for  not 
less  than  5  minutes,  when  the  consistency  should  be  such  that  it 
will  not  be  changed  by  an  additional  mixing  for  3  minutes. 

A  variety  of  machines  for  mixing  mortar  for  experimental  pur- 
poses have  been  devised,*  but  none  has  proved  even  fairly  successful. 

167.  Form  of  Briquette.  In  18tS5  a  Committee  of  the  American 
Society  of  Civil  P^ngineers  recommended  a  form  of  briquette  which 
luis  been  the  standard  in  this  country  until  recently.  The  present 
standard,  Fi^j;.  2,  is  the  same  as  the  former  one  except  that  the 
corners  of  the  briquette  are  rounded  off  to  facilitate  its  removal  from 
the  moulds.  Practically  tlie  same  form  is  used  in  England;  and 
the  form  employed  in  continental  Europe  is  somewhat  similar  to  the 

♦  For  illustrations  of  severul,  soe  Taylor's  Practical  Cement  Testing,  p.  126-27;  or 
Mcmle's  Portland  Cement,  p.  340-41. 
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above,  except  that  the  section  is  5  square  centimeters  (0.8  square 
inch)  and  the  reduction  to  produce  the  minimum  section  is  by  very 
much  more  abrupt  curves.  The  continental  form  gives  only  70  to 
80  per  cent  as  much  strength  as  the  American  form. 

168.  The  Moulds.  The  moulds  should  be  of  brass  or  some  non- 
corrodible  material,  and  should  have  sufficient  metal  on  the  sides 
to  prevent  spreading  during  the  filUng  of  the  moulds.  They  may 
be  single  or  multiple,  the  latter  being 
preferable  where  a  great  number  of  bri- 
quettes are  required,  since  the  greater 
quantity  of  mortar  that  can  be  mixed 
at  once  tends  to  produce  greater  uni- 
formity in  the  results.  The  moulds  are 
in  two  parts,  to  facilitate  removal  of  the 
briquette  without  breaking  it.  The 
moulds  should  be  cleaned  and  wiped 
with  an  oily  rag  before  being  used. 

169.  Moulding  the  Briquette.  Im- 
mediately after  having  worked  the  paste 
or  mortar  to  the  proper  consistency,  it 
should  be  placed  in  the  briquette  moulds 
by  hand.  '^The  moulds  should  be  filled 
at  once,  the  material  being  pressed  in 
firmly  with  the  fingers  and  smoothed  off  with  a  trowel  without  ram- 
ming. The  material  should  be  heaped  up  on  the  upper  surface  of 
the  mould;  and,  in  smoothing  off,  the  trowel  should  be  drawn  over 
the  mould  in  such  a  manner  as  to  exert  a  moderate  pressure  on 
the  excess  material.  The  mould  should  then  be  turned  over  and  the 
operation  repeated."* 

"A  check  upon  the  uniformity  of  the  mixing  and  moulding  is 
afforded  by  weighing  the  briquettes  just  prior  to  immersion,  or  upon 
removal  ifrom  the  moist,  closet.  Briquettes  which  vary  in  weight 
more  than  3  per  cent  from  the  average  should  not  be  tested.'^* 

170.  Several  machines  have  been  made  for  moulding  the  bri- 
quett€s;t  but  all  are  veiy  slow,  and  none  permit  of  moulding  more 
than  one  briquette  at  a  time,  and  none  are  practicable  with  pastes 
or  mortars  of  the  consistency  recommended  for  American  practice. 

171.  Number  of  Briquettes.  The  greater  the  number  tested,  the 
more  reliable  will  be  the  mean  of  the  results;  but  the  greater 
the  number,  the  more  time  required  to  make  the  test.     The  greater 


Fig.  2. 


*  Report  of  Committee  of  the  American  Society  of  Civil  Engineers,  on  Uniform 
Tests  of  Cement,  1904. 

t  For  illustrations  of  several,  see  Taylor's  Practical  Cement  Testing,  p.  127-29:  or 
Meade's  Portland  Cement,  p.  .342-44. 
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the  skill  of  the  operator,  the  more  unifoi-m  the  results,  and  hence  the 
fewer  briquettes  required  to  obtain  iiny  psirticular  dcRree  of  accuracy. 
The  (lecuracy  of  a  series  of  tests  is  expi-essed  numerically  by  the 
probable  eriiir.*  "A  skilled  oi>cra1or  should  be  able  to  obtain 
resiiltjj  liuviiig  :i  pi-obable  ciror  for  a  sinf^le  deterniinntion  of  not  more 
than  4  per  cent  of  the  mean."t  "An  expert  working  under  good 
conditions  may  expect  to  obtain  an  extreme  variation  between  the 
i-esults  in  a  set  of  ten  briquettes  not  exceeding  20  per  cent  of  the 
mean,  and  a  maximum  variation  from  the  mean  not  exceeding  12 
per  cent."t 

The  inexperienced  person  should  make  preliminary  tests  to  de- 
termine his  degree  of  imiformity,  and  one  should  not  attempt  to  make 
test^  iipon  which  to  accept  or  reject  cement  until  he  can  at  least 
approximately  approach  the  above  limits.  Some  expert  operators 
always  make  ten  briquettes  for  each  test,  while  others  make  only 
thi-ee  to  five.  If  the  total  number  of  briquettes  made  of  any 
one  sample  of  cement  requires  a  larger  batch  of  mortar  than  can  be 
conveniently  mixed  at  one  time,  the  briquettes  for  each  period 
should  be  taken  equally  from  the  different  batches. 

172.  Storing  the  Briquettes.  Dining  the  first  24  hours  the  test 
specimens  should  l)e  kept  in  a  moist  chaml^er  or  under  a  damp  cloth 
to  prevent  them  from  drying  out.  The  moist  chamber  is  usually 
either  a  soapstone  or  slale  box  having  a  shallow  receptacle  at  the 
bottom  for  holding  water,  or  a  wooden  box  with  metal  lining  and 
inside  of  that  a  lining  of  felt  which  is  kept  wet.  When  cloth  is  used, 
it  should  l>e  kept  from  coming  into  direct  contact  with  the  briquettes 
by  means  of  a  wire  screen  or  some  similar  device;  and  care  should  be 
taken  to  keep  the  cloth  uniformly  moist,  either  by  immersing  its 
ends  in  water  or  inverting  a  pan  over  the  cloth  and  the  briquette 
moulds. 

The  damp  cloth  is  in  more  common  use  than  the  moist  chamber, 
but  the  latter  is  much  the  better,  since  it  is  nearly  impossible  to 
prevent  the  cloth  from  drying  out  unequally. 
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173.  After  24  hours  in  moist  air,  the  briquettes  to  be  broken  at 
one  day  should  be  taken  from  the  chamber  and  immediately  tested; 
and  those  to  be  broken  later  should  be  immersed  in  water  at  about 
70°  Fahr.  The  volume  of  the  water  should  be  at  least  four  or  five 
times  the  volume  of  the  immersed  briquettes;  and  the  water  should 
l^e  renew^ed  about  eveiy  seven  days  or  there  should  be  a  gentle 
current  through  the  storage  tank  all  the  time.  In  no  case  should 
the  water  be  allowed  to  become  ** stale"  or  alkaline  by  the  absorption 
of  lime  and  salts  from  the  briquettes,  as  ** stale"  water  may  reduce 
the  strength  of  the  briquettes  nearly  one  half. 

The  briquettes  should  be  labelled  or  numbered  to  preserve  their 
identity.  The  briquettes  may  be  marked  with  a  soft  lead  pencil  or 
be  stamped  with  steel  dies.  Neat-cement  briquettes  may  be  stamped 
with  steel  dies,  as  may  also  sand  briquettes  provided  a  thin  layer 
of  neat  cement  is  spread  over  one  eiid  in  which  to  stamp  the  number. 

174.  Age  when  Tested.  Since  in  many  cases  it  is  impracticable 
to  extend  the  tests  over  a  longer  time,  it  has  become  customary  to 
break  the  briquettes  at  one  and  seven  days.  This  practice,  together 
with  a  demand  for  high  tensile  strength,  has  led  manufacturers  to 
increase  the  proportion  of  lime  in  their  cements  to  the  highest  pos- 
sible limit,  which  brings  them  near  the  danger-line  of  unsoundness. 
A  high  strength  at  1  or  7  days  is  usually  followed  by  a  decrease  in 
strength  at  28  days.  Steadily  increasing  strength  at  long  periods 
is  better  proof  of  good  quality  than  high  results  during  the  first  few 
days.  The  German  standard  test  recognjzes  only  breaks  at  28  days. 
In  all  cases  the  time  is  counted  from  the  instant  of  adding  the  water 
when  mixing  the  briquette.  The  briquettes  should  be  tested  as  soon 
as  taken  from  the  water,  as  drying  out  materially  lowers  their 
strength. 

176.  The  Testing  Machine.  There  are  three  types  in  common 
use.  In  one  the  weight  is  applied  by  a  stream  of  shot,  which  runs 
from  a  reservoir  into  a  pail  suspended  at  the  end  of  the  steelyard 
arm;  when  the  briquette  breaks  the  arm  falls,  automatically  cutting 
off  the  flow  of  shot.  In  the  second  type,  a  heavy  weight  is  slowly 
drawn  along  a  graduated  beam  by  a  cord  wound  on  a  wheel  turned 
by  the  operator.  The  third  type  is  simply  a  spring  balance.  The 
first  form  is  the  most  compact,  the  most  rapid,  and  the  most  common ; 
the  second  is  the  most  accurate;  and  the  third  is  the  cheapest  and 
most  portable.  Each  type  is  made  by  each  manufacturer  of  cement7 
testing  appliances. 

176.  The  Clips.  The  most  important  part  of  the  testing  machine 
is  the  clips,  by  means  of  which  the  stress  is  applied  to  the  briquette. 
There  are  four  important  conditions  to  be  fulfilled.  1.  The  form 
must   be  such   as  to   grasp   the   briquette    on    four   symmetrical 
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surfaces.  2.  The  surface  of  contact  must  be  large  enough  to 
prevent  the  briquette  from  being  crushed  l>etween  the  points  of 
contact.  3.  The  clip  must  turn  without  appreciable  friction  when 
under  stress..  4.  The  clip  must  not  spread  appreciably  while  sub- 
jected to  the  maximum  load. 

Fig.  3  shows  three  types  of  clips  in  common  use.  Type  1  is  the 
form  -recommended  by  a  Committee  of  the  American  Society  of 
Civil  Engineers  in  1904.  The  surface  of  contact  between  the  clip 
and  the  briquette  is  \  inch  wide,  and  the  distance  between  the  centers 
of  the  surfaces  of  contact  of  a  clip  is  1^  inch.  The  points  of  contact 
should  accurately  fit  the  briquette,  for  if  the  pressure  is  not  uni- 
formly distributed  over  this  surface  the  concentrated  pressure 
creates  a  tendency  to  break  in  the  clip.     At  bsst  a  considerable  pro- 


Fig.  3. — Clips  for  Holding  Briquettes. 
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portion  of  the  briquettes  do  break  in  the  clips;  and  several  devices 
have  been  introduced  to  prevent  it,  but  none  is  reasonably  successh 
ful.  Type  2  is  a  roller-bearing  clip,  which  permits  a  rolling  contact 
with  the  briquette,  and  has  a  rear  projection,  or  sometimes  a  solid 
back,  on  the  clip  to  aid  in  inserting  the  briquette  centrally.  Type 
3  is  a  self-adjusting  roller-bearing  clip  so  arranged  that  the  briquette 
may  receive  the  same  pressure  on  both  sides  as  it  adjusts  itself  to 
the  pull. 

Great  care  should  be  taken  to  center  the  briquette  properly  in 
the  clips,  as  cross  strains  lower  the  observed  breaking  strength.  An 
eccentricity  of  -^  inch  may  reduce  the  strength  20  per  cent. 

177.  The  Speed,  The  more  rapidly  the  load  is  applied  the 
greater  will  be  the  results  obtained.  For  a  number  of  years  the 
standard  rate  in  this  country  was  400  pounds  per  minute,  but  the 
recently  adopted  standard  specifications  (see  Appendix  I)  require 
a  rate  of  600  pounds  per  minute. 

The  PVench  and  German  standard  specifications  require  660 
pounds  per  minute. 
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178.  Data  on  Tensile  Strength.  The  specifications  adopted  by 
the  American  Society  for  Testing  Materials  in  1904,  and  adopted  also 
by  various  other  national  engineering  societies,  require  that  "the 
minimum  tensile  strength  of  briquettes  1  inch  square  in  cross  section 
shall  be  within  the  limits  shown  in  Table  13,  and  there  shall  be  no 
retrogression  in  strength  within  the  periods  specified.  For  example, 
the  minimum  requirement  for  the  twenty-four  hour  neat-cement 
test  should  be  some  specified  value  within  the  limits  of  150  and  200 
pounds;  and  so  on  for  each  period  stated." 

Specifications  for  strength  should  be  fixed,  within  the  limits  in 
Table  13,  to  suit  the  conditions  under  which  the  cement  is  to  be  used, 
and  also  in  accordance  with  the  personal  equation  of  the  one  who  is 
to  make  the  tests.  If  the  one  who  is  to  test  the  cement  is  not  already 
an  expert,  he  should  get  a  number  of  standard  brands  and  test  them 
to  determine  his  personal  equation  in  comparison  with  the  data  in 
Table  13,  and  then  write  the  specifications  accordingly. 

TABLE  13. 
Minimum  Requirements  for  the  Tensile  Strength  of  Cement. 


AoB  OF  Mortar  When  Tested. 

Average  Tensile   Strength 

IN  Pounds  per  Square 

Inch. 

Portland. 

Natural. 

Clear  Cement. 
1  day — 24  hours  in  moist  air 

150-200 
450-550 
550-650 

150-200 
200-300 

50-100 

7  days — 1  day  in  moist  air,  6  days  in  water 

28  days — 1  day  in  moist  air,  27  days  in  water    

1  Part  Cement,  3  Parts  Standard  Sand. 

7  days — 1  day  in  moist  air,  6  days  in  water 

28  days — 1  day  in  moist  air,  27  days  in  water 

100-200 
200-300 

25-  75 
75-150 

179.  Table  14,  page  82,  shows  the  results  of  tests  of  7,000  bri- 
quettes of  783  samples  of  16  brands  of  portland  cement  tested  at  a 
single  laboratory  in  1905,  and  of  many  thousand  tests  of  twelve 
brands  of  natural  cements  made  at  two  laboratories  in  1905.  Com- 
pare these  results  with  those  in  Table  13  to  see  the  relation  between 
the  standard  requirements  and  the  ability  of  the  manufacturers  to 
meet  them. 

For  additional  data  on  the  strength  of  mortars  composed  of 
different  proportions  of  cement  and  sand  see  Fig.  4  (page  112), 
Fig.  7  (page  122),  and  Fig.  8  (page  123). 
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TABLE  14. 

REBULTa  OK  TENSILK  TrsTS  OK  Cbmbnt. 

Pounds  per  square  inch. 


AoE  When  Tested. 


|«™. 


Clrar  Ckmkst. 

1  day I     190     I  0.12     I     :W2  ||     12i>    1 

7  days .Mri  S17  tWit  128 

28  days |     5!W     |  85.5     )     7.50  ||     Jt*7     | 

1      (^EMBNT    TO    3    STANDAni)    SaND. 

7  days I  124  I  290  I  240  II  ...  I 

28  days |  165  |  368  |  ;t28  ||   . . .   | 

I    (V.MKN'T    TO    1     StaNDAKD    SaNII. 

7davs I     ...     j     ...     1     ...     11      96    | 

28  days |      ...      I      ...      |      ...      ||     168     | 

1  Cemknt  to  2  Stasdahi>  .Sand. 

7  days I      ...      I      ... 

28  days I     ...     |     ... 


I 


11     165     I     195     I 
11     265     I     310     I 


180.  Eqaatmg  the  Results.  It  not  infrequently  occurs  that 
several  samples  of  cement  are  submitted,  and  it  is  required  to  deter- 
mine which  is  the  most  economical.  One  may  be  high-priced  and 
have  great  strength;  another  may  show  great  strength  neat  and 
l>e  coarsely  ground.  If  the  cement  is  tested  neat,  then  strength, 
fineness,  and  cost  should  be  considered;  but  if  the  cement  ia  tested 
with  the  proportion  of  sand  usually  employed  in  practice,  then  only 
strength  and  cost  need  to  be  considered. 

TABLE  1.5. 
Relative  Economy  of  Cemexts  Tested  Neat  at  7  Days. 
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98.3 
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96.6 

477 
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Table  15  shows  the  method  of  deducing  the  relative  economy 
when  the  cement  is  tested  neat;  and  Table  16  shows  the  method 
when  the  cement  is  tested  with  sand.  The  data  are  from  actual 
practice  in  1892,  and  the  cements  arc  the  same  in  both  tables. 
Results  similar  to  the  above  could  be  deduced  for  any  other  age;  the 
circumstances  under  which  the  cement  is  to  be  used  should  deter- 
mine the  age  for  which  the  comparison  should  be  made. 

TABLE  16. 
Relative  Econqmy  of  Cements  Tested  with  Sand  at  7  Days. 


1 
T)5N8ii.b  Strength 

1  C.  TO  3  8. 

Cheapness. 

-1 

Rblativb  Economy. 

Cements. 

pMumU  per 

Square 

Inch. 

Relative. 

Cost  per 
Barrel. 

Relative. 

Product  of  Rela- 
tive Strength  and 
Relative  Cost. 

Rank. 

A 

168 

95.4 

$2.30 

100.0 

95.40 

2 

B 

176 

100.0 

2.34 

98,3 

98.30 

1 

C 

166 

94.3 

2.40 

95.8 

90.33 

3 

D 

135 

76.7 

2.45 

93.8 

71.94 

4 

E 

135 

76.7 

2.47 

93.1 

71.40 

5 

The  above  method  of  equating  the  results  gives  the  advantage 
to  a  cement  which  gains  its  strength  rapidly  and  which  is  liable  to 
be  unsound;  and  therefore  this  method  should  be  used  with  discre- 
tion, particularly  with  short-time  tests. 

181.  Specifications.  Cement  is  so  variable  in  quality  and  intrinsic 
value  that  no  considerable  quantity  should  be  accepted  without 
testing  it  to  see  that  it  conforms  to  a  specified  standard.  A  careful 
study  of  Art.  2  preceding,  will  enable  any  one  to  prepare  such  speci- 
fications as  will  suit  the  special  requirements,  and  also  to  give  the 
instructions  necessary  for  applying  the  tests. 

For  specifications  that  may  properly  be  called  the  American 
standard  specifications  for  cement,  see  Appendix  I. 

182.  Bibliography  of  Cement.  For  additional  data  on  matters 
relating  to  the  manufacture,  the  chemical  composition,  and  the 
method  of  testing  lime  and  cement,  see  the  following: 

1.  Butler,  D.  B.,  Portland  Cement,  Its  Manufacture, 
Testing,  and  Use;  E.  &  F.  N.  Spon,  London,  1899;  p.  360,  5i"X 
S^''.  A  British  book  describing  English  methods  of  manufacture, 
and  treating  qiiite  fully  the  methods  of  testing. 

2.  Eckel,  Edwin  C,  Cements,  Limp:s,  and  Plasters,  Their 
Materials,  Manufacture,  and  Properties;   John  Wiley  &  Sons, 
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New  York,  1905;  p.  712,  6"X9'.  A  quite  full  account  of  th( 
materials  and  methods  of  manufacture  of  limes,  portland  cements 
natural  cements,  and  of  some  of  the  Jess  common  hydraulic  cements 

3.  Falk,  Myrox  S.,  Cements,  Mortars,  and  Concretes 
M.  C.  ClarH,  New  York,  1904;  p.  174,  6"X9'. 

4.  Meade,  Richard  K.,  Portland  Cement,  Its  Composition 
Raw  Material,  Mandfacture,  Testing,  and  Analysis;  Th( 
Chemical  Publishing  Co.,  Easton,  Pa.,  1906;  p.  385,  6''X9'.  A 
study  of  Portland  cement  chiefly  from  the  viewpoint  of  the  manu- 
facturer and  the  chemist. 

5.  Sarin,  Lours  Carlton,  Cement  and  Concrete;  McGraw 
Publishing  Co.,  New  .York  City,  1905;  p.  507,  6''X9'.  Part  ] 
(27   p.)    relates  to  methods   of   manufacture.     Part   II    (126   p.] 

-gives  the  results  of  numerous  comparative  tests  of  portland  anc 
natural  cements.  Part  III  (186  p.)  is  devoted  to  the  preparatioi 
and  properties  of  mortar  and  concrete.  Part  IV  (142  p.)  describe! 
the  uses  of  mortar  and  concrete. 

6.  Taylor,  W.  Puhves,  Practical  Cement  Testing;  M.  C 
Clark  Publishing  Co.,  New  York  City,  1906;  p.  320,  6''X9'.  Thirty. 
three  pages  are  devoted  to  statistics,  composition,  and  manufacture 
and  the  remainder  of  the  book  to  detailed  descriptions  of  the  methodi 
of  testing.  The  book  is  fully  illustrated,  and  is  practically  a  labora 
tory  guide  to  testing  the  hydraulic  cements. 

7.  Waterbury,  Leslie  A.,  Cement  Laboratort  Mantjal 
John  Wiley  &  Sons,  New  York,  1908;  p.  122,  5"X7'.  A  detailec 
description  of  the  various  steps  in  testing  hydraulic  cements,  witl 
illustrations  of  the  apparatus  employed. 


CHAPTER  V 
SAND,  GRAVEL,  AND  BROKEN  STONE 

183.  Sand  is  used  in  making  mortar;  and  giavel,  or  sand  and 
broken  stone,  in  making  concrete.  The  qualities  of  the  sand  and 
broken  stone  have  an  important  effect  upon  the  strength  and  the 
cost  of  the  mortar  and  the  concrete.  The  effect  of  the  variation  in 
these  materials  is  generally  overlooked,  even  though  the  cement  is 
Fubject  to  rigid  specifications. 

Art.  1.    Sand. 

184.  Sand  is  mixed  with  lime  or  cement  to  reduce  the  cost  of 
the  mortar;  and  is  added  to  lime  also  to  prevent  the  cracking  which 
would  occur  if  lime  were  used  alone.  Any  material  may  be  used  to 
dilute  the  mortar,  provided  it  has  no  effect  upon  the  durability  of 
the  cementing  material  and  is  not  itself  liable  to  decay.  Pulverized 
stone,  powdered  brick,  slag,  or  coal  cinders  may  be  used;  but  natural 
sand  is  by  far  the  most  common,  although  fine  crushed  stone,  or 
"stone  screenings,"  is  sometimes  employed  and  is  in  some  respects 
better  than  natural  sand.  » 

In  testing  cement  a  standard  natural  sand  or  crushed  quartz  is 
employed;  but  in  the  execution  of  actual  work  local  natural  sand 
must  be  employed  for  economic  reasons.  Before  commencing  any 
considerable  work,  all  available  natural  sands  and  possible  sub- 
stitutes should  be  examined  to  determine  their  values  for  use  in 
mortar. 

186.  Requisites  FOR  Good  Sand.  To  be  suitable  for  use  in  mortar, 
the  sand  should  be  sharp,  clean,  and  coarse;  and  the  grains  should 
be  composed  of  durable  minerals,  and  the  gradation  of  the  sizes  of 
the  grains  should  be  such  as  to  give  a  minimum  of  voids,  i.e.,  inter- 
stices between  the  grains. 

The  usual  specifications  are  simply:   "The  sand  shall  be  sharp 
clean,  and  coarse." 

186.  Durability.  As  a  rule  ocean  and  lake  sands  are  more  dur- 
able than  glacial  sands.  The  latter  are  rock-meal  ground  in  the 
geological  mill,  and  usually  consist  of  silica  with  a  considerable 
admixture  of  mica,  hornblende,  feldspar,  carbonate  of  lime,  etc. 
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The  silica  is  hard  and  durable;  but  the  mica,  hornblende,  feldspar, 
and  carbonate  of  lime  are  soft  and  friable,  and  are  easily  decomposed 
by  the  gases  of  the  atmosphere  and  the  acids  of  rain-water.  The 
lake  and  ocean  sands  are  older  geologically;  and  therefore  are  as  a 
rule  nearly  pure  quartz,  since  the  action  of  the  elements  has  eliminated 
the  softer  and  more  easily  decomposed  constituents.  Some  ocean 
sands  are  nearly  pure  carbonate  of  lime,  which  is  soft  and  friable, 
and  are  therefore  entirely  unfit  for  use  in  mortar.  These  are  known 
as  calcareous  sands. 

The  glacial  sands  frequently  contain  so  large  a  proportion  of  soft 
and  easily  decomposed  constituents  as  to  render  them  unfit  for  use 
in  exposed  work,  as  for  example  in  cement  sidewalks.  Instead  of 
constructing  exposed  work  with  poor  drift  sand,  it  is  better  either 
to  ship  natural  silica  sand  a  considerable  distance  or  to  secure  crushed 
quartz.  Crushed  granite  is  frequently  used  instead  of  sand  in 
cement  sidewalk  construction;  but  granite  frequently  contains  mica, 
hornblende,  and  feldspar  which  render  it  unsuitable  for  this  kind  of 
work. 

However,  as  a  rule  the  physical  condition  of  the  sand  is  of  more 
importance  than  its  chemical  composition. 

187.  Sharpness.  Sharp  sand,  i.e.,  sand  with  angular  grains, 
is  preferable  to  that  with  rounded  grains  because  (1)  the  angular 
grains  are  rougher  and  therefore  the  cement  will  adhere  better;  and 
(2)  the  angular  grains  offer  greater  resistance  to  moving  one  on  the 
other  when  under  compression.  On  the  other  hand,  the  sharper 
the  sand  the  greater  the  proportion  of  the  interstices  between  the 
grains  (compare  line  4  of  Table  19,  page  93,  with  the  preceding 
lines  of  the  table),  and  consequently  the  greater  the  amount  of 
cement  required  to  produce  a  given  strength  or  density.  For 
crushing  strength  a  high  degree  of  sharpness  is  more  important  than 
a  small  per  cent  of  voids;  but  for  tensile  strength,  economy^  and 
water-tightness  a  small  per  cent  of  voids  is  more  important. 

The  sharpness  of  sand  can  be  determined  approximately  by 
rubbing  a  few  grains  in  the  hand  and  noting  whether  there  is  any 
cutting  action,  or  by  crushing  it  near  the  ear  and  noting  if  a 
grating  sound  is  produced;  but  an  examination  through  a  small 
lens  is  a  better  means.  Strictly  speaking,  the  grains  of  all  natural 
sand  are  rounded  rather  than  angular.  Sharp  sand  is  often  difficult 
to  obtain,  and  the  requirement  that  ''the  sand  shall  be  sharp" 
is  practically  a  dead  letter  in  most  specifications.  For  the  reasons 
given  in  the  preceding  paragraph,  sharpness  should  not  be  specified. 

188.  Cleanness.  Clean  sand  is  necessary  for  the  strongest  mortar, 
since  an  envelop  of  loam  or  organic  matter  about  the  sand  grains 
will  prevent  the  adherence  of  the  cement.    The  cleanness  of  sand 
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may  be  judged  by  pressing  it  together  in  the  hand  while  it  is  damp; 
if  the  sand  sticks  together  when  the  pressure  is  removed,  it  is  entirely 
too  dirty  for  use  in  mortar.  The  cleanness  may  also  be  tested  by 
rubbing  a  little  of  the  dry  sand  in  the  palm  of  the  hand;  if  the  hand 
is  nearly  or  quite  clean  after  throwing  the  sand  out,  the  sand  is 
probably  clean  enough  for  mortar.  The  cleanness  of  the  sand  may 
be  tested  quantitatively  by  agitating  a  quantity  of  sand  with  water 
in  a  graduated  glass  flask;  after  allowing  the  mixture  to  settle,  the 
amount  of  precipitate  and  of  sand  may  be  read  fi-om  the  graduation. 
Care  should  be  taken  that  the  precipitate  has  fully  settled,  since  it 
will  condense  considerably  after  its  upper  surface  is  clearly  marked. 

In  engineering  literature  but  few  definite  specifications  for  the 
cleanness  of  sand  can  be  found,  a  diligent  search  revealing  only  the 
following:  For  bridge  work  on  the  New  York  Central  and  Hudson 
River  R.  R.,  the  specifications  require  that  the  sand  shall  be  so 
clean  as  not  to  soil  white  paper  when  rubbed  on  it.  For  the  retaining 
walls  on  the  Chicago  Sanitary  Canal,  the  suspended  matter  when 
shaken  with  water  was  limited  to  0.5  per  cent.  For  the  dam  on  the 
Monongahela  River,  built  under  the  direction  of  the  U.  S.  A.  engi- 
neers, the  suspended  matter  was  liinited  to  1  per  cent.  For  the  dam 
at  Portage,  N.  Y.,  built  by  the  State  Engineer,  the  "  aggregate  of  the 
impurities"  was  limited  to  5  to  8  per  cent.  The  contamination 
permissible  in  any  particular  case  depends  upon  the  cleanness  of  the 
sand  available  and  upon  the  difficulty  of  obtaining  perfectly  clean 
sand.  Sand  employed  in  masonry  construction  frequently  contains 
5,  and  sometimes  10,  per  cent  of  suspended  matter. 

Under  no  consideration  should  the  sand  contain  any  leaves, 
straw,  paper,  shavings,  chips,  etc. 

189.  Effect  of  Clay.  The  effect  of  clay  in  the  sand  varies  with  the 
richness  of  the  mortar,  i.e.,  with  the  proportion  of  cement.  The 
strength  and  density  of  neat  cements  and  of  mortars  containing  1 
or  2  parts  of  sand,  are  decreased  by  even  slight  additions  of  clay; 
but  the  strength,  and  also  the  density,  of  mortars  containing  three 
or  four  parts  of  sand  are  usually  increased  by  the  addition  of  10  to 
20  per  cent  of  finely  pulverized  clay,  and  still  leaner  mortars  are 
improved  by  even  larger  percentages  of  clay.  The  clay,  if  finely 
pulverized,  helps  to  fill  the  voids  of  the  sand  and  causes  the  cement- 
ing material  to  coat  the  grains  better  and  bind  them  together  more 
strongly.  The  exact  effect  of  the  clay  depends  chiefly  upon  the 
fineness  of  the  sand  grains  and  upon  the  p(*rcentages  of  the  voids 
(§  193)  in  the  clean  sand;  but  depends  also  upon  the  thoroughness  of 
mixing  and  the  amount  of  water  used,  for  if  the  clay  forms  a  coating 
on  the  sand  grains  and  is  not  removed  in  the  mixing,  a  small  amount 
gf  clay  is  very  deleterious. 


88  Sand,  Gravel,  and  Broken  Stone.  [Chap.  V. 

Lean  mortars  containinfi;  clay  to  a  considerable  per  cent  of  the 
cement  are  more  plastic  and  work  better  under  the  trowel  than 
similar  mortars  made  of  cloan  sand;  and  clay  is  sometimes  added 
to  produce  this  effect.  The  presence  of  the  clay  retards  the  setting 
of  the  cement — natural  usually  more  than  portland — ^and  makes 
the  mortar  more  susceptible  to  the  action  of  frost. 

190.  Washing  Sarul.  Sand  is  sometimes  washed.  This  may  be 
done  by  placing  it  on  a  wire  screen  and  playing  upon  it  with  a  hose, 
or  by  placing  it  in  an  inclined  revolving  cylindrical  screen  and 
drenching  it  with  water.  When  only  comparatively  small  quan- 
tities of  clean  sand  are  required,  it  (ran  l)e  washed  by  shoveling  it 
into  the  upper  end  of  an  inclined  V-shaped  trough  and  playing  upon 
it  with  a  hose,  the  clay  and  lighter  organic  matter  floating  away  and 
leaving  the  clean  sand  in  the  lower  portion  of  the  trough,  from  which 
it  can  be  drawn  off  by  removing  plugs  in  the  sides  of  the  trough. 
Sand  can  be  washed  fairly  clean  by  this  method  at  an  expense  of 
about  10  cents  per  cubic  yard  exclusive  of  the  cost  of  the  water. 
For  a  sketch  and  description  of  an  elaborate  machine  for  washing 
sand  by  paddles  revolving  in  a  box,  see  Emjineering  News,  Vol.  xli, 
page  111  (Feb.  1(3,  1S99).  By  this  method'  the  cost  of  thoroughly 
washing  diily  sand  is  about  15  cents  per  cubic  yard. 

Washing  may  or  may  not  improve  the  mortar-making  qualities 
of  a  sand.  The  washing  may  carry  away  only  the  finer  particles  of 
the  impurities,  and  thereby  increase  the  strength  of  the  mortar; 
or  the  washing  may  remove  all  the  impurities  and  also  the 
finer  sand  grains,  and  thereby  increase  the  per  cent  of  voids  and 
hence  w^eaken  the  mortar.  Before  deciding  to  wash  any  partic- 
ular sand,  a  test  should  be  made  of  the  effect  upon  the  strength  of 
the  mortar  of  any  particular  method  of  washing. 

191.  Fineness.  Course  sand  is  preferable  to  fine,  since  (1)  the 
former  has  less  surface  to  l)e  covered  ahd  hence  requires  less  cement; 
and  (2)  the  coarse  sand  requires  l(\ss  labor  to  fill  the  interstices  with 
the  cement.  The  sand  should  be  screened  to  remove  the  pebbles, 
the  fineness  of  the  screen  depending  upon  the  kind  of  work  in  which 
the  mortar  is  to  be  used.  The  coarser  the  sand  the  better,  even  if  it 
may  properly  be  designated  fine  gravel,  provided  the  diameter  of  the 
largest  pebble  is  not  too  nearly  e<[ual  to  the  thickness  of  the  mortar 
joint. 

Table  17  gives  the  lesults  of  a  series  of  experiments  to  determine 
the  effect  of  the  size  of  grains  of  sand  upo!i  the  t:ensile  strength  of 
cement  mortar.  The  briquettes  were  all  !nade  at  the  same  time  by 
the  same  person  from  the  same  cement  and  sand,  the  only  difference 
being  in  the  fineness  of  the  sand.  The  ta}>le  clearly  shows  that 
coarse  sand  is  better  than  fine.     Notice  that  the  results  in  line  4  o( 
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TABLE  17. 

Effect  of  Fineness  of  Sand  upon  the  Tensile  Strength  of  1  :  2 

Cement  Mortar. 


Tensile 

Strength 

• 

,  IN  POUNDS  PER  SQUARE  INCH, 

Ref 

Sand  caught  between 

AFTER 

THP  TWO  SIEVES  STATED 
9ELOW. 

No. 

7  Days. 

1  Mo. 

3M08. 

6Mos. 

12Mo8. 

1 

No.  4  and  No.   8 

243 

442 

539 

470 

665 

2 

u          g  u       u          ig 

269 

345 

473 

512 

572 

3 

"  16  "  "   20 

186 

250 

313 

397 

396 

4 

"  20  "  "   30 

211 

281 

322 

402 

440 

5 

"  30  "  "   50 

149 

205 

238 

275 

318 

6 

"  50  "  "   75 

122 

214 

260 

275 

308 

7 

"  75  "  "  100 

98 

153 

211 

208 

253 

8 

Passing  No.  100 

98 

155 

161 

229 

271 

the  table  are  larger  than  those  in  line  3.  This  is  probaoly  due  to  the 
fact  that  the  sand  for  line  4  has  a  greater  range  of  sizes  arid  conse- 
quently fewer  voids.  If  this  explanation  is  true,  the  coarse  sand 
is  relatively  better  than  appears  from  Table  17,  since  the  sand  in  each 
line  of  the  lower  half  of  the  table  has  greater  variety  of  sizes  than 
those  in  the  upper  half. 

Table  18  shows  the  fineness  of  natural  sands  employed  in  actual 
construction;   and  as  the  sands  were  to  all  appearances  of  the  same 

TABLE  18. 

Tensile  Strength  of  1  : 3  Portland  Cement  Mortars  with 
Natural  Sands  Differing  Chiefly  in  Fineness. 


Fineness. 

sngth, 

IN. 

Ref. 
No. 

Per  Cent.  b> 

'  weight 

,  caught  on  Siev( 

B  No. 

Per 
Cent 

S  eo 

4 

8 

16 

20 

30 

50 

75 

100 

No. 
100. 

IS 

u 
H 

1 

0 

26 

21 

16 

11 

9 

8 

7 

2 

700 

2 

0 

29 

29 

13 

10 

12 

5 

1 

447 

3 

0 

22 

21 

11 

17 

20 

8 

1 

370 

4 

0 

13 

15 

10 

19 

33 

6 

1 

341 

5 

0 

9 

10 

6 

11 

45 

15 

2 

332 

6 

0 

13 

15 

7 

8 

38 

15 

4 

309 

7 

0 

0 

0 

0 

1 

•  6 

69 

23 

2 

246 

8 

0 

0 

0 

0 

0 

0 

0 

6 

94 

200 

9 

0 

0 

0 

2 

3 

15 

45 

30 

5 
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Lean  mortars  containing  clay  to  a  considerable  per  cent  of  the 
cement  are  more  plastic  and  worlc  better  under  the  trowel  than 
similar  mortars  made  of  clean  sand;  and  clay  is  sometimes  added 
to  produce  this  effect.  The  presence  of  the  clay  retards  the  setting 
of  the  cement — natural  usually  more  than  portland — ^and  makes 
the  mortar  more  susceptible  to  the  action  of  frost. 

190.  Washing  Sand.  Sand  is  sometimes  washed.  This  may  be 
done  by  placing  it  on  a  wire  screen  and  playing  upon  it  with  a  hose, 
or  by  placing  it  in  an  inclined  revolving  cylindrical  screen  and 
drenching  it  with  water.  When  only  comparatively  small  quan- 
tities of  clean  sand  are  required,  it  can  be  washed  by  shoveling  it 
into  the  upper  end  of  an  inclined  V-shaped  trough  and  plajnng  upon 
it  with  a  hose,  the  clay  and  lighter  organic  matter  floating  away  and 
leaving  the  clean  sand  in  the  lower  portion  of  the  trough,  from  which 

I  be  drawn  off  by  removing  plugs  in  the  sides  of  the  trough. 
Sand  can  be  washed  fairly  clean  by  this  method  at  an  expense  of 
■  about  10  cents  per  cubic  yard  exclusive  of  the  cost  of  the  water. 
For  a  sketch  and  description  of  an  elalx)rate  machine  for  washing 
sand  by  paddles  revolving  in  a  box,  see  Engineering  News,  Vol.  xli, 
page  111  (Feb.  16,  1899).  By  this  method  the  cost  of  thoroughly 
washing  dirty  saixl  is  about  15  cents  per  cubic  yard. 

Washing  may  or  may  not  improve  the  mortar-making  qualities 
of  a  sand.  The  washing  may  carry  away  only  the  finer  particles  of 
the  impurities,  and  thereby  increase  the  strength  of  the  mortar; 
or  the  waging  may  remove  all  the  impurities  and  also  the 
finer  sand  grains,  and  thereby  increase  the  per  cent  of  voids  and 
hence  weaken  the  mortar.  Before  deciding  to  wash  any  partic- 
ular sand,  a  test  should  be  made  of  the  effect  upon  the  strength  of 
the  mortar  of  any  particular  method  of  washing. 

191.  FinenoH.  Coarse  sand  is  preferable  to  fine,  smce  (1)  the 
former  has  less  surface  to  be  covered  and  hence  requires  less  cement; 
and  (2)  the  coarse  sand  requires  less  labor  to  fill  the  interstices  with 
the  cement.  The  sand  should  be  screened  to  remove  the  pebbles, 
the  fineness  of  the  screen  depending  upon  the  kind  of  work  in  which 
the  mortar  is  to  be  used.  The  coarser  the  sand  the  better,  even  if  it 
may  properly  be  designated  fine  gravel,  provided  the  diameter  of  the 
largest  pebble  is  not  too  nearly  equal  to  the  thickness  of  the  mortar 
joint. 

Table  17  gives  the  results  of  a  series  of  experiments  to  determine 
the  effect  of  the  size  of  grains  of  sand  upon  the  tensile  strength  of 
cement  mortar.  The  briquettes  were  all  made  at  the  same  time  by 
the  same  person  from  the  same  cement  and  sand,  the  only  difference 
being  in  the  fineness  of  the  sand.  The  table  clearly  shows  that 
coarse  sand  is  better  than  fine.     Notice  that  the  results  in  hne  4  o^ 
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TABLE  17. 

fepislCT  OF  FiNENKSS  OF  SaND  UPON  THE  TeNSILE  STRENGTH  OF  1   :  2 

Cement  Mortar. 


Tensile 

Strength 

• 

,    IN    POUNDS    PER  SQUARE    INCH. 

Rc:^ 

Sand  caught  between 

AFTER 

IC^^ 

THT  TWO  BXEVER  STATED 
BELOW. 



7  Days. 

1  Mo. 

3Mos. 

6Mo8. 

12Mo8. 

X 

No.    4  and  No.     8 

243 

442 

539 

470 

665 

:i 

"       8    "     "       16 

269 

345 

473 

512 

572 

;i 

"     16    "     "       20 

186 

250 

313 

397 

396 

< 

"     20    "    "       30 

211 

281 

322 

402 

440 

5 

"     30    "    "       50 

149 

205 

238 

275 

318 

6 

"     50    "    "       75 

122 

214 

260 

275 

308 

7 

"     75    "    "     100 

98 

153 

211 

208 

253 

8 

Passing  No.  100 

98 

155 

161 

229 

271 

tte  table  are  larger  than  those  in  line  3.  This  is  probaoly  clue  to  the 
fact  that  the  sand  for  line  4  has  a  greater  range  of  sizes  arid  conse- 
quently fewer  voids.     If  this  explanation  is  true,  the  coarse  sand 

is  relatively  better  than  appears  from  Table  17,  since  the  sand  in  each 

line  of  the  lower  half  of  the  table  has  greater  variety  of  sizes  than 

those  in  the  upper  half. 

Table  18  shows  the  fineness  of  natural  sands  employed  in  actual 

construction;   and  as  the  sands  were  to  all  appearances  o£  the  same 

TABLE  18. 

Tensile  Strength  of  1  : 3  Portland  Cement  Mortars  with 
Natural  Sands  Differing  Chiefly  in  Fineness. 


Fineness. 

sngth, 

IN. 

Rbf. 
No. 

Per  Cent,  b> 

'  weight 

,  caught  on  Siev( 

bNo. 

Per 
Cent 

S<9 

CO  0$ 

"S 

4 

8 

16 

20 

30 

50 

75 

100 

No. 
100. 

Is 

H 

H 

1 

0 

26 

21 

16 

11 

9 

8 

7 

2 

700 

2 

0 

29 

29 

13 

10 

12 

5 

1 

447 

3 

0 

22 

21 

11 

17 

20 

8 

1 

370 

4 

0 

13 

15 

10 

19 

33 

6 

1 

341 

5 

0 

9 

10 

6 

11 

45 

15 

2 

332 

6 

0 

13 

15 

7 

8 

38 

15 

4 

309 

7 

0 

0 

0 

0 

1 

■  6 

69 

23 

2 

246 

8 

0 

0 

0 

0 

0 

0 

0 

6 

94 

200 

9 

0 

0 

0 

2 

3 

15 

45 

30 

5 
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• 

character,  this  table  also  shows  at  least  approximately  the  effect 
of  fineness  ;ipon  tensile  strength.  This  table  agrees  with  the  pre- 
ceding in  showing  that  the  coarser  sand  makes  the  stronger  mortar. 
This  conclusion  is  pei-fectly  general. 

If  the  voids  are  filled  with  cement,  uniform  coarse  grains  give 
greater  strength  than  coarse  and  fine  mixed;  or,  in  other  words, 
for  rich  mortar  coarse  grains  are  more  important  than  small  voids. 
But  if  the  voids  are  not  filled,  then  coarse  and  fine  sand  mixed  give 
greater  strength  than  uniform  coarse  grains;  or,  in  other  words, 
for  iean  mortar  a  small  proportion  of  voids  is  more  important  than 
coarse  grains.* 

192.  Specifications  seldom  contain  any  numerical  requirement 
for  the  fineness  of  the  sand.  The  two  following  are  all  that  can  be 
found.  For  the  retaining-wall  masonry  on  the  Chicago  Sanitary 
Canal  the  requirements  were  that  not  more  than  50  per  cent  should 
pass  a  No.  50  sieve,  and  not  more  than  12  per  cent  should  pass  a 
No.  80  sievf.  For  the  Portage  Dam  on  the  Genesee  River,  built  by 
the  Ne.w  York  State  Engineer,  the  specifications  were  that  at  least 
75  per  cent  should  pass  a  No.  20  sieve  and  be  caught  on  a  No.  40. 

The  fineness  of  the  sand  employed  in  several  noted  works  is  as 
follows,  the  larger  figures  being  the  nurhber  of  the  sieve,  and  the 
smaller  figures  pre(;eding  the  number  of  the  sieve  being  the  per  cent 
retained  by  that  sieve,  and  the  small  number  after  the  last  sieve 
number  being  the  per  cent  passing  that  sieve:  Poe  Lock,  St.  Mary's 
Fall  Canal,  ^  20  *^  30  ^'^40*^;  concrete  for  pavement  foundations  in 
the  City  of  Washington,  D.  C,  ^3  ^  G  « S  ''  10  ^  20  ^  40 '  60 '  80 ';  Gen- 
esee (N.  Y.)  Storage  Dam,  ^20^30^50^  100^  Rough  River  (Ky.) 
Improvement,  "20  "30  ^50^^  St.  Regis  sand,  Soulanges  Canal, 
Canada,  "^20^  30 ''50";  Grand  Coteau  sand,t  Soulanges  Canal, 
Canada,  "  20  ^  30  '^  50  ^.  Tables  18  (page  89)  and  19  (page  93)  show 
the  fineness  of  a  number  of  natural  sands  employed  in  actual  work. 

The  specifications  proposed  by  the  German  Concrete  Society  J 
for  concrete  structures  designate  as  sand  any  grain  of  natural  sand 
or  crushed  stone  less  than  0.28  inch  in  diameter,  material  having 
pieces  larger  than  this  being  called  pebbles  or  broken  stone.  Many 
American  engineers  draw  the  line  between  sand  and  pebbles  or 
broken  stone  at  pieces  0.20  inch  in  diameter.  A  noted  American 
authority  says  a  good  sand  should  have  all  of  its  grains  less  than 

*  Report  of  Chief  of  Engineers,  U.  S.  A.,  1896,  p.  2862,  or  Jour.  West.  Soc.  of  Engrs. 
vol.  ii,  p.  519;  and  Report  of  Operations  of  the  Engineering  Department  of  the  District 
of  Columbia,  1896,  p.  195. 

t  A  1  :  2  mortar  with  this  sand  was  only  79  per  cent  as  strong  as  that  immediately 
|)rereding;  and  with  a  1  :  3  mortar  only  71  per  cent. — Trans.  Can.  Soc.  of  0.  E.,  vol. 
i\,  p.  297. 

X  Kjuiivrnivti  Xnra,  vnl.  liv,  p.  47^-81. 
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0.20  inch  in  diameter  and  should  have  not  less  than  30  per  cent  that 
will  pass  a  No.  40  sieve.* 

193.  Voids.  The  smaller  the  proportion  of  voids,  i.e.,  the  inter- 
stices between  the  grains  of  the  sand,  the  less  the  amount  of  cement 
required,  and  consequently  the  more  economical  the  sand. 

The  per  cent  of  voids  in  sand  may  be  determined  by  either  of 
two  methods,  which  for  brevity  will  here  be  designated  as  (1)  deter- 
mining voids  by  the  specific  gravity  method,  and  (2)  determining 
j voids  by  direct  measurement. 

J  194.  Determining  Voids  by  Specific  Gravity  Method.  This  method 
consists  in  determining  (1)  the  specific  gravity  of.  the  sand  and  from 
that  computing  the  weight  of  a  cubic  unit  of  the  solid  material,  and 
(2)  the  weight  of  a  cubic  unit  of  the  sand.  The  difference  between 
the  first  weight  and  the  second  weight,  divided  by  the  first  weight, 
gives  the  proportion  of  voids,  or  expressed  in  percentages,  gives  the 
per  cent  of  voids. 

The  specific  gravity  of  siliceous  sands  is  quite  uniformly  2.65; 
but  glacial  sand  containing  fragments  of  limestone,  sandstone,  shale, 
and  slate  may  have  a  specific  gravity  of  2.60  or  even  a  little  less. 
How^ever,  it  is  sufficient  to  assume  the  specific  gravity  of  good 
siliceous  sand  at  2.65.  The  sand  should  be  dried  at  a  temperature 
not  less  than  212°  Fahr.  until  there  is  no  further  loss  of  weight. 
The  weight  of  a  unit  of  sand -may  be  determined  for  the  sand  loose, 
shaken,  or  rammed,  and  the  per  cent  of  voids  will  be  for  the  corre- 
sponding condition.  It  is  probably  better  to  determine  the  voids 
for  the  sand  when  rammed,  since  the  mortar  is  either  compressed 
or  rammed  when  used. 

196.  Determining  Voids  by  Direct  Measurement.  The  proportion 
of  voids  may  be  determined  by  filling  a  vessel  with  siand  and  then 
determining  the  amount  of  water  that  can  be  poured  into  the  vessel 
with  the  sand.  The  quantity  of  water  poured  into  the  sand  divided 
by  the  amount  of  water  alone  which  the  vessel  will  contain  is  the 
proportion  of  voids  in  the  sand.  The  quantities  of  water  as  above 
may  be  determined  either  by  volume  or  by  weight.  The  proportion 
of  voids  may  be  determined  for  the  sand  loose,  shaken,  or  rammed, 
the  latter  condition  being  the  more  appropriate^  since  the  mortar  is 
either  compressed  or  rammed  when  used.  For  accurate  work  the 
sand  should  be  dried  to  expel  all  moisture,  as  moisture  affects  both 
the  weight  and  the  volume  of  the  sand,  particularly  if  the  sand  is 
fine  (see  §  196).  Further,  even  though  the  sand  is  so  coarse  that 
its  volume  is  not  appreciably  affected  by  the  moisture  present,  the 
sand  should  be  dried  since  it  is  the  total  per  cent  of  voids  in  the  sand, 
and  not  of  the  air-filled  voids  alone,  that  is  desired. 

♦S,  E.  Thompson,  in  Engineering  News,  vol.  lix,  p.  28. 
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The  above  method  is  subject  to  considerable  error,  since  it  is 
difficult  to  eliminate  the  air  bubbles, — ^particularly  if  the  sand  is 
fine  or  has  been  rammed.  Further,  if  the  sand  is  dirty  and  the  water 
is  poured  upon  it,  there  is  liability  of  the  clay's  being  washed  down 
and  puddling  a  stratum  which  will  prevent  the  water's  penetrating 
to  the  bottom.  If  the  bubbles  are  not  excluded,  or  if  the  water  does 
not  penetrate  to  the  bottom,  the  result  obtained  is  less  than  the  true 
proportion  of  voids. 

Hence,  to  determine  the  voids  more  accurately,  put  part  of  the 
water  into  the  vessel  and  sprinkle  the  sand  slowly  into  the  water, 
so  as  to  give  opportunity  for  the  air  bubbles  to  escape.  The  sand 
should  not  drop  through  any  considerable  depth  of  water,  as  there 
is  a  liability  that  the  sand  may  become  separated  into  strata  having 
a  single  size  of  grains  in  each,  in  which  case  the  voids  will  be  greater 
than  if  the  several  sizes  were  thoroughly  mixed.  Add  water  from 
time  to  time,  and  continue  to  drop  in  the  sand  until  the  vessel  is 
full  of  water  and  the  sand  is  at  the  top  of  the  water.  Finally,  as 
before,  the  quantity  of  water  in  the  vessel  with  the  sand,  divided  by 
the  amount  of  water  alone  which  the  vessel  will  contain,  is  the  pro- 
portion of  voids  in  the  sand. 

196.  Effect  of  Moisture  on  Voids.  A  small  per  cent  of  moisture  has  a 
surprising  effect  upon  the  volume  and  consequently  upon  the  per 
cent  of  voids.  For  example,  fine  sand  containing  2  per  cent  of 
moisture  uniformly  distributed  has  nearly  20  per  cent  greater  volume 
than  the  same  sand  when  perfectly  dry.*  This  effect  of  moisture 
increases  with  the  fineness  of  the  sand,  and  decreases  with  the 
amount  of  water  present,  and  with  the  amount  of  tamping.  When 
saturated,  sand  will  have  a  bulk  less  than  the  original  dry  volume. 

A  knowledge  of  the  amount  and  of  the  effect  of  moisture  present 
in  the  sand  is  important  in  proportioning  mortar.  For  example, 
with  ordinary  sand  3  or  4  per  cent  of  water  will  increase  the  volume 
so  that  a  mortar  consisting  of  1  volume  of  cement  to  4  volumes  of 
damp  sand  is  equivalent  to  a  1  to  8  mortar  of  dry  sand. 

197.  Data  on  Voids.  Table  ID,  page  93,  shows  the  voids  of  a 
number  of  both  artificial  and  natural  sands.  An  examination  of 
the  table  shows  tluit  the  voids  of  natural  sand  when  rammed  vary 
from  30  to  37  per  cent.  Sands  No.  10,  11,  and  12  are  fairly  good, 
although  they  are  finer  than  the  first  four  in  Table  18,  page  89; 
but  sands  No.  13  and  14  are  too  fine  to  give  a  strong  mortar,  although 
they  have  a  fairly  low  per  cent  of  voids.  All  five  of  these  sands  are 
frequently  employed  in  making  mortar  and  (concrete  for  important 
work. 

*  Ferct,  Ch'wi  of  Laboratory  Poiits  ct  Cbaussecs,  in  Engineering  New8,  voL  xxvii, 
p.  310.     For  .similar  data  see  Rei>ort  of  Cliief  of  Engineers,  U.  S.  A.,  1895,  p.  2935. 
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198.  The  following  observations  may  be  useful  in  investig^ing 
the  relative  merits  of  different  sands: 

The  proportion  of  voids  is  independent  of  the  size  of  the  grains, 
but  depends  upon  the  gradation  of  the  sizes,  and  varies  with  the 
form  of  the  grains  and  the  roughness  of  the  surface.  A  mass  of 
perfectly  smooth  spheres  of  any  uniform  size  packed  as  closely  as 
possible  would  have  26  per  cent  of  voids;  but  if  the  spheres  are  packed 
as  loosely  as  possible  the  voids  would  be  48  per  cent.  A  promiscuous 
mass  of  bird-shot  of  nominally  one  size  has  about  36  per  cent  of  voids. 
The  difference  between  this  and  the  theoretical  minimum  per  cent 
for  perfectly  smooth  spheres  is  due  to  the  variation  in  size,  to  the 
roughness  of  the  surface,  and  to  not  securing  in  all  parts  of  the  mass 
the  arrangement  of  the  shot  necessary  for  minimum  voids. 

If  the  mass  of  sand  consists  of  a  mixture  of  two  sizes  of  grains 
such  that  the  smaller  grains  can  occupy  the  voids  between  the  larger, 
then  the  proportion  of  voids  may  be  very  much  smaller  than  with  a 
single  size  of  grains.  The  proportion  o^  any  particular  size  should 
be  only  sufficient  to  fill  the  voids  between  the  grains  of  the  next 
larger  size. 

The  finer  the  sand  the  more  nearly  uniform  the  size  of  the  grains, 
and  consequently  the  greater  the  proportion  of  voids.  The  advantage 
of  coarse  sand  over  fine  increases  as  the  proportion  of  cement  de- 
creases, since  with  the  smaller  proportions  of  cement  the  voids  are 
not  filled. 

199.  Stone  Screenings.  The  finer  particles  screened  out  of 
crushed  stone  are  sometimes  used  instead  of  sand.  For  the  physical 
characteristics  of  stone  screenings  see  No.  10  and  17,  page  93. 

Experiments  show  that  sandstone  screenings  give  a  slightly 
stronger  mortar  than  natural  sand,  probably  be<*ause  of  the  greater 
sharpness  of  the  grains.  Crushed  limestone  usually  makes  a  con- 
siderably stronger  mortar,  in  both  tension  and  compi-ession,  than 
natural  sand,  and  this  difference  seems  to  increase  with  the  age  of 
the  mortar.*  In  some  cases  limestone  sci-eenings  give  50  to  100 
per  cent  more  strength  than  the  best  available  sand.  Part  of  the 
greater  strength  is  unquestionably  due  to  the  greater  sharpness  of 
the  limestone  screenings,  and  the  part  that  increases  with  the  age 
of  the  mortar  sterns  to  be  due  to  some  chemical  action  between  the 
limestone  and  the  cement. 

A  portion  of  the  advantage  of  screenings  over  sand  is  due  to  the 
smaller  per  cent  of  voiils  in  the  scrfH^niugs:  in  other  words,  stone 
screenings,  particularly  limestone  screenings,  liavo  inoi*e  very  fine 

♦Annual  Reixirt  of  Chief  of  Hnpntt-iv.  V.  S.  A..  ISii.S.  Tart  A.  y.  JicHo:  ibid.,  1894, 
Part  4.  p.  2321:  ibid.,  1895.  Part  4.  p.  JD.^S:  ,?onr.  W,<t.  S<h'.  of  Kngrs.,  vol.  ii,  p 
3W  and  400;  Engineering  Xews,  vol.  xlix,  p.  3(H3,  MS. 


Art.  1.]  Sand.  95 

particles  and  hence  a  smaller  per  cent  of  voids,  and  consequently 
give  greater  strength,  particularly  with  the  leaner  mortars. 

Screenings  are  liable  to  contain  an  undue  amount  of  dust;  and 
hence  it  is  very  important  that  a  sieve  analysis  of  the  material  be 
made  to  determine  the  amount  and  the  fineness  of  the  dust  present. 
If  there  is  an  undue  amount  of  fine  material,  the  mass  should  be 
screened  before  being  used  in  mixing  mortar. 

200.  Selecting  a  Sand.  Natural  sands  differ  greatly  in  fineness, 
in  the  per  cent  of  voids,  in  cleanness,  and  consequently  in  their 
effect  upon  the  strength  and  quality  of  the  mortar  in  which  they  are 
used.  Therefore,  before  commencing  any  considerable  work  all 
available  natural  sands  and  all  possible  substitutes  should  be  exam- 
ined to  determine  their  value  for  use  in  mortar. 

Before  beginning  the  comparison  of  the  different  sands  a  sieve 
analysis  of  each  should  be  made  to  determine  whether  or  not  the 
sand  has  a  proper  proportion  of  different  sized  grains.  In  the  present 
condition  of  our  knowledge  we  do  not  know  the  exact  gradation  of 
sizes  which  will  give  the  best  results;  but  sometimes  a  sieve  analysis 
will  show  that  a  sand  is  unfit  for  mortar,  and  sometimes  that  the 
sand  can  be  materially  improved  by  screening  out  some  portion  of 
it  or  by  adding  either  fine  or  coarse  sand.  As  a  check  upon  the 
conclusions  drawn  from  the  results  of  the  fineness  test,  a  determina- 
tion should  be  made  of  the  per  cent  of  voids  in  each  .sand  (§  194-95). 
Further,  an  investigation  should  be  made  to  see  whether  or  not  any 
particular  sand  would  be  improved  by  washing  (§  190). 

After  a  preliminary  examination  of  each  sand  as  above,  briquettes 
having  the  proportions  of  sand  and  cement  to  be  used  in  the  work 
should  be  made  of  each,  and  should  be  tested  at  different  ages, — ^if 
time  permits,  at  least  at  1  week  and  1  month.  The*  test  should  be 
made  wnth  the  particular  cement  to  be  used  in  the  work,  since  the 
fineness  of  the  cement  affects  the  result  differently  with  different 
sands.  The  mortar  for  the  briquettes  should  preferably  have  the* 
plasticity  to  be  used  in  the  work  rather  than  the  normal  consistency 
prescribed  for  laboratory  tests  of  cement  (§  161),  since  the  fineness 
and  cleanness  of  different  sands  affect  the  plasticity  of  the  mortar. 

201.  Owing  to  lack  of  time  it  is  sometimes  impossible  to  wait  for 
a  complete  test  as  above,  in  which  case  sands  may  be  compared  by 
determining  which  produces  the  smallest  volume  of  mortar  for  the 
same  quantities  of  dry  materials.  The  cement  and  the  dry  sand 
should  be  weighed  out  in  the  proportions  to  be  used  in  practice,  and 
should  be  mixed  to  the  consistency  to  be  used  in  practice;  then  the 
mortar  should  be  introduced  into  a  cylinder,  and  the  volume  of  the 
compacted  mortar  noted.  Drv  mortar  will  have  the  same  volume 
after  setting  as  when  it  was  green,  but  wet  mortar  will  contract  in 
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The  above  method  is  subject  to  considerable  error,  since  it  is 
difficult  to  eliminate  the  air  bubbles, — ^particularly  if  the  sand  is 
fine  or  has  been  rammed.  Further,  if  the  sand  is  dirty  and  the  water 
is  poured  upon  it,  there  is  liability  of  the  clay's  being  washed  down 
and  puddling  a  stratum  which  will  prevent  the  water's  penetrating 
to  the  bottom.  If  the  bubbles  are  not  excluded,  or  if  the  water  does 
not  penetrate  to  the  bottom,  the  result  obtained  is  less  than  the  true 
proportion  of  voids. 

Hence,  to  determine  the  voids  more  accurately,  put  part  of  the 
water  into  the  vessel  and  sprinkle  the  sand  slowly  into  the  water, 
so  as  to  give  opportunity  for  the  air  bubbles  to  escape.  The  sand 
should  not  drop  through  any  considerable  depth  of  water,  as  there 
is  a  liability  that  the  sand  may  become  separated  into  strata  having 
a  single  size  of  grains  in  each,  in  which  case  the  voids  will  be  greater 
than  if  the  several  sizes  were  thoroughly  mixed.  Add  water  from 
time  to  time,  and  continue  to  drop  in  the  sand  until  the  vessel  is 
full  of  water  and  the  sand  is  at  the  top  of  the  water.  Finally,  as 
before,  the  quantity  of  water  in  the  vessel  with  the  sand,  divided  by 
the  amount  of  water  alone  which  the  vessel  will  contain,  is  the  pro- 
portion of  voids  in  the  sand. 

196.  Effect  of  Moisture  on  Voids.  A  small  per  cent  of  moisture  has  a 
surprising  effect  upon  the  volume  and  consequently  upon  the  per 
cent  of  voids.  For  example,  fine  sand  containing  2  per  cent  of 
moisture  uniformly  distributed  has  nearly  20  per  cent  greater  volume 
than  the  same  sand  when  perfectly  dry.*  This  effect  of  moisture 
increases  with  the  fineness  of  the  sand,  and  decreases  with  the 
amount  of  water  present,  and  with  the  amount  of  tamping.  When 
saturated,  sand  will  have  a  bulk  less  than  the  original  dry  volume. 

A  knowledge  of  the  amount  and  of  the  effect  of  moisture  present 
in  the  sand  is  important  in  proportioning  mortar.  For  example, 
with  ordinary  sand  3  or  4  per  cent  of  water  will  increase  the  volume 
so  that  a  mortar  consisting  of  1  volume  of  cement  to  4  volumes  of 
damp  sand  is  equivalent  to  a  1  to  3  mortar  of  dry  sand. 

197.  Data  on  Voids.  Table  H),  page  93,  shows  the  voids  of  a 
number  of  both  artificial  and  natural  sands.  An  examination  of 
the  table  shows  that  the  voids  of  natural  sand  when  rammed  vary 
from  30  to  37  per  cent.  Sands  No.  10,  11,  and  12  are  fairly  good, 
although  they  are  finer  than  the  fii-st  four  in  Table  18,  page  89; 
but  sands  No.  13  and  14  are  too  fine  to  give  a  strong  mortar,  although 
they  have  a  fairly  low  per  cent  of  voids.  All  five  of  these  sands  are 
frequently  employed  in  making  mortar  and  concrete  for  important 
work. 

♦  Feret,  Cliiof  of  La})orator\'  Pouts  et  Cha\i.ss(5os,  in  Engineering  NetDa,  voL  xxvii, 
p.  310.    For  similar  data  see  Report  of  Chief  of  Engineers,  U.  S.  A.,  1895,  p.  2985. 
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Since  the  fragments  are  larger  in  gravel  than  in  sand,  the  former 
may  have,  and  usually  does  have,  a  smaller  per  cent  of  voids.  The 
voids  of  a  well-proportioned  gravel  passing  a  2-inch  screen  usually 
range  from  20  to  30  per  cent,  and  occasionally  are  as  low  as  15  per 
cent.  Gravel  is  sometimes  washed  to  remove  an  excess  of  loam  and 
clay,  and  not  infrequently  the  washing  removes  also  some  fine  sand, 
which  needlessly  increases  the  per  cent  of  voids.  The  washing  should 
be  done  in  such  a  manner  as  to  remove  no  sand,  and  as  a  rule  only  part 
of  the  clay. 

Coarse  gravel  is  sometimes  rim  through  a  crusher  to  reduce  the 
size  of  the  larger  pebbles,  after  which  the  material  has  a  larger  per 
cent  of  voids  because  the  sharp  angles  of  the  crushed  gravel  prevent 
it  from  packing  so  closely.  On  the  other  hand,  the  new  faces  of 
the  broken  pebbles  usually  offer  a  better  surface  for  the  adhesion 
of  the  cement  than  the  original  water-worn  surfaces. 

Before  adopting  a  gravel  for  any  important  work,  the  per  cent 
of  voids  should  be  determined;  and  if  the  result  is  not  entirely 
satisfactory,  the  gravel  should  be  separated  into  several  sizes  by 
screening,  and  the  various  sizes  should  be  combined  in  different 
proportions  to  see  if  the  per  cent  of  voids  can  be  reduced.  For  an 
example  of  the  large  saving  that  may  be'  made  by  screening  the 
gravel,  see  the  last  paragraph  in  the  following  section.  An  advan- 
tageous combination  can  sometimes  be  discovered  by  inspection, 
and  may  always  be  found  by  trial.  An  easy  way  of  making  this 
trial  is  as  follows: 

Procui-e  a  piece  of  10-  or  12-ineh  vitrified  pipe  with  a  cement 
bottom,  or  a  strong  wooden  V)ox,  pi-eferably  metal-lined,  and  fill  it 
with  the  coarsest  gravel  to  a  depth  of  a  foot  or  more,  tamping  the 
material  as  it  is  put  in.  Make  a  line  around  the  pipe  on  the  inside  to 
indicate  the  depth  of  the  stone.  Wei^h  the  vessel  with  the  pebbles, 
empty  out  the  latter  and  weigh  the  vessel  alone,  and  determine  the 
weight  of  the  pebbles  alone.  Next  take  a  new  portion  of  the  coarse 
material  and  add,  say,  one  tenth  of  its  weight  of  the  next  finer 
material,  and  repeat  the  above  trial  with  this  mixture.  If  the  amount 
of  this  mixture  compacted  into  the  pipe  or  box  weighs  more  than 
that  of  the  corresponding  coarse  material,  then  this  mixture  is  the 
better  for  making  concrete;  and  vice  vei'sa,  if  the  weight  of  this 
mixture  is  less,  then  this  mixture  is  not  as  good  for  concrete  as  the 
corresponding  coarse  material.  By  successive  trials  find  the  most 
advantageous  combination  of  sizes  to  produce  a  minimum  per  cent 
of  voids,  and  this  is  the  most  economical  combination. 

For  a  direct  but  elaborate  scientific  method  of  determining  the 
proportions  of  the  various  sizes  to  be  used  to  secure  the  minimum 
per  cent  of  voids,  see  §  302-09. 
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210.  Data  on  Physical  Ghabacteristics.  The  physical  charac- 
teristics of  screened  and  unscreened  gravel  are  given  near  the  foot  of 
Table  20,  page  99.  Judging  from  the  little  data  that  can  be  foui^d 
in  engineering  Hterature  and  from  all  the  information  gathered  by 
an  extensive  correspondence,  gravels  No.  16  and  No.  17  of  the 
table  are  representative  of  the  gravels  employed  in  actual  work. 

Concerning  No.  IS  notice  that  65  per  cent  passed  a  No.  5  screen; 
and  therefore  this  mixture  could  more  properh'  be  called  gravelly 
sand.  If  one  fifth  of  the  material  passing  the  No.  5  sieve  be  omitted, 
the  voids  in  the  remainder  when  rammed  will  be  only  15  per  cent 
instead  of  20;  and  therefore  if  one  tenth  of  this  gravel  were  passed 
through  a  No.  5  sieve  and  that  portion  retained  on  the  sieve  were 
mixed  with  the  remainder  of  the  original,  the  voids  would  be  reduced 
to  15  per  cent,  wliich  would  materially  improve  the  quality  of  the 
gravel  for  making  concrete.  This  is  a  valuable  hint  as  to  the  pos- 
sible advantage  of  sifting  even  a  portion  of  the  gravel.  For  an 
example  of  the  sa\ang  secured  by  grading  the  materials,  see  the  last 
paragraph  of  §  306. 

•  Art.  3.    Brokex  Stone. 

21L  In  masonrj'  construction  broken  stone  is  used  as  one  of  the 
ingredients  of  concrete^  Any  hard  and  durable  stone  is  suitable  for 
use  in  making  concrete.  Trap,  granite  (not  only  true  granite,  but 
also  syenite,  diorite,  gneiss,  etc.,  wliich  are  frequently  called  granites), 
limestones,  and  the  moi-e  compact  sandstones  make  good  broken 
stone  for  concrete;  while  the  looser-textured  sandstones,  shales, 
and  slates  are  poor  for  this  purjwse.  The  suitability  of  any 
particular  stone  for  making  concrete  may  be  tested  by  using  it  in 
making  a  cul>e  of  concrete  and  crushing  it  at  any  age  desired;  if  the 
fragments  of  the  stone  pull  out  of  the  mortar,  the  adhesion  of  ^he 
i-ement  limits  the  sti-ength  of  the  conci-ete,  but  if  the  fragpaents  of 
stone  are  broken  acR^ss.  then  the  strength  of  the  concrete  is  limited 
by  the  shearing  strength  of  the  stone.  A  stone  which  breaks  in 
approximately  cubiial  pieces  rather  than  in  long,  thin,  splintery 
fragments  should  te  preferred,  since  the  latter  is  Uable  to  break 
under  pressure  or  while  being  rammed  into  place,  and  thus  leave 
two  unoemented  surfaces. 

212.  Sizes.  The  stone  should  be  broken  small  enough  to  be 
conveniently  handled  and  easily  incorporated  with  the  mortar; 
]>ut,  other  things  l^ing  the  same,  the  larger  the  stone,  the  stronger 
:ind  the  denser  tlie  conrrete.  For  plain  oonci-ete  the  stone  is  usually 
bixiken  to  pass  any  way  thix^ugh  a  2-  or  2\-inch  ring:  but  for  ran* 
ion*ed  concrete  (Chap.  VIII),  the  stone  is  broken  to  pass  a  J-  or 
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1-inch  ring,  the  smaller  stone  being  used  so  the  concrete  may  fit 
itself  more  closely  around  the  reinforcing  metal.  The  finer  the 
stone  is  broken  the  greater  the  cost;  and  the  finer  the  stone  the 
greater  the  surface  to  be  coated,  and  consequently  the  greater  the 
amount  of  cement  required. 

Stone  is  sometimes  screened  to  approximately  one  size.  This 
is  only  a  waste  of  labor  and  material,  for  the  screened  stone  requires 
more  cement  and  makes  a  weaker  concrete. 

213.  Voids.  The  per  cent  of  voids  in  a  mass  of  broken  stone  may 
be  determined  by  either  of  the  two  methods  employed  in  finding  the 
voids  in  sand  (see  §  194-95). 

214.  Determining  Voids  by  Specific  Gravity  Method.  This  method 
is  fully  described  in  §  194.  The  specific  gravity  of  stones  is  stated 
in  Table  21. 


TABLE  21. 
Specific  Gravity  op  Various  Aggregates  for  Concrete. 


Ref. 

Kind  op  Materiau 

Specific  Gravity. 

No. 

Min. 

Max. 

Mean 

1 

Granite 

2.58 
2.34 
2.51 
2.03 
2.56 
2.78 

2.85 
2.79 
2.88 
2.42 
2.81 
3.03 

2.68 

2 

Limestone 

2.53 

3 

Marble 

2.72 

4 

Sandstone 

2.22 

5 

Slate 

2.78 

6 

Trap 

2.92 

■^  '^"f 

215.  Determining  Voids  by  Direct  Measurement.  For  a  description 
of  this  method  as  applied  to  sand,  see  §  195.  The  method  by- 
pouring  water  into  the  mass  is  reasonably  accurate  for  stone  having 
but  little  fine  material  in  it;  but  for  ordinary  crusher-run  broken 
stone,  the  material  should  be  dropped  into  the  water  and  not  the 
water  poured  into  the  stone. 

If  the  stone  is  porous,  it  is  best  to  wet  it,  so  as  to  deterrnine  the 
voids  between  the  fragments;  for  the  water  absorbed  by  the  material 
should  not  be  included  in  the  voids,  since  when  the  concrete  is  mixed 
the  aggregate  is  usually  dampened, — particularly  if  it  is  porous. 
Of  course,  in  wetting  the  aggregate  before  determining  the  voids,  no 
loose  water  should  remain  in  the  pile.  The  voids  may  be  determined 
for  the  material  either  loose  or  compacted.  The  proportion  of  the 
voids  is  found  to  determine  the  amount  of  mortar  that  will  be 
required  to  fill  the  voids  of  the  concrete  in  place;  and  therefore  it  is 
better  to  determine  the  voids  in  the  compacted  mass,  since  the 
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concrete  is  usually  rammed  when  laid.  The  compacting  may  be 
done  by  shaking  or  by  ramming,  the  latter  being  the  better  method, 
since  it  more  nearly  agrees  with  the  conditions  under  which  the 
concrete  is  used,  and,  further,  since  in  compacting  by  shaking  the 
smaller  pieces  work  to  the  bottom  and  the  larger  to  the  top,  which 
separation  increases  the  percentage  of  voids. 

The  method  of  determining  voids  by  direct  measurement  usually 
gives  results  slightly  too  small,  owing  to  the  difficulty  of  excluding 
all  the  air-bubbles.  However,  a  high  degree  of  accuracy  can  not  be 
expected,  since  the  material  is  neither  uniform  in  composition  nor 
uniformlv  mixed. 

216.  Data  on  Voids.  Table  20,  page  99,  shows  the  per  cent  of 
voids  in  various  grades  of  broken  stones  used  in  making  concrete. 

The  per  cent  of  voids  in  broken  stone  varies  with  the  hardness 
of  the  stone,  the  form  of  the  fragments,  and  the  relative  proportions 
of  the  several  sizes  present.  The  last  element  is  the  most  important. 
If  broken  stone  passing  a  8^,-inch  ring  and  not  a  ^-inch  screen  be 
separated  into  three  sizes,  any  one  size  will  give  from  52  to  54  per 
cent  of  voids  loose,  while  equal  parts  of  any  two  of  the  three  sizes  will 
give  4S  to  50  percent,  and  a  mixture  in  which  the  volume  of  the 
smallest  size  is  equal  to  the  sum  of  the  other  two  gives  a  trifle  less 
than  4S  per  cent.  Notice,  however,  that  unscreened  crushed  stone 
has  only  32  to  .'^5  per  cent  voids— see  lines  7  and  11  of  Table  20. 
This  is  a  very  excellent  reason  for  not  screening  the  broken  stone 
to  he  used  in  making  concrete. 

A  mass  of  pebbles  retained  between  the  same  screens  as  a  corre- 
sponding mass  of  broken  stone  has  only  about  three  fourths  as  many 
voids  as  the  stone. 

217.  Weight.  The  weight  of  crushed  stone  varies  wdth  the 
amount  of  compacting  it  has  received,  whether  by  being  dropped 
into  the  l)in  or  car,  or  by  l)eing  shaken  during  transportation.  There 
are  not  nuich  definite  data  on  this  subject.  In  one  test  a  mass  of 
crushed  trap  dropped  about  S  feet  into  a  bin  had  weights  as  follows:  * 

i-inch  trap  and  under 2  ()4S  lb.  per  en.  yd. 

*-inch  to  U-incli  tnu) 2  4:^2  " 

li-inch  to  3-inch  trap 2  r)26  " 


.(         <i         n 


Some  tests  on  crushed  limestone  after  a  drop  of  15  feet,  made  under 
the  author's  direction,  liad  weights  as  follows:* 

§-inch  crusher-nin  limestone  screenings 2  .>44  lb.  per  cu.  yd. 

i-inch  to  2-inch  limestone 2  420  "       **     "     " 

2-inch  to  3-inch  **        2  510  "       "     "     " 

♦  Bulletin  No.  23  of  University  of  Illinois  Engineering  Experiment  Station — VoidSy 
Settlement  and  Weight  of  Crufihecl  Stone,  by  Ira  O.  Baker. 
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218.  Cost.  Crushed  limestone  is  occasionally  sold  f.o.b.  at  the 
quarry  as  low  as  35  to  40  cents  per  ton  (about  42  to  48  cents  pei* 
cu.  yd.),  and  frequently  as  low  as  45  to  50  cents  per  ton  (54  to  60 
cents  per  cu.  yd.).  The  cost  of  crushed  trap  f.o.b.  at  the  quarries 
in  New  Jersey  for  several  years  previous  to  1900)  was  40  to  50  cents 
per  ton  (about  50  to  62  cents  per  cu.  yd.);  but  in  that  year  it  was 
increased  nearly  50  per  cent.  In  Massachusetts,  the  cost  of  broken 
trap  on  cars  at  the  end  of  the  railroad  transportation,  varies  from 
$1.10  to  $1.60  per  ton  (about  $1.32  to  $1.93  per  cu.  yd.).  In 
Boston,  the  cost  of  crushed  granite  delivered  on  the  streets  is 
$1.65  to  $1.90  per  ton.  In  Montreal,  syenite  delivered  on  the 
street  costs  an  average  of  $1.15  to  $1.20  per  ton. 


PART  n 

METHODS   OF  PREPARING  AND   USING 

THE  MATERIALS 


CHAPTER  \T 
LIME  AND  CEMENT  MORTAR 

Art.  1.     Lime  Mortar. 

220.  Mortar  made  of  a  paste  of  common  or  fat  lime  is  extensively 
used  in  brick  masonry,  on  account  of  (1)  its  intrinsic  cheapness, 
(2)  its  great  economic  advantage  owing  to  its  great  increase  of 
volume  in  slaking,  and  (3)  the  simplicity  attending  the  preparation 
of  the  mortar.     . 

221.  Slaking  the  Lime.  Many  persons  seem  to  believe  that  the 
slaking  of  lime  is  such  a  simple  process  that  any  one  can  do  it;  but 
a  little  care  and  attention  to  the  principles  involved  may  materially 
increase  the  amount  of  paste  obtained,  and  hence  decrease  the 
amount  of  lime  required.  Further,  if  the  !ime  is  not  completely 
slaked  before  being  used,  the  swelling  due  to  the  subsequent  hydra- 
tion of  the  unslaked  portion  may  damage  and  possibly  destroy  the 
structure  in  which  the  unslaked  lime  is  used. 

Hydrated  lime  (§  107)  is  lime  that  has  been  slaked  by  the  manu- 
facturer. It  is  sold  in  the  form  of  a  dry  powder,  and  is  ready  for 
mixing  with  the  sand  and  water  required  to  make  the  mortar. 

There  are  three  methods  of  slaking  lime  on  the  work,  viz.:  (1) 
drowning,  (2)  sprinkling,  and  (.S)  air  slaking. 

222.  Slaking  by  Drowning.  The  ordinary  method  consists  in 
placing  the  lumps  in  a  layer  6  or  8  inches  deep  in  either  a  water-tight 
])ox  or  a  basin  formed  in  the  sand  to  be  used  in  mixing  the  mortar, 
and  pouring  upon  the  lumps  a  quantity  of  water  2 J  to  3  times  the 
volume  of  the  lime.  If  the  quantity  of  water  added  is  just  right,  the 
lime  will  be  reduced  to  a  thick  paste;  but  if  too  much  water  is  used, 
the  lime  will  be  reduced  to  a  semi-liquid  condition  and  a  considerable 
part  of  its  binding  quality  will  be  destroyed.    This  method  takee 
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its  nam©  from  the  tendency  to  use  an  excessive  amount  of  water, 
i.e.,  of  drowning  or  killing  the  lime. 

223.  With  a  high-calcium  or  quick-slaking  lime  (§  105)  the  best 
results  are  obtained  when  all  the  water  is  added  at  once;  but  with 
a  magnesian  or  slow-slaking  lime  (§  105)  only  a  little  water  should 
be  added  at  first,  and  then  after  the  lime  and  wat^r  are  hot,  more 
water  may  be  added  gradually  so  as  not  to  chill  the  mixture  and 
retard  the  slaking.  The  slaking  proceeds  more  rapidly  and  is  more 
complete  if  the  mass  is  hot.  The  lime  absorbs"  the  w^ater,  and  the 
chemical  action  generates  heat  enough  to  change  part  of  the  absorbed 
water  into  steam  which  bursts  the  lumps  of  lime  apart  and  thus 
exposes  new  surfaces  to  the  action  of  the  water;  but  if  cold  water  is 
added  after  the  slaking  has  begun,  it  chills  the  mass,  prevents  the 
formation  of  steam  and  the  consequent  bursting  of  the  lumps,  and 
hence  the  slaking  is  not  complete,  and  the  amount  of  paste  formed  is 
less  than  it  should  be.  Further,  when  the  slaking  has  been  thus 
retarded,  a  thin  paste  forms  on  the  outside  of  the  fragments  of  the 
unslaked  lime,  which  excludes  the  water  from  the  interior  or  un- 
slaked portion  of  the  lump;  and  hence  it  is  difficult,  if  not  impossi- 
ble, to  thoroughly  slake  lime  that  has  been  chilled  in  the  slaking. 
Partial  air  slaking  is  harmful  in  much  the  same  way,  since  the  slaked 
lime  on  the  outside  of  a  lump  prevents  the  free  access  of  the  water 
to  its  interior. 

Stirring  the  lime  while  slaking  chills  the  mass  and  thereby  retards 
the  slaking;  but,  on  the  other  hand,  stirring  breaks  up  the  friable 
lumps  and  thereby  aids  the  slaking.  Therefore  if  the  mass  is 
stirred  at  all,  the  stirring  should  be  done  in  such  a  manner  as  to  cool 
the  mass  as  little  as  possible.  The  swelling  of  the  lime  in  the  lowet 
portion  of  the  mass  frequently  lifts  some  of  the  lumps  out  of  the 
water,  the  heat  in  the  lump  causes  a  column  of  steam  to  rise  from  it, 
and  the  lump  is  said  to  "burn.^'  This  '* burning"  is  detrimental, 
since  a  film  of  slaked  lime  is  formed  on  the  surface  of  the  unslaked 
portion  which  tends  to  prevent  complete  slaking.  Therefore  it  is 
important  that  lumps  which  are  "burning"  should  be  pushed  back 
into  contact  with  the  watfer.  "Burning"  can  be  prevented  by 
covering  the  box  with  boards  or  a  tarpaulin  to  retain  the  heat  and 
the  moisture. 

There  are  two  reasons  why  care  should  be  taken  to  secure  com- 
plete hydration  of  the  lime.  1.  Imperfect  flaking  is  uneconomical. 
With  reasonable  care  the  high-calcium  limes  will  give  a  volume  of 
paste  equal  to  three  or  more  times  the  volume  of  the  unslaked  lime; 
while  unskilful  slaking  may  reduce  the  paste  to  less  than  two  vol- 
umes. 2.  The  unslaked  particles  may  do  no  harm  if  the  lime  is  used 
in  mortar  for  masonry*   but  if  used  for  plastering,  particularly  for 
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the  white  coat,  thev  mav  slake  after  the  mortar  is  on  the  wall  and 
cause  a  portion  of  the  surface  to  flake  out. 

224.  Slakiiig  by  Sprinkling.  This  method  consists  in  forming 
the  unslaked  lime  into  a  heap  of  convenient  size,  sprinkling  it  with 
water  equal  to  one  quarter  to  one  third  of  its  volume,  covering  with 
the  sand  to  be  used  in  the  mortar,  and  alIo\i'ing  it  to  stand  for  at 
least  a  day  or  two.  When  the  slaking  is  completed,  the  lime  is  in 
the  form  of  a  powder.  This  method  was  formerly  very  common  in 
this  countr\',  but  was  abandoned  because  of  the  extra  care  and 
labor  required.     It  is  said  to  be  in  common  use  now  in  Europe. 

226.  Air  Slaking.  Lime  slakes  spontaneously  when  exposed  to 
the  air  by  absorbing  moisture  from  the  atmosphere;  but  this  is  not  a 
practicable  method  owing  to  the  immense  storage  area,  the  long  time, 
and  the  frequent  stirring  required.  Lime  that  is  thoroughly  air- 
slaked  is  as  good,  or  even  l^etter,  than  that  slaked  in  the  usual  way — 
a  |X)pular  prejudice  to  the  contrary"  notwithstanding.  However, 
lime  that  is  only  partially  air-slaked  is  undesirable,  since  it  is  more 
difficult  to  slake  by  the  ordinar}^  process  than  lime  that  is  not  partially 
air-slaked  (see  §  223). 

226.  Proportionino  the  Mortab.  Lime  mortar  consists  of  a 
mixture  of  lime  paste  and  sand.  The  requisites  for  good  sand  for 
mortar  making  have  l^een  considered  in  Art.  1,  Chapter  V. 

There  are  four  reasons  for  adding  sand  to  the  lime  paste:  (1) 
to  di\Tlde  the  paste  into  thin  films  and  make  the  mortar  more  porous, 
thus  allowing  the  penetration  of  the  air  and  facilitating  the  absorption 
of  the  carbonic  acid  which  causes  the  setting  of  the  mortar;  (2)  to 
prevent  excessive  cracking  of  the  mortar  owing  to  shrinkage  due  to 
the  evaporation  of  the  water  in  the  lime  paste:  (3)  to  give  greater 
strength  to  the  mortar  against  crushing  (practically  the  only  stress 
that  comes  upon  mortar),  since  sand  has  a  greater  resistance  to 
compression  than  lime  paste  either  before  or  after  it  has  set;  and 
(4)  to  reduce  the  amount  of  lime  necessary-  to  make  a  given  bulk  of 
mortar,  thus  decreasing  the  cost. 

Since  the  paste  sets  or  hardens  very  slowly,  even  in  the  open  air, 
unless  it  l>e  subdivided  into  small  particles  or  thin  films,  it  is  im- 
portant that  the  volume  of  the  paste  should  be  but  slightly  in  excess 
of  what  is  sufficient  to  coat  all  the  grains  of  the  sand  and  to  fill  the 
voids  between  them.  If  either  moi*e  or  less  sand  than  this  is  used, 
the  mortar  will  l>e  injured.  An  excess  of  lime  paste  will  prevent  the 
mortar  from  setting  pix>perly.  and  will  cause  it  to  shrink  unduly; 
while  a  deficiency  will  make  the  mortar  jK>rous  and  weak.  An 
excess  of  lime  ]^aste  also  deci*ea.<;es  the  compressive  resistance  of  the 
mortar.  With  most  sands  the  pr()])er  proportion  will  be  from  2.5 
to  3  volumes  (»f  sand  to  1  volume  of  lime  pasje. 
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In  proportioning  cement  mortar  it  is  necessary  to  measure  the 
sand  and  the  cement  to  get  the  proper  relation;  but  with  lime  mortar 
the  proper  proportion  of  sand  and  paste  can  be  determined  from  the 
way  the  mortar  behaves  during  the  mixing,  as  will  be  explained  in 
the  next  section. 

227.  Mixing  the  Mortar.  After  the  lime  is  slaked,  the  sand 
is  spread  evenly  over  the  paste,  and  the  ingredients  are  mixed  with  a 
shovel  or  hoe,  a  little  water  being  added  occasionally  if  the  mortar 
is  too  stiff.  The  mixing  should  be  thorough,  i.e.,  should  be  continued 
until  the  mortar  is  of  a  uniform  color. 

To  determine  whether  the  proportion  of  sand  is  right,  hold  the 
hoe-handle  nearly  horizontal  and  lift  up  a  hoeful  of  mortar.  If  the 
mortar  will  not  of  itself  slide  from  the  hoe,  it  does  not  contain  enough 
sand;  and  if  a  hoeful  of  mortar  can  not  be  thus  lifted  up,  it  contains 
too  much  sand.  The  brick-mason  on  the  wall  by  a  somewhat 
similar  process  checks  the  proportions  of  the  mortar  by  the  way  in 
which  it  slips  from  the  trowel.  If  there  is  an  excess  of  sand,  the 
mortar  will  be  "brash"  or  ''short,"  and  will  drop  from  the  trowel  so 
abruptly  as  to  make  it  impossible  to  ''string  out  the  mortar,"  i.e., 
to  spread  the  mortar  over  several  bricks  by  simply  allowing  it  to 
flow  from  the  trowel  as  the  latter  is  drawn  along.  On  the  other 
hand,  if  there  is  an  excess  of  paste,  the  mortar  will  not  flow  from  the 
trowel,  at  least  in  sufficient  quantity  to  make  the  joint.  This 
method  of  proportioning  gives  a  mortar  that  works  well  under  the 
trowel,  and  with  reasonably  clean  sand  also  a  mortar  of  practically 
maximum  strength. 

If  the  sand  is  very  fine  and  contains  a  good  deal  of  finely  pulver- 
ized clay,  the  above  test  may  be  satisfied  when  the  mortar  contains 
too  little  lime;  but  lihie  paste  is  so  cheap,  and  lime  mortar  is  so  weak, 
that  a  sand  with  any  considerable  amount  of  clay  should  not  be  used 
in  lime  mortar,  since  the  clay  is  a  source  of  weakness., 

228.  Uses  of  Lime  Mortar.  Mortar  composed  of  common  lime 
and  sand  is  not  fit  for  thick  walls,  because  it  depends  upon  the  slow 
action  of  the  atmosphere  for  hardening  it;  and,  being  excluded  from 
the  air  by  the  surrounding  masonry,  the  mortar  in  the  interior  of  the 
mass  hardens  only  after  the  lapse  of  years,  or  perhaps  never.*  The 
mortar  of  cement,  if  of  good  quality,  sets  immediately;  and  con- 
tinues to  harden  without  contact  with  the  air.  Owing  to  its  not 
setting  when  excluded  from  the  air,  common  lime  mortar  should 
never  be  used  for  masonry  construction  under  water,  or  in  soil  that 

♦Lime  mortar  taken  from  the  walla  of  ancient  buildings  has  been  found  to  be  only 
50  to  80  per  rent  saturated  with  carbonic  aci<l  after  nearly  2,000  years  of  exposure. 
Lime  paste  2,000  years  old  has  been  found  in  subterranean  vaults  in  exactly  the  con- 
dition, except  for  a  thin  crust  on  top,  as  when  freslily  mixed. 
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is  constantly  wet;    and,  owing  to  its  weakness,  it  is  unsuitable  for 
structures  requiring  great  strength,  or  that  are  subject  to  shock. 

229.  Strength.  For  data  on  the  strength  of  lime  mortar  see 
Table  10,  page  51,  and  Fig.  7,  page  122. 

230.  Effect  of  Freezing.  The  freezing  of  lime  mortar  retards 
the  evaporation  of  the  water,  and  consequently  delays  the  combination 
of  the  lime  with  the  carbonic  gas  of  the  atmosphere.  The  expansive 
action  of  the  freezing  water  is  not  very  serious  upon  lime  mortar, 
since  it  hardens  so  slowly.  Consequently  lime  mortar  is  not  seriously 
injured  by  freezing,  provided  it  remains  frozen  until  it  has  set.  Alter- 
nate freezing  and  thawing  somewhat  damages  its  adhesive  and  cohe- 
sive strength.  However,  even  if  the  strength  of  the  mortar  were  not 
materially  affected  by  freezing  and  thawing,  it  is  not  always  per- 
missible to  lay  masonry  during  freezing  weather;  for  example,  if  the 
mortar  in  a  thin  wall  freezes  before  setting  and  aftenvards  thaws 
on  one  side  only,  the  wall  may  settle  injuriously. 

When  masonry  is  to  be  laid  in  lime  mortar  during  freezing  weather, 
frequently  the  mortar  is  mixed  with  a  minimum  of  water  and  then 
thinned  to  the  proper  consistency  by  adding  hot  w^ater  just  before 
using.  This  is  undesirable  practice  (see  §  223).  When  the  very 
best  results  are  sought,  the  brick  or  stone  should  be  warmed — enough 
to  thaw  off  any  ice  upon  the  suriace  is  sufficient — before  being  laid. 
They  may  be  warmed  either  by  laying  them  on  a  furnace,  or  by 
suspending  them  over  a  slow  fire,  or  by  wetting  with  hot  water,  or 
by  blowing  st^am  through  a  hose  against  them. 

231.  Data  for  Estimates.  The  following  data  are  useful  in 
making  estimates: 

Lime  weighs  about  2()0  pounds  per  l)arrel.  One  barrel  of  lime 
will  make  about  2i  barrels  (0.3  t*u.  yd.)  of  stiff  lime  paste.  One 
barrel  of  lime  paste  and  three  barrels  of  sand  will  make  about  three 
barrels  (0.4  cu.  yd.)  of  good  lime  mortar.  One  barrel  of  unslaked 
lime  will  make  about  6.75  barrels  (0.95  cu.  yd.)  of  1  : 3  mortar. 


Art.  2.     Cement  Mortar. 

232.  Cement  mortar  nuiv  consist  of  either  neat  cement  or  a 
mixture  of  cement  antl  sand,  usuallv  the  latter.  Cement  mortar  is 
not  nuich  used  for  brick  masonry,  owing  to  tlie  difficulty  of  handling 
it  with  a  trowel;  but  it  is  usually  eni])loyed  in  laying  stone  masonr}"-, 
where  the  comparatively  large  (luantitios  required  can  be  handled 
in  a  bucket. 

233.  Density  of  Mortar.  The  density  of  a  mortar  is  represente<l 
by  the  ratio  of  the  volume  of  the  solid  particles  to  the  total  volume 
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of  the  mortar.*  The  density  is  the  complement  of  the  voids,  i.e., 
1  — d=i?  in  which  d  is  the  density  and  v  the  ratio  of  the  volume  of 
the  voids  to  the  volume  of  the  mortar.  The  density  of  a  mortar  is 
an  important  factor  in  its  strength,  permeability  and  cost;  and  a 
knowledge  of  the  density  is  essential  to  any  thorough  understanding 
of  the  best  method  of  proportioning  a  cemeftit  mortar  and  also  of  the 
laws  governing  its  strength. 

234.  To  determine  the  density  of  a  mortar,  weigh  the  amount  of 
cement,  sand,  and  water  employed  in  making  a  given  quantity  of 
mortar,  and  then  measure  the  volume  of  the  mortar  produced.  If 
the  weights  are  determined  by  the  metric  system,  the  space  occupied 
by  the  solid  particles  of  the  cement  or  of  the  sand  is  found  by  dividing 
the  weight  of  the  material  used  by  its  specific  gravity, — if  the  weight 
is  taken  in  grams  the  volume  will  be  in  cubic  centimeters,  and  if  the 
weight  is  in  kilograms  the  volume  is  in  cubic  decimeters,  etc.  If 
the  weights  are  determined  in  pounds,  the  weight  of  the  material 
used  divided  by  its  specific  gravity  gives  the  weight  in  pounds  of  a 
volume  of  water  equal  to  the  volume  of  the  solid  particles;  and  this 
result  divided  by  the  weight  of  a  cubic  inch  or  of  a  cubic  foot  of  water 
will  give  the  volume  in  cubic  inches  or  in  cubic  feet,  respectively.! 
The  percentage  of  each  of  the  ingredients  is  found  by  dividing  the 
absolute  volume  of  each  by  the  volume  of  the  mortar. 

The  following  example  will  make  the  above  statements  more 
clear.  What  is  the  density  of  a  1  :  3  mortar  by  weight,  the  specific 
gravity  of  the  cement  being  3.17  and  that  of  the  sand  2.64?  500 
grams  of  cement  and  1500  grams  of  sand  were  mixed  with  water  to 
a  normal  consistency,  which  required  193  grams  of  water;  and  the 
volume  of  the  freshly  mixed  mortar  was  962  cubic  centimeters.  The 
volume  occupied  ty  each  of  the  ingredients  is  computed  as  follows: 

« 

500 
Absolute  vohime  of  cement  =  ^— r=  =  158  c.c. 

"  "       "    sand     =1^  =  568  CO. 

«  "  •    "    water   =  ~  =  193  cc 


Total  volume  of  cement,  sand,  and  water  =  9 19  c.c. 
Measured  volume  of  fresh  mortar  =  962  c.c. 


Volimie  of  entrained  air = difference  =  43  c.c. 

*  Notice  that  the  word  density  is  used  here  in  a  different  sense  from  that  usual  in 
the  physical  sciences.  The  term  solidity  would  have  been  a  better  term,  but  the  term 
density  has  been  used  so  much  in  this  sense  in  this  connection  that  it  is  now  imwise  to 
attempt  to  change. 

t  For  an  example  of  the  method  of  computing  density,  using  pounds  and  cubic 
inches,  see  §  290. 
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158 
Ratio  of  volume  of  cement  to  volume  of  mort-ar   =7^77:  =0. 164 

9n2 

Ratio  of  volume  of  sand  to  volume  of  morUir      =^  '-—z  ^  0 .  590 

9b2 

Ratio  of  volume  of  water  to  volume  of  mortar      =  ;r7r^  =  0 .  201 

•  962 

43 
Ratio  of  volume  of  air  to  volume  of  mortar      =-—-=0.045 

9ij2 


Total  volume  of  mortar  =  1 .  000 

Density  of  mortar  =   0.  164  +  0 .  590  =  0 .  754 
.     Voids  in  mortar      =    1 .  000  -  0 .  754  =  0 .  246 

236.  The  sand  used  in  the  above  example  has  the  same  graniilo- 
metric  composition  as  the  ^'coarse''  sand  in  §  237.  With  the  medium 
sand  a  1:3  mortar  of  the  same  consistency  has  a  density  of  0.702  and 
contains  8  per  cent  of  air;  and  with  the  fine  sand  of  §  237  the 
mortar  has  a  density  of  0.603  and  contains  1 1  per  cent  of  air.  If 
the  tamping  is  not  very  thorough,  the  per  cent  of  entrained  air 
may  be  twice  that  stated  above.  If  the  mortar  is  mixed  wetter 
than  the  standard  consistency  employed  in  testing  cement,  there 
will  be  less  air  entrained.  If  the  mortar  is  mixed  to  standard  con- 
sistency, the  volume  of  the  freshly  mixed  mortar  will  be  the  same 
as  that  of  the  mortar  after  it  has  set;  but  if  the  mortar  be  mixed 
quite  wet,  the  volume  after  setting  will  be  considerably  less  than 
that  of  the  freshly  mixed  mortar,  as  the  sand  and  cement  settle 
and  cause  free  water  to  rise  to  the  surface.  The  density  of  the  set 
mortar,  or  at  least  of  the  settled  or  compacted  mortar,  is  the 
more  important,  since  the  only  object  in  determining  the  density 
of  the  freshly  mixed  mortar  is  to  find  the  amount  of  air  entrained 
in  the  mixing. 

The  density  of  neat  cement  mortar  varies  with  the  cement  and 
with  the  plasticity,  and  ranges  between  0.49  and  0.59,  usually 
between  0.51  and  0.55.  The  density  of  a  sand  mortar  varies  with 
the  fineness  of  the  sand,  being  less  a.s  the  sand  is  finer,  and  also  with 
the  richness  of  the  mortar,  being  slightly  less  for  lean  mixtures;  and 
usually  ranges  from  0.60  for  a  fine  sand  to  0.75  for  a  coarse  sand. 
Or,  to  state  the  preceding  facts  in  another  form,  the  voids  in  neat 
cement  mortar  vary  from  40  to  50  per  cent,  and  in  sand  mortar  from 
25  to  50  per  cent,  being  greater  the  finer  the  sand. 

236.  Theory  of  Proportions.  The  whole  theory  of  the  pro- 
portioning of  cement  mortar  is  comprised  in  two  laws,  viz.: 

1.  For  the  same  cement  and  the  same  sand,  the  strength  increases 
with  the  amount  of  cement  in  a  unit  of  volume  of  the  mortar. 

2.  For  the  same  proportion  of  cement  in  a  given  volume  of 
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mortar,  the  strongest  mortar  is  that  which  has  the  greatest  density, 
i.e.,  contains  the  largest  proportion  of  solid  matter. 

The  first  law  has  long  been  understood  and  acted  upon  by  all 
users  of  cement;  and  is  useful  in  determining  the  proportion  or 
amount  of  cement  to  be  used  in  any  particular  case.  The  second 
law  does  not  seem  to  be  generally  appreciated,  although  it  is  very 
useful  in  comparing  different  sands.  It  was  discovered  byMr.  Ren6 
Feret,  Chief  of  the  Laboratory  of  Bridges  and  Roads  at  Boulogne- 
sur-Mer,  France.* 

237.  Relation  between  Strength  and  Amount  of  Gement.  The 
effect  of  varying  the  amount  of  cement  in  a  unit  of  volume  of  the 
mortar  differs  according-  to  the  fineness  of  the  cement  and  its 
capacity  for  taking  up  water,  the  plasticity  of  the  mortar,  and  the 
fineness  of  the  sand.  Fig.  4,  page  112,  is  from  Mr.  Feret's  experi- 
ments f  and  shows  the  strength  of  plastic  cement  mortar  with  various 
proportions  of  cement  for  three  different  grades  of  sand.  The 
granulometric  composition  of  the  three  sands  is  as  follows: 

Coarse  sand  =73%  C  +25%  M  +  2%  F, 
Medium  sand  =  17%  C  +70%  M  +  13%  F, 
Fine  sand       =  0%  C  +   1%  M  +  99%  F, 

in  which  C,  M,  and  F  represent  grains   of  sand  having  si25es  as 
follows: 

C,  coarse  grains,  passing  circular  holes  5  mm.  (0 .  20   in.)  in  diameter. 

retained  by  circular  holes  2mm.  (0.079  in.)  "        " 

M,  medium  grains  passing  circular  holes  2  mm.  (0 .  079  in. )  "         " 

retained  by  circular  holes  0 . 5  mm.  (0 .  020  in.)  "         " 

F,  fine  grains  passing  circular  holes  0 . 5  mm.  (0 .  020  in.)  *'        " 

The  coarse  sand  had  37  per  cent  voids,  the  medium  43,  and  the 
fine  44.  The  value  for  each  proportion  is  the  mean  of  twenty-five 
briquettes,  broken  when  5  months  old. 

Notice  that  the  1  :  0.3  fine-sand  mortar  is  stronger  than  the  neat 
cement,  which  is  contrary  to  the  first  law  mentioned  in  §  236.  This 
exception  is  due  to  the  abnormally  fine  sand  and  to  the  very  rich 
mortar. 

Fig.  4  is  useful  in  fixing  the  proportions  of  cement  to  be  used  in 
practice,  since  it  shows  the  relative  strength  of  different  mixtures. 
The  amount  or  proportion  of  cement  to  be  used  in  any  particular 
case  is  entirely  a  matter  of  judgment. 

*"Sur  laCompacit^desMortiers  Hydrauliques,"  Annates  des  PorUa  et  C?iau8a^es, 
July,  1892,  ii,  p.  5-164, — the  most  elaborate  and  valuable  study  yet  made  of  the 
relation  of  strength  and  density  of  cement  mortar. 

t  Bulletin  de  la  Soci^te  d' Encouragement  pour  I'lndustrie  Nationale,  1897,  vol. 
ii,  p.  1593. 
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238.  Relation  between  Strength  and  Density.  Having  decided 
upon  the  proportion  of  the  cement  to  the  sand,  the  next  step  is  to 
select  the  sand  that  will  give  a  mortar  of  maximum  strength  and 
greatest  density.  Selecting  the  .sand  is  a  ver>'  important  step, 
since  sands  differ  greatly  in  their  mortar-making  qualities  (see 
Table  IS,  page  89).  The  second  law  of  8  230  affords  an  easy  means 
of  comparing  two  sands.     This  law  is  substantially  only  another  way 
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of  stating  that  the  sand  having  the  smallest  per  cent  of  voids  will 
make  the  best  mortar. 

There  are  two  methods  of  determining  the  relative  mort.ar- 
making  qualities  of  different  sands:  1.  By  the  method  of  {  201, 
determine  the  volume  of  mortar  produced  with  the  same  weight  of 
the  different  sands  mixed  with  the  .same  proportion  of  cement,  and 
the  sand  giving  the  least  volume  of  mortar  is  the  best.  2.  By  the 
method  of  §  234,  determine  the  density  of  the  mortar  made  with 
each  of  the  sands,  using  a  constant  pi'oportion  of  cement,  and  then 


Art.  2.] 


Cement  Mortar. 


113 


the  sand  giving  the  greatest  density  will  make   the  strongest  an<l 
cheapest  mortar. 

Kg,  5  shows  the  density  of  mortars  made  with  different  pro- 
portions of  three  sands  differing  only  in  fineness.*  Three  sizes  of 
grains  were  used,  C,  M,  and  F,  the 
numerical  values  of  which  are  stated 
in  the  preceding  section. 

The  diagram  is  obtained  by  mix- 
ing the  three  sizes  of  sand  in  various 
proportions,  and  using  each  of  these 
mixtures  in  making  a  1  : 3  mortar, 
and  then  determining  the  density  of 
each  mortar  as  explained  in  §  2.34. 
The  density  of  each  mortar  is  re- 
corded at  the  point  of  the  diagram 
corresponding  to  the  granulometric 
composition  of  the  sand.     The  pro-  f'o.  6.  — Denbitv  of  a   I:3 

portion  of  each  of  the  three  sizes  in  "°^T™  f*"™.*''''^"''''^*'''''' 
the  sand  is  represented  by  the  per- 
pendicular distance  from  the  side  opposite  each  vertex.  For  example, 
a  point  at  C  represents  sand  comppsed  wholly  of  coarse  grains;  a 
point  half-way  between  C  and  F  represents  a  sand  composed  of 
equal  parts  of  coarse  and  fine  grains;  and  a  point  half-way  from 
M  to  the  base  of  the  diagram  represents  a  sand  composed  of  50 
per  cent  of  M  grains,  25  per  cent  of  C  grains,  and  25  per  cent  of  F 
f^  grains.     The  contour  lines  are  drawn 

through  points  representing  the  same 
density. 

Fig.  5  shows  that  the  densest  mor- 
tar that  can  be  made  with  these  three 
grades  of  sand  is  eonposed  of  about 
78  per  cent  of  coarse  grains,  22  per 
cent  of  fine  grains,  and  no  medium 
V        grains.     The  contour  lines  show  that 
f\      there  are  various  proportions  of  the 
^    three  sizes  that  give  mortar  of  the 
o       tf        w        o"  same  density. 

Fig.  6.— CoupHEsstvE  Sthesoth  239.  Fig.  6  show-s  the  compressive 

sIme  liJo"°riy\^T  ""  ™^  strength  of  mortars  made  of  different 
proportions  of  the  three  sands  used 
in  Fig.  5.  A  comparison  of  Fig.  5  and  6  shows  that  the  granu- 
lometric composition  of  the  sand  which  gives  maximum  density  also 
gives  maximum  compressive  strength.     The  agreement  is  not  exact, 

*  Feret  in  Annalia  dea  Ponia  el  Chausaies,  !892,  ii,  p.  164,  Plate  IV,  Fig.  32. 
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due  to  ern>rs  of  ohservation:  l>ut  the  similarity  in  the  general  form 
of  the  oontour  lines  in  Fig.  5  and  t>  indicates  that  the  density  varies 
as  the  strength. 

240.  Umits  Usbd  in  Propobtioiuno.  In  laborator>'  work  the 
proporiii^ns  of  the  cement  and  sand  are  uniformly  determined  by 
weigliing:  but  there  is  no  unifonn  practice  of  measuring  the  pro- 
j>ortions  on  the  work.  One  of  the  three  following  methods  is  gener- 
ally employeil.  viz.:  (1>  by  weight ;  (2^  by  volumes  of  packed  cement 
and  liH^se  sand:   (8^  by  volumes  of  loose  cement  and  loose  sand. 

1.  By  Wtiifht,  The  most  accurate,  but  least  common,  method 
is  to  weigh  the  ingredients  for  each  batch.  This  method  could  be 
usiotl  more  e:u5ily  now  than  formerly,  since  at  the  present  time  cement 
is  usually  shipj>ed  in  bags  holding  94  jx^unds,  while  formerly  it  was 
shippeil  in  barrels  holding  C^)  pounds:  and  hence  if  a  batch  con- 
taining one  or  more  bags  of  cement  is  desired,  it  is  necessary'  to  weigh 
only  the  sand.  Weighing  the  s;\nd  would  a\ld  some  complication 
and  cost,  but  would  give  l>etter  contn>l  of  the  mixture.  This  method 
is  s:\id  to  l>e  common  in  Germany,-  and  has  been  used  on  a  few  jobs 
in  this  oountrw 

iVoas.ionally  the  \^^ight  of  a  unit  of  volume  of  the  sand  and  the 
oemenT  is  detonr,ine<l.  and  the  propi^rtions  of  the  mortar  are  nominally 
adjiistcti  aci^^niing  to  weight,  although  the  actual  pivportioning  is 
done  by  volumes.  This  is  practically  no  Ix^tter  than  one  of  the  two 
following  methods. 

2.  By  Volym/s  of  Parked  Cnricr,^  oyuj  I^x\<c  Savui.  This  method 
consist.*  in  mixing  one  barrel  of  packed  cenieni  as  received  from  the 
mAnufactuTvr  with  one  or  more  barrels  of  loi^se  sand.  The  measuring 
is  done  by  emptying  a  barrel  of  cement  u^x>n  the  mortar  lx>ard  and 
then  filling  the  barrel  full  of  sand  one  or  more  limes.  This  method 
is  inarcurate,  sini>e  the  volume  of  a  banvl  of  cement  is  not  the  same 
,^<  pa-c:ked  by  diffcTcnt  makers.  Further,  the  presence  of  moisture 
Sii^oc-V'S-  the  volume  of  sand  considerably  more  than  it*  weight  (see 
$  1^  .  arid  the  volume  of  the  sand  varies  \^ith  the  method  of  handling 
it  in  the  meAsurinc:  and  hence,  for  these  re^si-^ns  alst^,  this  method 
is  not  verv'  accurate. 

Xot  infrequent ly  in  the  use  of  this  method  Voth  he^ds  of  the 
barrel  were  knocked  out,  the  barrel  aa.-hs  set  uj'K^n  the  mortar  board 
5tnd  filled  -with  sanil  and  then  the  K-in-el  was  lifte^i  up  and  the  sand 
s]">illeii  out..  Xot  ice  thAi  this  procednrc  ijsos  more  sand  than  that 
descrilx*d  alx»A-e. 

The  method  of  proportioning  r»y  -volumes  of  pa-cked  oement  and 
loose  «i.nd  Tx-f»s  more  conA-enieni  fom^rr]^  when  cement  was  usuallv 
shipp^ui  in  barrels  than  rii'»u  when  ff-men:  is  generally  shipped  in 
!»iurs,  for  then  the  !>aT"TY^!  was  alwaA's  at  hanrl  for  use  in  measuring  the 
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sand.  When  the  cement  is  shipped  in  bags,  about  the  only  prac- 
ticable way  of  applying  this  method  is  to  assume  the  weight  of  a 
cubic  foot  of  packed  cement,  or  what  is  the  same  thing,  assume  the 
number  of  cubic  feet  in  a  barrel,  and  then  measure  the  sand  in 
cubic  feet.  A  cubic  foot  of  portland  cement  as  packed  in  a  barrel 
usually  weighs  a  little  over  100  pounds,  but  recently  it  has  become 
common  to  assume  for  convenience  that  a  cubic  foot  of  packed 
Portland  cement  weighs  100  pounds,  and  a  cubic  foot  of  natural 
cement  75.  The  proportioning  is  then  done  by  mixing  a  bag  or 
barrel  of  cement  with  a  certain  number  of  cubic  feet  of  sand,  which 
is  virtually  weighing  the  cement  and  measuring  the  sand  by  volumes. 

American  portland  cement  as  packed  in  the  barrel  weighs  about 
100  pounds  per  cubic  foot,  and  dry  loose  sand  about  90  pounds,  and 
therefore  equal  parts  of  cement  and  sand  by  weight,  say  100  pounds 
of  cement  to  100  pounds  of  dry  sand,  would  be  equivalent  to  1 
cubic  foot  of  packed  cement  to  1.11  cubic  foot  of  loose  sand,  or  1 
volume  of  packed  cement  to  1.11  volumes  of  loose  sand.  Natural 
cement  weighs  about  75  pounds  per  cubic  foot  as  packed  in  a  barrel, 
and  hence  a  1  :  1  natural  cement  mortar  by  weight  is  equivalent 
to  1:0.8  by  volumes  of  packed  cement  and  loose  sand. 

3.  By  Volumes  of  Loose  Cement  and  Loose  Sand.  A  volume  of 
loose  cement  is  mixed  with  one  or  more  volumes  of  loose  sand.  This 
method  w^as  much  more  common  formerly  when  cement  was  usually 
shipped  in  barrels  than  now  when  it  is  nearly  always  shipped  in  bags. 
Then  it  was  common  to  fill  a  wheelbarrow  with  loose  cement  and  fill 
one  or  more  wheelbarrows  equally  full  of  sand.  As  far  as  the  sand 
is  concerned,  this  method  is  as  inaccurate  as  the  second;  and  in 
addition,  it  is  subject  to  great  variations  owing  to  differences  in  the 
fineness  and  compactness  of  the  cement.  This  is  the  most  inaccurate 
of  the  three  methods. 

At  present  a  modification  of  this  method  is  in  common  use.  A 
trial  bag  of  cement  is  emptied  into  a  wheelbarrow  to  show  how  full 
the  wheelbarrows  should  be  filled  with  sand,  the  actual  measuring 
being  done  by  emptying  a  bag  of  cement  on  the  mortar  board  and 
adding  one  or  more  equal  volumes  of  sand.  By  this  method  there 
is  no  uncertainty  in  measuring  the  cement;  and  there  is  no  serious 
objection  to  this  procedure  provided  it  was  distinctly  understood  that 
the  cement  was  to  be  measured  loose  and  not  compacted. 

When  cement  was  shipped  in  barrels  the  proportioning  was 
occasionally  done  by  throwing  into  the  mortar  box  one  shovelful  of 
cement  to  one  or  more  shovelfuls  of  sand.  This  is  very  crude,  and 
should  never  be  permitted. 

Since  American  portland  cement  weighs  about  90  pounds  per 
cubic  foot  when  shoveled  loosely  into  a  box,  and  since  sand  weighs 
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the  same,  a  1:1  portland  cement  mortar  by  weight  is  equivalent  to  a 
1:1  mortar  by  vohimes  of  loose  cement  and  loose  sand.  Since  natural 
cement  weighs  about  o6  pounrls  j)er  cubic  f(M>t  when  shoveled  into 
a  box,  a  1:1  natural  cement  mortar  by  weight  is  equivalent  to  a 
1:0.6  bv  volumes  of  loose  cement  and  loose  sand. 

241.  Not  infrequently  the  proportions  are  stated  as  1  part  of 
cement  to  a  certain  numter  of  parts  of  sand,  without  stating  whether 
the  parts  are  to  be  determined  by  weight  or  by  voliyiie,  or  whether 
the  cement  is  to  be  measured  packed  or  loose.  The  examples  in  the 
alx)ve  discussion  show  the  differences  possible  when  the  method  of 
proportioning  is  not  stated;  and  Table  22,  page  120,  shows  inciden- 
tally the  relative  amounts  of  cement  required  by  the  three  methods 
of  proportioning.  Indefiniteness  in  stating  the  proportions  is  likely 
to  cause  misunderstandings  between  the  engineer  and  the  con- 
tractor. 

The  only  definite  and  accurate  method  of  proportion  is  by  weight, 
for  the  amount  of  cement  in  a  given  volume  of  either  packed  or  loose 
cement  is  liable  to  considerable  variation,  and  the  volume  of  sand  is 
materially  affected  by  the  presence  of  even  a  small  amount  of  mois- 
ture— particularly  if  the  sand  is  fine.  Weighing  each  unit  of  sand 
adds  some  complications  and  expense;  but  it  secures  definiteness  of 
results  and  in  a  work  of  any  magnitude  may  save  enough  cement  to 
pay  for  the  extra  trouble.  If  the  sand  for  each  batch  is  not  w^eighed, 
the  weighing  of  an  occasional  batch  will  serve  as  a  valuable  check 
upon  the  method  of  proportioning  actually  employed. 

242.  Proportions  Used  in  Practice.  The  proportions  com- 
monly employed  in  practice  are:  for  portland  cement  1  :  2  or  1  :  3; 
and  for  natural  cement  1  :  1  or  1  :  2.  The  specifications  do  not  usu- 
ally define  which  method  is  to  be  employed  in  the  proportioning; 
and  hence  the  same  mortar  may  be  designated  by  very  different  pro- 
portions by  different  persons.  Further,  the  proportions  are  usually 
fixed  without  regard  to  the  quality  of  the  sand  to  be  used,  althou^ 
the  difference  l>etween  two  sands  may  make  more  than  a  unit  differ- 
ence in  the  proportions.  For  example,  a  1  :  3  mortar  with  one  sand 
may  l^e  better  than  a  1  :  2  mortar  with  another  sand  (see  Table  18, 
page  89). 

243.  Mixing  the  Mortar.  When  the  mortar  is  required  in 
small  quantities,  as  for  use  in  ordinary  masonry,  it  is  mixed  as  fol- 
lows: About  half  the  sand  to  be  used  in  a  batch  of  mortar  is  spread 
evenly  over  the  bed  of  the  mortar  box,  then  the  dry  cement  is  spread 
evenly  over  the  sand,  and  finally  the  i-emainderof  the  sand  is  spread  on 
top.  The  sand  and  cement  are  then  mixed  with  a  hoe  or  by  turning  and 
re-turning  with  a  shovel.  The  mixing  can  l>e  done  more  economically 
with  a  shovel  than  with  a  hoe;   but  the  effectiveness  of  the  shovel 
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varies  greatly  with  the  manner  of  using  it.  It  is  not  sufficient  to 
simply  turn  the  mass;  but  the  sand  and  cement  should  be  allowed 
to  run  off  from  the  shovel  in  such  a  manner  «s  to  thoroughly  mix 
them.  Owing  to  the  difficulty  of  getting  laborers  to  do  this,  the  hoe 
is  sometimes  prescribed.  If  skilfully  done,  twice  turning  with  a 
shovel  will  thoroughly  mix  the  dry  ingredients,  although  four 
turnings  are  sometimes  specified,  and  occasionally  as  high  as  six. 
It  is  very  important  that  the  sand  and  cement  be  thoroughly 
mixed.  When  thoroughly  mixed  the  mass  will  have  a  uniform 
color. 

The  dampness  of  the  sand  is  a  matter  of  some  importance.  If 
the  sand  is  very  damp  when  it  is  mixed  with  the  cement,  sufficient 
moisture  may  be  given  off  to  cause  the  cement  to  set  partially,  which 
may  materially  decrease  its  strength.  This  is  particularly  noticeable 
with  quick-setting  cements. 

The  dry  mixture  is  next  shoveled  to  one  end  of  the  box,  and 
water  is  poured  into  the  other.  The  sand  and  cement  are  then 
drawn  down  with  a  hoe,  small  quantities  at  a  time,  and  mixed  with 
water  until  enough  has  been  added  to  make  a  stiff  paste.  The 
mortar  should  be  vigorously  worked  to  insure  a  uniform  product. 
When  the  mortar  is  of  the  proper  plasticity  the  hoe  should  be  clean 
when  drawn  out  of  it,  or  at  most  but  very  little  mortar  should  stick 
to  it. 

Cements  vary  greatly  in  their  capacity  for  water  (see  §  161),  the 
naturals  requiring  more  than  the  portlands  and  the  fresh-ground 
more  than  the  stale.  An  excess  of  water  is  better  than  a  deficiency, 
particularly  with  a  quick-setting  cement,  as  its  capacity  for  com- 
bining with  water  is  very  great;  and  further  an  excess  is  better  than 
a  deficiency,  owing  to  the  possibility  of  the  water  evaporating  before 
it  has  combined  with  the  cement.  On  the  other  hand,  an  excess 
of  water  decreases  the  strength  of  the  mortar.  If  the  mortar  is  stiff, 
the  brick  or  stone  should  be  dampened  before  laying;  else  the  brick 
will  absorb  the  water  from  the  mortar  before  it  can  set,  and  thus 
destroy  the  adherence  of  the  mortar. 

It  is  customary  to  mix  mortar  for  use  upon  the  work  considerably 
w^etter  than  for  experiments  in  the  laboratory.  A  w-et  mortar  is 
more  easily  mixed,  is  less  likely  to  deteriorate  from  the  loss  of  water 
by  vaporization,  and  is  less  likely  to  be  damaged  by  the  absorption 
of  water  by  the  stone.  Of  course,  a  great  excess  of  water  makes  the 
mortar  weak  and  porous,  and  difficult  to  keep  in  the  joints.  In  hot 
dry  weather,  the  mortar  in  the  box  and  also  in  the  wall  should  be 
shielded  from  the  direct  rays  of  the  sun. 

244.  Where  large  quantities  of  mortar  are  required,  as  in  the 
construction  of  a  'urge  masonry  dam,  an  automatic-measuring  and 
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mortar-mixing  machine  is  sometimes  used.*  Mortar  mixers  are 
somewhat  similar  to  concrete  mixers  (see  §  340-41),  but  are  only 
occasionally  i-equired,  and  are  likely  to  be  used  less  frequently  in  the 
future  than  in  the  past  owing  to  the  substitution  of  concrete  instead 
of  masonry;  and  hence  nothing  more  will  be  said  here  concerning 
mortar-mixing  machines. 

246.  Grout.  This  is  a  thin  or  liquid  mortar  of  lime  or  cement. 
The  interior  of  a  wall  is  sometimes  laid  up  dry;  and  grout  is  poured 
on  top  of  the  wall  and  is  expected  to  find  its  way  downwards  and  fill 
all  voids,  thus  making  a  solid  mass  of  the  wall.  Grout  should  never 
be  used  when  it  can  be  avoided.  If  made  thin,  it  is  porous  and  weak; 
and  if  made  thick,  it  fills  only  the  upper  portions  of  the  wall.  To  get 
the  greatest  strength,  the  mortar  should  have  only  enough  water  to 
make  a  stiff  paste. 

246.  Data  for  Estimates.  The  following  will  be  found  useful 
in  estimating  the  amounts  of  the  different  ingredients  necessary  to 
produce,  any  required  quantity  of  mortar: 

247.  Portland  Cement.  In  this  countr}'  portland  cement  now 
weighs  376  pounds  net  per  barrel,  and  is  usually  shipped  in  bags 
weighing  94  pounds  net,  of  which  four  make  a  barrel.  The  capacity 
of  an  American  cement  barrel,  which  is  generally  a  little  greater 
than  that  of  a  foreign  one,  varies  from  3.50  to  3.70,  the  average  being 
3.61  cu.  ft.  A  barrel  of  portland  cement  will  make  from  1.2  to  1.4 
barrels  measured  loose. 

The  quantity  of  paste  produced  from  a  given  quantity  of  cement 
depends  upon  the  amount  of  water  used,  and  also  upon  the  thor- 
oughness of  mixing  and  the  degree  of  tamping.  In  a  general  way 
the  dryer  the  mortar  the  greater  the  volume;  and  the  less  thorough 
the  mixing  or  the  less  the  tamping,  the  greater  the  volume.  From 
100  to  105  pounds  of  cement  and  from  29  to  31  pounds  of  water  will 
make  a  cubic  foot  of  paste  having  about  the  plasticity  used  by  masons, 
which  is  considerably  wetter  than  the  standard  consistency  employed 
in  laboratorv  tests  of  cements.  Occasionallv  a  cement  is  found  of 
which  only  95  pounds  are  required  to  make  a  cubic  foot  of  paste. 

248.  Natural  Cement.  Formorlv  Rosendale  natural  cement 
weighed  300  pounds  net  per  barrel,  and  the  product  of  western  mills 
265  pounds  net ;  but  recently  most  of  the  manufacturers  of  natural 
cement  have  agreed  upon  a  uniform  weight  of  282  pounds  net  per 
barrel,  and  also  agreed  upon  three  bags  of  94  pounds  each  to  the 
barrel.  A  barrel  of  natural  cement  will  make  from  1.33  to  1.50 
barrels  if  measured  loose. 

Volume  for  volume,  natural  cement  will  make  about  the  same 
amount  of  paste  as  portland:    that  is,  75  to  SO  pounds  of  natural 

*  Engineering  Rtcord,  vol.  xxxii.  p.  166. 
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cement  and  about  0.45  cu.  ft.  of  water  will  make  a  cubic  foot  of 
plastic  paste. 

249.  Quantities  for  a  Yard  of  Mortar.  Table  22,  page  120, 
shows  the  approximate  quantities  of  cement  and  sand  required  for  a 
cubic  yard  of  mortar  jDy  the  three  methods  of  proportioning  described 
in  §  240.  The  table  is  based  upon  actual  tests  made  by  carefully 
mixing  one  half  cubic  foot  of  the  several  mortars;  but  at  best  such 
data  are  only  approximately  applicable  to  any  particular  case,  since 
so  much  depends  upon  the  specific  gra^ty,  fineness,  compactness, 
etc.,  of  the  cement;  upon  the  fineness,  humidity,  sharpness,  compact- 
ness, etc.,  of  the  sand;  and  particularly  upon  the  amount  of  water 
used  in  mixing.  The  consistency  of  the  mortar  in  Table  22  is  about 
that  usually  employed  in  laying  brick  or  stone  masonry.  In  the 
preceding  edition  of  this  book  was  given  a  similar  table  showing  the 
quantities  required  for  dry  mortar,  that  is,  for  mortar  of  such 
consistency  that  moisture  flushed  to  the  surface  when  the  mortar  was 
struck  with  the  back  of  the  shovel  used  in  mixing.  Dry  mortar  is 
less  dense  and  requires  less  cement  than  plastic,  since  more  air  is 
entrained  in  the  mixing.  If  the  mortar  is  mixed  wetter  than  that 
in  Table  22,  as  wet,  for  example,  as  is  usually  employed  in  making 
concrete,  it  will  be  more  dense  and  hence  will  require  more  cement 
and  more  sand. 

The  volume  of  the  resulting  mortar  is  always  less  than  the  sum 
of  the  volumes  of  the  cement  and  sand,  or  of  the  paste  and  sand, 
because  part  of  the  paste  enters  the  voids  of  the  sand;  but  the 
volume  of  the  mortar  is  always  greater  than  the  sum  of  the  volumes 
of  the  paste  and  the  solids  in  the  sand,  because  of  imperfect  mixing 
and  also  because  the  paste  coats  the  grains  of  sand  and  thereby 
increases  their  size  and  consequently  the  volume  of  the  interstices 
between  them.  This  increase  in  volume  varies  with  the  dampness 
and  compactness  of  the  mortar.  For  example,  the  volume  of  a 
rather  dry  mortar  with  cement  paste  equal  to  the  voids,  when  com- 
pacted enough  to  exclude  great  voids,  was  126  per  cent  of  the  sum 
of  the  volumes  of  the  paste  and  solids  of  the  sand;  and  the  same 
mortar  when  rammed  had  a  volume  of  102  to  104  per  cent.  If  the 
paste  is  more  than  equal  to  the  voids,  the  per  cent  of  increase  is  less; 
and  if  the  paste  is  not  equal  to  the  voids',  the  per  cent  of  increase  is 
more.  The  excess  of  the  volume  of  the  mortar  over  that  of  the  sand 
increases  with  the  fineness  of  the  sand  and  with  the  amount  of  water 
used  in  mixing. 

The  attempt  is  frequently  made  to  compute  the  amount  of  mortar 
produced  by  mixing  certain  quantities  of  cement  and  sand,  knowing 
only  the  per  cent  of  voids  in  the  sand;  but  the  data  in  the  preceding 
paragraph  show  that  such  computations  at  best  are  very  crude. 
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260.  Mortar  for  a  Yard  of  Masonry.  Table  23  gives 
data  concerning  the  amount  of  mortar  required  per  cubic  yard 
for  the  different  classes  of  masonry,  extracted  from  succeeding  pages 
of  this  volimie,  and  collected  and  placed  facing  Table  22  for  con- 
venience in  making  estimates. 


TABLE  23. 
Amount  op  Mortar  Required  for  a  Cubic  Yard  of  Masonry. 


Ref. 
No. 

Description  of  Masonry. 

Mortar, 
cu.  yd. 

Min. 

Max. 

1 

Ashlar, — 18-in.  courses  and  i-in.  joints 

0.03 
0.06 

0.10 
0.25 
0.35 

0.33 
0.20 

0.12 
0.20 

0.04 

2 

12-in.  ''        "      "      "       

0  08 

3 
4 
5 

6 

7 

Brickwork, — standard  size  (§  83)  and  J-in.  joints 

"     "     l-in.  to  i-in.  joints 

*'    "     4-in.  toi-in-     "  • 
Concrete, — see  Table  28,  page  158 
Rubble, — small,  rough  stones    

0.15 
0.35 
0.40 

0.40 

8 

9 
.   10 

large  stones,  rough  hammer-dressed 

Square-stone  masonry, — 18-in.  courses  and  J-in.  joints  . 

]2-in.      "         «     u    u      

0.30 

0.15 
0.25. 

261.  Strength  of  Mortar.  The  strength  of  mortar  is  dependent 
upon  the  strength  of  the  cementing  material,  upon  the  composition, 
fineness,  etc.,  of  the  sand,  and  upon  the  adhesion  of  the  former  to  the 
latter.  The  kind  and  amount  of  strength  required  of  mortar  depends 
upon  the  kind  and  purpose  of  the  masonry.  If  the  blocks  are  large 
and  well  dressed,  and  if  the  masonry  is  subject  to  compression  only, 
the  mortar  needs  only  hardness  or  the  property  of  resisting  com- 
pression; hard  sharp  grains  of  sand  with  comparatively  little  cement- 
ing material  would  satisfy  this  requirement  fairly  well.  If  the  blocks 
are  small  and  irregular,  the  mortar  should  have  the  capacity  of 
adhering  to  the  surfaces  of  the  stones  or  bricks,  so  as  to  prevent  their 
displacement;  in  this  case  a  mortar  rich  in  a  good  cementing  material 
should  be  used.  If  the  masonry  is  liable  to  be  subject  to  lateral  or 
oblique  forces,  the  mortar  should  possess  both  adhesion  and  cohesion. 

262.  Tensile  Strength.  For  the  tensile  strength  of  neat  cement 
and  of  cement  mortar  made  with  standard  sand,  see  Table  14,  page 
82.  The  results  in  Table  14  were  obtained  with  standard  sand,  but 
the  better  natural  sands  used  in  actual  practice  would,  under  the 
same  conditions,  give  higher  results  on  account  of  the  smaller   per 
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cent  of  voids.  On  the  other  haml,  in  actual  practice  the  mortar  ia 
not  likely  to  be  Jis  tlioroughly  mixed  nor  aeasonetl  under  as  favorable 
conditions  as  in  the  laljoratory,  and  hence  it  ia  not  liltely  that  the 
mortar  used  in  ordinary  practice  will  have  as  great  strength  aa  shown 
by  laboratory  tests.  Further,  mortar  which  Hcts  under  even  a 
moderate  pressure  may  be  somothins  Iik«  one  third  stronger  than 
that  which  seis  without  pressure;  and  in  practice  mortar  nearly 
always  sets  under  more  or  less  pressure. 
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253.  E^ect  of  Time.  Fig.  7  shows  the  effect  of  time  on  the 
strength  of  mortars.*  The  curves  for  neat  and  the  1  :  3  port- 
land  cement  represent  the  average  of  over  1.50,000  briquettes;  while 
the  lines  for  the  other  port  land-cement  mortars  are  based  upon 
.'!(K)  to  500  tests  each.     The  curves  for  natural  cement  represent 

•  Tayrc.r  utid  Tliompsun's  Cuncn-le  Plain  and  ReintorcMl,  p.  99  and  100. 
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seven  different  sections  of  the  United  States.  The  line  representing 
lime  is  based  upon  only  a  few  experiments  by  the  writer,  and  repre- 
sents the  value  obtained  by  exposing  standard  briquettes  of  mortar 
freely  to  the  air;  but  this  line  is  not  well  determined. 

Note  that  the  portland  cement  both  neat  and  with  sand  gains 
its  strength  proportionally  more  rapidly  than  natural  cement,  not- 
withstanding the  fact  that  the 
latter  will  usually  attain  "hard 
set"  earlier  than  the  former. 

Notice  the  sag  in  the  curves 
for  the  neat  and  the  1  : 1  portland- 
cement  mortars.  This  is  due  to 
the  hardening  action  of  some  of 
the  constituents  of  the  cement  not 
being  permanent — see  §  158, 

Notice  that  portland  cement 
both  neat  and  with  sand  does  not 
gain  much  strength  after  28  days, 
while  natural  cement  both  neat 
and  with  sand  continues  to  gain 
strength  for  at  least  a  year.  Tests 
extending  over  a  longer  time  usual- 
ly show  a  falling  off  in  the  strength 
of  the  neat  and  rich  portland  mor- 
tars, while  natural  cement,  either 
neat  or  with  sand,  gain.s  strength 
continuously  for  at  least  four  or 
five  years.  Some  natural  cements 
after  four  or  five  years  are 
nearly  as  strong  as  some  portlands.* 
land  cements  over  naturals  is 
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The  chief  advantage  of  port- 
\  that  they  are  more  uniform  in  quality 
and  gain  their  strength  earlier;  and  the  fact  that  they  lose  a 
small  part  of  their  strength  is  not  serious. 

2fi4.  E^tct  of  Sand.  Fig.  8  shows  the  strength  at  six  months  of 
a  portland  and  a  natural  cement  mixed  with  various  proportions  of 
natural  sand.  Such  relations  vary  with  the  fineness  of  the  cement 
and  of  the  sand,  but  the  above  is  believed  to  be  fairly  representative 
except  that  the  cement  is  a  little  coarser  than  required  by  the  present 
standard  specifications.  "  A  diagram  like  Fig.  S,  is  useful  in  dis- 
cussing the  question  of  relative  economy  of  natural  and  portland 
cement  (I  259),  in  which  case  it  should  be  made  for  the  particular 
brands  of  cement  to  be  considered  and  with  the  sand  to  be  used  in 
practice. 

•Forexample,BeeProc..\mer.Soc.  for  Testing  Materials,  vol.  v  (1905),  p,  323-26. 
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266.  OompreuiTe  Strangth.  Not  nearly  as  many  experiments 
have  ly»en  made  upon  the  compressive  strength  of  mortar  as  upon 
the  tensile  strength,  partly  because  of  the  greater  difficulty  of  mould- 
ing the  test  specimen,  and  partly  because  of  the  uncertaint}'  intro- 
duced by  the  smoothness  of  the  pressed  surface,  and  partly  because 
of  the  larger  and  more  expensive  testing  machine  required.  Experi- 
ments seem  to  show  that  the  crushing  strength  of  cubes  is  about 
S  to  10  times  the  tensile  strength  of  the  same  mortar  at  the  same  age 
determined  in  the  usual  manner.  This  ratio  increases  with  the  age 
of  the  mortar  and  with  the  proportion  of  sand,  and  decreases 
with  the  wetness  of  the  mortars;  and  varies  for  different  cements 
and  different  sands.  Several  formulas  have  been  proposed  to 
express  the  relation  between  the  crushing  and  the  tensile  strength  of 
cement  mortar,  but  none  are  reasonably  general.  The  standard 
German  specifications  require  that  the  compressive  strength  of 
cement  mortar  shall  be  at  least  10  times  its  tensile  strength. 

Data  determined  by  submitting  cubes  of  mortar  to  a  compressive 
stress  are  of  little  or  no  value  as  showing  the  strength  of  mortar 
when  employed  in  thin  layers,  as  in  the  joints  of  masonry.  The 
strength  per  unit  of  bed  area  increases  rapidly  as  the  thickness  of 
the  test  specimen  decreases,  but  no  experiments  have  ever  been 
made  to  determine  the  law  of  this  increase  for  mortar. 

266.  AdhasWe  8tieii|rth.  Although  the  adhesion  of  cement  mortar 
is  as  important  for  purposes  of  construction  as  its  cohesive  strength, 
verj-  few  experiments  have  been  made  to  determine  the  power  with 
which  mortars  stick  to  brick,  stone,  etc.:  and.  unfortunateh',  the 
results  of  the  few  experiments  that  have  been  made  differ  very 
greatly.  All  tests  for  adhesive  power  are  subject  to  the  same  causes 
of  variation  as  cohesive  tests,  and  in  addition  are  subject  to  variations 
because  of  differences  of  the  test  specimens  in  absorptive  power,  in 
porosity,  in  smoothness  of  the  surface,  to  variations  in  the  pressure 
upon  the  specimens,  etc..  and  apparently  differences  in  fineness  of 
the  cement  and  in  ihe  character  and  fineness  of  the  sand  make  more 
difference  in  the  tests  oi  adhesion  than  in  the  tensile  tests.  Further, 
in  some  of  the  methods  that  have  l^^een  employeil  to  determine  adhe- 
sion, errors  due  to  ei^ceniricity  of  stress  are  proportionally  much 
greater  than  in  ordinary-  tensile  tests. 

267.  Two  methods  have  l>een  eniployeii  in  making  tests  of  the 
adhesive  pi^wer  oi  monars:  viz.:  ^1  cementing  two  bricks  or  pieces 
of  stone  together,  and  then  pullinir  them  apart:  and  (2)  moulding 
a  piece  of  the  material  to  Iv  tested  in  the  middle  of  a  briquette.,  and 
then  tesiinc  the  briqiiette  in  the  usual  wav. 

1.  When  :wo  bricks  are  cement evi  together  cn^sswise,  the  results 
are  so  variable  as  to  be  of  little  value — partly  for  the  reasons  men- 
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tioned  in  §  256,  but  chiefly  because  with  so  large  a  surface  of  contact 
there  are  nearly  certain  to  be  large  eccentric  stresses  which  greatly 
reduce  the  results.  In  one  set  of  twenty-five  experiments  using 
both  natural  and  portland  cement  the  ratio  of  the  tensile  strength 
to  the  adhesion  to  soft  brick  varied  from  3.9  to  26;  and  decreased 
somewhat  uniformly  froiji  28  days  to  6  months,  and  increased  from 
neat  cement  to  1  :  3  mortar.*  The  wide  range  of  these  results,  and 
the  surprising  way  in  which  they  varied  with  age  and  the  richness  of 
the  mortar,  is  characteristic  of  this  method  of  making  tests  of  adhesion. 

A  set  of  1200  experiments  f  made  in  1882  by  cementing  two  pieces 
of  stone  1^  inches  long  by  1  inch  wide  showed  not  much  difference 
between  the  adhesion  of  hydraulic  cement  to  polished  plate  glass 
and  to  chiseled  granite  or  sawed  limestone.  The  results  for  the 
adhesion  to  sawed  limestone  of  a  neat  portland  mortar  having  a 
tensile  strength  of  425  lb.  per  sq.  in.  at  7  days,  are:  at  7  days,  61  lb. 
per  sq.  in.;  at  28  days,  84  lb.  per  sq.  in.  The  finer  the  cement  the 
greater  the  adhesion.  There  seems  to  be  no  constant  relation  between 
the  cohesive  and  the  adhesive  strength  of  a  cement. 

2.  The  French  have  a  standard  method  of  testing  the  relative 
adhesion  of  different,  cements  and  also  of  testing  the  adhesion  of  a 
cement  to  different  surfaces.  To  determine  relative  adhesion  of 
different  cements,  a  half  briquette  is  moulded  of  standard  mortar, 
and  after  it  has  hardened  the  other  half  briquette  is  moulded  against 
the  first  half,  and  then  the  briquette  is  tested  in  the  ordinary 
cement-testing  machine.  Results  by  this  method  show  great  differ- 
ences for  different  cements,  and  no  apparent  relation  between  mor- 
tars of  different  proportions.^ 

To  determine  the  adhesion  of  a  cement  to  different  surfaces,  a 
plate  of  the  material  to  be  tested  is  moulded  into  the  middle  of  the 
briquette.  Results  by  this  method  show  an  adhesion  of  a  1  :  2 
portland-cement  mortar  at  28  days  to  sandstone  of  from  78  to  125 
lb.  per  sq.  in.^ 

Mr.  L.  C.  Sabin  made  some  tests  of  adhesion  by  inserting  thin 
plates  of  soft  dolomitic  limestone  in  the  middle  of  the  ordinary  bri- 
quette mould  and  then  filling  the  mould  with  mortar  in  the  ordinary 
way.**  The  results  show  a  ratio  of  cohesive  to  adhesive  strength  of 
Portland  mortar  from  2.03  to  3.05.  In  both  cases  there  is  no 
practical  difference  in  the  ratio  for  28  days  and  6  months,  nor  be- 
tween neat  cement  and  a  1  :  2  mortar.     The  greatest  adhesion  is 

*  Sabin's  Cement  and  Concrete,  p.  279. 
*     1 1.  J.  Mann,  Proc.  Inst.  Civil  Eng'rs.,  vol.  Ixxi,  p.  256-69. 

J  Taylor  and  Thompson's  C/oncrete  Plain  and  Reinforced,  p.  124. 
1[  Commission  des  Methodes  d'Essai  des  Materiaux  de  Construction,  1895.  vol.  iv. 
p.  285. 

**  Sabin's  Cement  and  Concrete,  p.  275. 
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frfven  by  a  mortar  considerably  wetter  than  that  which  givee  the 
highest  tensile  strength. 

268.  Cost  or  Hobtab.  Knowing  the  price  of  the  materials,  it 
is  very  easy,  by  the  use  of  Table  22,  page  120,  to  compute  the  cost 
of  the  ingretlients  required  for  a  cubic  yard  of  mortar.  The  expense 
for  labor  is  quite  variable,  depending  upon  the  distance  the  materials 
must  be  moved,  the  quantity  mixed  at  a  time,  etc.  Aa  a  rough 
approximation,  it  may  be  sissumed  that  the  cost  of  mixing  mortar 
is  Jl.OO  per  cubic  yard.  The  following  example  illustrates  the 
method  of  computing  the  cost.  The  cost  of  a  cubic  yard  of  mortar 
composed  of  1  part  portland  cement  and  2  parts  sand,  both  by  weight, 
is  about  as  follows: 

Cement 2  89  bbl.  (seepage  120)  ©$1.80  =  $5.20 

Sand O.STcu.  yd.  iseepageiao)  @      .75-     .65 

Labor,  handling  materials  and  mixing     } -dar^'    2.00^   1.00 

Total  cost   ot   1   cubic   yard   of  mortar -S6.85 


269.  Matnral  n.  Portlind  Cement  Hortu.  It  is  : 
question  whether  porthmi  or  natural  cement  should  be  used.  If 
a  quick-setting  cement  is  required,  then 
natural  cement  is  to  be  preferred,  since 
as  a  rule  the  natural  cements  are 
quicker-setting,  although  there  are  many 
and  marked  exceptions  to  this  rule. 
Other  things  l»eing  the  same,  a  slow- 
setting  cement  is  preferable,  since  it  is 
not  so  likely  to  set  before  reaching  its 
place  in  the  wall.  This  is  an  important 
item,  since  with  a  quick-setting  cement 
any  slight  delay  may  necessitate  the 
throwing  away  of  a  boxful  of  mortar 
or  the  removal  of  a  stone  to  scrape  out 
the  partialJy-set  mortar. 

denerally,  however,  this  question 
shouM  )>e  decided  upon  economical 
gix)!!^.^.  which  makes  it  a  question  of 
relative  strength  and  relative  prices. 
The  tensile  strength  of  natiu^  and  port- 
land  ccmorit  mortai-s  is  shon-n  in  I^.  S, 
p:\s.v  I'-i.  The  cost  of  mortar  of  varioiia 
■ompiite<l  ;».<  in  the  preceding  section. 
co.-it  $1N0  i>er  barrel,  natural 
cents  t^'r  cubic  j'ard,  and  udng 
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Table  22,  page  120,  the  cost  of  the  materiab  in  a  cubic  yard  of  mortar 

is  as  in  Fig.  9. 

By  plotting  the  strength  of  portland  and  natural  cement  mortar 

6  months  old  and  the  cost  of  a  yard  of  mortar  as  given  in  Fig,  9, 

Fig.  10  is  obtained,  which  shows  the  relation  between  the  strength 

at  6  months  and  the  cost  of  the 

mortar  made  of  the  two  kinds  of 

cement.     The  curves   lie  so  close 

together  that  the  diagram  is  not 

very  significant,  but  it  will  serve 

to  illustrate  an  interesting,  if  not 
.   valuable,  method  of  investigating 

the  relative  economy  of  natural 

and     Portland    cement.       Notice 

that     for    any     tensile    strength 

under  about  300  lb.   per  sq.  in. 

(the  strength  of  neat  natural  ce- 
ment) either  natural  or  portland 

cement  may  be   used,   but   that 

the  former,  is  a  little  cheaper.     In 

other  words,  Fig.  10  shows  that  if 

a  strength  of  about  300  lb.  per 
sq.  in.  at  6  months  is  sufficient, 
natural  cement  is  the  cheaper. 
A  considerable  change  in  prices 
does  not  materially  alter  the  re- 
sult, and  hence  the  conclusion  may 
be  drawn  that  if  a  strength  of  250 
to  350  lb.  per  sq.  in.  at  6  months 
is  sufficient,  natural  cement  is  more  economical  than  portland. 

For  other  ages  it  should  be  remembered  that  as  the  age  increases 
natural  cement  is  relatively  stronger  than  portland  (5  253). 

However,  in  this  connection  it  should  not  be  forgotten  that  other 
considerations  than  strength  and  cost  may  govern  the  choice  of  a 
cement;  for  example,  uniformity  of  product,  rapidity  of  set,  and 
soundness  are  of  equal  or  greater  importance  than  strength  and 
cost.  Portland  cement  is  more  uniform  in  quality  than  natural 
cement,  and  for  this  reason  is  usually  selected  in  preference  to  natural 
cement.  The  rapid  development  of  the  portland  cement  industry 
in  recent  years  in  this  country  has  greatly  increased  the  use  of  port- 
land  cement  relative  to  that  of  natural  cement. 

260.  Mortar  made  of  two  brands  of  portland  or  natural  cement 
will  differ  considerably  in  economic  value,  and  hence  to  be  of  the 
highest  value  the  above  comparison  should  be  made  between  the 
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most  economical  port  land  and  the  most  economical  natural  cement 
as  determined  by  the  method  described  iti  5  180.  Prices  vary  with 
locality,  and  hence  there  may  be  places  in  which  the  above  investiga- 
tion as  to  the  relative  economy  of  natural  and  portland  cement  will 
lead  to  a  considerable  saving  in  construction  work  requiring  a  large 
amount  of  cement.  Such  an  investigation  is  less  important  now 
than  formerly,  owing  to  the  decrease  in  price  and  increase  in  strength 
of  Portland  cement. 

261.  Effect  of  Re-tempebino.  Frequently,  in  practice,  cement 
mortar  which  has  taken  an  initial  set,  is  re-mixed  and  used.  Masons 
generally  claim  that  re-tempering,  i.e.,  adding  water  and  re-mixing, 
is  beneficial;  while  engineers  and  architects  usually  specify  that 
mortar  which  has  taken  an  initial  set  shall  not  be  used. 

Re-tempering  makes  the  mortar  slightly  less  "short "  or  "brash,'' 
that  is,  a  little  more  plastic  and  easy  to  handle.  Re-tempering  also 
increases  the  time  of  set,  the  increase  being  very  different  for  different 
cements.  But  on  the  other  hand,  re-tempering  usually  weakens  a 
cement  mortar.  A  quick-setting  natural  cement  sometimes  loses 
30  or  40  per  cent  of  its  strength  by  being  re-tempered  after  standing 
20  minutes,  and  70  or  80  per  cent  by  being  re-tempered  after  standing 
1  hour.  With  slow-setting  cements,  particularly  portlands,  the  loss 
by  re-tempering  immediately  after  initial  set  is  not  material.  A 
mortar  which  has  been  insufficiently  worked  is  sometimes  made 
appreciably  stronger  by  re-tempering,  the  additional  labor  in  re- 
mixing more  than  compensating  for  the  loss  caused  by  breaking 
the  set. 

The  loss  of  strength  by  re-tempering  is  greater  for  quick-setting 
than  for  slow-setting  cement,  and  greater  for  neat  than  for  sand 
mortar,  and  greater  with  fine  sand  than  with  coarse.  The  loss 
increase.^  with  the  amount  of  set.  If  mortar  is  to  stand  a  consider- 
able time,  the  injury  will  be  less  if  it  is  re-tempei*ed  several  times 
during  the  interval  than  if  it  is  allowed  to  stand  undisturbed  to  the 
end  of  the  time  and  is  then  re-mixed.  Re-tempered  mortar  shrinks 
less  in  setting  than  fresh  mortar,  which  is  an  advantage  in  joining 
new"  concrete  to  old  (see  §  345). 

The  only  safe  rule  for  practical  work  is  to  i-equire  the  mortar 
to  he  thoroi'.ghly  mixed,  and  then  not  permit  any  to  be  used  which 
has  taken  an  initial  set.  This  rule  should  he  moi*e  strenuously 
insisted  upon  with  natural  than  with  portland  cements,  and  more 
with  quick-setting  than  with  slow-setting  varieties. 

262.  Lime  with  Cement.  Cement  mortar  before  it  begins  to 
set  ha.<  no  cohesive  or  adhesive  ])roperties,  and  is  what  the  mason 
calls  "poor."  ''short.*'  **bra.sh";  and  consequently  is  difficult  to 
use,  since  it  will  not  stick  to  the  edge  of  the  brick  already  laid  suffi- 
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ciently  to  give  mortar  with  which  to  strike  the  joint.  The  addition 
of  a  small  per  cent  of  lime  makes  the  mortar  "faf  or  "rich,"  and 
causes  it  to  work  better  under  the  trowel. 

The  lime  should  be  slaked  before  being  mixed  with  the  cement. 
Formerly  it  was  necessary  to  use  lime  paste  for  this  purpose;  but 
now  either  lime  paste  or  dry  hydrated  lime  may  be  used.  Dry 
hydrated  lime  made  from  pure  limestone  contains  32  per  cent  of 
water,  but  lime  made  from  either  an  impure  or  a  magnesian  lime- 
stone will  contain  less,  depending  upon  the  amount  of  impurities  or 
of  magnesium  present.  I.ime  paste  usually  weighs  about  2J  times 
as  much  as  the  unslaked  lime. 

The  effect  of  the  lime  upon  the  strength  of  the  mortar  will  vary 
with  the  character  of  the  cement,  the  fineness  of  the  sand,  and  the 
proportions  of  cement  to  sand.  The  addition  of  unslaked  lime 
equal  to  5  to  10  per  cent  of  the  cement  does  not  materially  decrease 
the  strength  of  a  1  :  3  or  a  1  :  4  mortar,  and  frequently  slightly 
increases  it.  In  all  cases  the  addition  of  5  to  10  per  cent  of  lime 
decreases  the  cost  more  rapidly  than  the  strength  and  hence  is 
economical;  but  the  substitution  of  more  than  about  10  per  cent 
decreases  the  strength  more  rapidly  than  the  cost,  and  hence  is  not 
economical.  The  economy  of  using  lime  with  cement  is,  of  course, 
greater  with  poi-tland  than  with  natural  cement  owing  to  the  greater 
cost  of  the  former.  One  large  manufacturer  of  natural  cement 
grinds  15  per  cent  of  hydrated  lime  with  the  cement  and  sells  the 
mixture  as  "bricklayer's  cement."  § 

The  addition  of  lime  as  above  to  a  1  :  3  or  a  1  :  4  cement  mortar 
makes  it  more  dense,  and  hence  more  nearly  waterproof:  and  also 
increases  its  adhesive  strength  more  than  its  cohesive  strength.* 

The  addition  of  lime  to  cement  mortar  does  not  materially 
affect  the  time  of  set,  and  usually  slightly  increases  it. 

263.  The  discussion  in  the  preceding  section  refers  to  the  addition 
of  a  comparatively  small  portion  of  lime  to  a  cement  mortar;  but 
it  is  also  common  to  add  a  small  per  cent  of  cement  to  a  lime  mortar 
when  a  mortar  of  greater  strength  or  greater  activity  is  desired  than 
can  be  obtained  with  lime  alone.  Tlie  cement  adds  to  the  strength 
of  the  mortar,  but  not  proportionally  to  the  increase  in  cost.  When 
a  stronger  or  quicker-setting  mortar  is  desired  than  can  be  obtained 
with  lime  alone,  it  would  be  cheaper  to  use  a  lean  cement  mortar, 
if  such  a  mortar  were  not  so  difficult  to  handle  with  a  trowel. 

264.  Waterproof  Mortar.    A  non-absorbent  and  impermeable 
mortar  is  important  in  all  forms  of  masonry  construction,  and  in 
some  cases  such  a  mortar  is  vitally  essential.     If  the  mortar  is  porou.« 
it  will  absorb  water,  which  may  freeze  and  cause  disintegration; 

♦  Sabin'tf  Cemeut  and  Coucrete,  p.  280-84. 
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and  if  the  mortar  is  permeable,  it  may  permit  water  to  percolate  or 
flow  through  it,  which  will  make  it  useless  for  some  purposes. 

To  make  a  non-absorbent  and  impermeable  mortar,  use  sand 
containing  a  small  per  cent  of  voids,  that  is,  sand  containing  a  proper 
proportion  of  grains  of  various  sizes,  and  enough  fine-ground  cement 
to  completely  fill  the  voids  in  the  sand;  and  mix  the  mortar  very 
thoroughly,  making  it  neither  very  wet  nor  very  dry.  There  are 
'  a  number  of  foreign  ingredients  that  are  sometimes  mixed  with 
mortar  to  make  it  impervious,  but  usually  it  is  both  better  and 
cheaper  to  use  a  richer  mortar  than  to  add  the  foreign  substances. 
The  method  of  making  mortar  impervious  by  filling  the  voids  wdth  some 
foreign  ingredient  is  substantially  the  same  as  for  concrete  (§  369-76) 

266.  Freezing  op  Mortar.  The  freezing  of  mortar  before  it  has 
set  has  two  effects:  (1)  the  low  temperature  retards  the  setting  and 
hardening  action;  and  (2)  the  expansive  force  of  the  freezing  water 
tends  to  destroy  the  cohesive  strength  of  the  cement. 

Owing  to  the  retardation  of  the  low  temperature,  the  setting 
and  hardening  may  be  so  delayed  that  the  water  may  be  dried  out 
of  the  mortar  and  not  leave  enough  for  the  chemical  action  of  harden- 
ing; and  consequently  the  mortar  will  be  weak  and  crumbly.  This 
would  be  substantially  the  same  as  using  mortar  with  a  dry  porous 
brick.  In  ordinary  practice  cement  mortar  is  always  mixed  with 
considerably  more  water  than  is  required  for  the  chemical  combina- 
tion; but  when  mortar  is  Ukely  to  be  exposed  to  frost,  it  should  be 
mixed  dryer  than  usu^l  to  hasten  the  set,  and  hence  the  drying  out 
may  seriously  injure  the  strength  of  the  mortar.  Whether  the 
water  evaporates  to  an  injurious  extent  or  not  depends  upon  the 
humidity  of  the  air,  the  temperature  of  the  mortar,  the  activity  of  the 
cement,  and  the  extent  of  the  exposed  surface  of  the  mortar.  The 
mortar  in  the  interior  of  the  wall  is  not  likely  to  be  injured  by  the 
loss  of  water  while  frozen;  but  the  edges  of  the  joints  are  often  thus 
seriously  injured.  In  the  latter  case  the  damage  may  be  fully  repaired 
by  pointing  the  masonry  (§  565)  after  the  mortar  has  fully  set. 

On  the  other  hand,  when  the  cement  has  partially  set,  if  the  ex- 
pansive force  of  the  freezing  water  is  greater  than  the  cohesive 
strength  of  the  mortar,  then  the  bond  of  the  mortar  is  broken,  and 
on  thawing  out  the  mortar  will  crumble.  Whether  this  action  will 
take  place  or  not  will  depend  chiefly  upon  the  strength  and  activity 
of  the  cement,  upon  its  hardness  at  the  time  of  freezing,  and  upon 
the  amount  of  free  water  present.  Further,  cement  in  setting 
generates  some  heat  (§  348)  which  tends  to  prevent  freezing. 

The  relative  effects  of  these  several  elements  are  not  known 
certainly;  but  it  has  been  proven  conclusively  that  for  the  best 
results   the   following  precautions  should   be  observed:     1.  Use   a 
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quick-setting  cement.  2.  Make  the  mortar  richer  than  for  ordinary 
temperatures.  3.  Use  the  minimum  quantity  of  water  in  mixing  the 
mortar.     4.  Prevent  freezing  as  long  as  possible. 

266.  There  are  various  ways  of  preventing  freezing:  1.  Cover  the 
masonry  with  tarpaulin,  straw,  manure,  etc.  2.  Warm  the  stone 
and  the  ingredients  of  the  mortar.  Heating  the  ingredients  is  not 
of  much  advantage,  particularly  with  portland  cement.  3.  Instead 
of  trying  to  maintain  a  temperature  above  the  freezing  point  of 
fresh  water,  add  salt  to  the  water  to  prevent  its  freezing.  To  prevent 
water  from  freezing  down  to  0°  F.,  add  salt  equal  to  1  per  cent  of  the 
weight  of  the  water  for  each  1°  F.  below  freezing.  A  common*  rule 
which  has  been  much  used  to  keep  mortar  from  freezing  is:  ''Dis- 
solve 1  pound  of  salt  in  18  gallons  of  water  [practically  150  pounds] 
when  the  temperature  is  at  30°  F.,  and  add  1  ounce  of  salt  for  each 
1°  of  lower  temperature. ''  This  rule  does  not  give  as  much  salt  as 
the  first  one — at  31°  only  about  two  thirds  as  much  and  at  20°  only 
about  one  tenth  as  much, — and  it  gives  either  too  much  salt  for 
temperatures  only  a  little  below  freezing  or  too  Uttle  for  temperatures 
near  zero.  The  fact  that  the  second  rule  has  been  successfully  used 
to  prevent  damage  to  mortar  at  atmospheric  temperatures  10°  or  15° 
F.  below  freezing,  seems  to  show  that  with  mortar  it  is  not  necessary 
to  use  the  full  amount  of  salt  required  to  keep  the  water  from  freez- 
ing. Apparently  then  a  safe  rule  would  be:  ''Use  salt  equal  to  ^ 
of  1  per  cent  of  the  weight  of  the  water  used  in  making  the  mortar 
for  each  1°  F.  below  freezing.^'  This  rule  is  better  than  the  second 
one  above  because  it  gives  the  correct  relative  proportions  of  salt 
at  all  temperatures;  and  below  28°  the  last  rule  gives  more  salt  than 
the  second  rule,  and  therefore  is  more  safe  at  low  temperatures 
where  most  needed. 

Alternate  freezing  and  thawing  are  more  damaging  than  continuous 
freezing,  since  with  the  former  the  bond  maybe  repeatedly  broken;  and 
the  damage  due  to  successive  disturbance  increases  with  the  number. 

267.  Practice  has  shown  that  portland-cement  mortar  of  the 
usual  proportions  laid  in  the  ordinary  way  is  not  materially  injured 
by  alternate  freezing  and  thawing,  or  by  a  temperature  of  10°  to 
15°  F.  below  freezing,  except  perhaps  at  the  exposed  edges  of  the 
joints.  Under  the  same  conditions  natural-cement  mortar  is  likely 
to  be  materially  damaged. 

By  the  use  of  salt,  even  in  less  proportions  than  specified  above, 
or  by  warming  the  materials,  masonry  may  be  safely  laid  with 
portland-cement  mortar  at  a  temperature  of  0°  F.;  and  the  same 
may  usually  be  done  wuth  natural  cement,  although  it  will  ordinarily 
be  necessary  to  re-point  the  masonry  in  the  spring.  Warming  the 
materials  is  not  as  effective  as  using  salt. 


CfHAPTER  Vn 
PLAIN  CONCRETE 

X76.  Concrete  consists  of  mortar  in  which  are  embedded  pebbles 
or  pieces  of  stone,  broken  brick,  etc.  At  present  the  mortar  used 
in  making  concrete  is  invariably  cement,  ak hough  in  ancient  times 
lime  was  so  used.  Of  course,  common  lime  is  wholly  unfit  for  use 
in  large  masses  of  concrete,  since  it  does  not  set  when  excluded  from 
the  air.  The  lime  used  by  the  ancients  usually  had  some  hydraulic 
properties. 

Concrete  has  been  in  use  from  remote  antiquity,  but  it  is  only 
comparatively  recently  that  it  has  l>een  used  to  jiny  considerable 
extent.  The  development  of  the  American  port  land  cement  industrv' 
has  greatly  stimulated  the  use  of  concrete  in  this  country-  in  recent 
years:  and  at  present  concrete  occupies  a  peculiar  and  preeminent 
position  in  structural  work. 

**  Concrete  is  adniirably  adapted  to  a  variety  of  most  important 
uses.  For  foundations  in  damp  and  yiekiing  soils  and  for  subter- 
ranean and  submarine  masonrv,  under  almost  everv  combination  of 
circumstani^'es  likely  to  Ix*  met  in  practice,  it  is  superior  to  brick 
masonr\-  in  strength,  hardness,  and  ilurability:  is  more  economical, 
and  in  some  cases  is  a  s:\fe  substitute  for  the  best  natural  stone, 
while  it  is  almost  always  preferable  to  the  poorer  varieties.  For 
submarine  m:  sonry.  concrete  i.H>ssesses  the  ;uivantage  that  it  can 
be  laid,  under  certain  precautions,  without  exhausting  the  water  and 
without  the  use  of  a  diving-l>ell  or  submarine  armor.  On  account  of 
its  continuity  and  its  im|>ermeability  to  water,  it  is  an  excellent 
material  to  form  a  sul^stratum  in  soils  infest eii  with  springs;  for 
sewers  and  conduits;  for  basement  an^i  retaining  walls;  for  piers 
and  abutments:  for  the  lieariinn  and  baokinsr  of  wails  faced  with 
bricks,  rubble,  or  cishlar  work:  for  pavements  in  areas,  basements, 
sidewalks,  and  c-ellars:  for  the  walls  and  fl^H^rs  of  cisterns,  vaults, 
et".  Groined  and  v:r.ilted  ari']u»>.  and  even  entire  bridges,  dwelling- 
houses,  auvi  factories,  in  siniilo  monolithir  masses,  with  suitable 
ornanientation.  have  Itvn  roi'STruric:  of  :iiis  material  alone." 

The  uM-  of  tola  re:  f  ori^iMi'S  :rie  oniiinoer  to  build  his  super- 
si  na-fui-e  on  :i  :vj.»r."i::i:  :i>  joni:.  ;«>  w^.io,  an.d  as  deep  as  he  may 
think  ]»e-*.  a\  *.,.•:  .-:,:.  r.i-:  ::■,]]  ::,  ]■:,::>.  ]>;::,  if  riditly  proportioned, 
must  go  ii]\   -('iZi-thf:  -'A  :\  i":iii>  ;r  n;'. 
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276.  This  chapter  will  treat  of  plain  concrete,  i.e.,  of  concrete 
without  steel  reinforcement;  and  the  next  chapter  will  consider 
reinforced  concrete,  i.e.,  a  combination  of  concrete  and  steel. 

This  chapter  is  divided  into  five  articles  which  treat  respectively 
of:  (1)  the  materials;  (2)  the  laws  of  proportions;  (3)  the  forms; 
(4)  mixing  and  placing,  and  matters  related  thereto;  and  (5)  strength 
and  cost. 

Art.  1.    The  Materials. 

277.  Gement.    The  cement  has  been  fully  described  in  Chapter  IV. 

278.  Sand.    The  sand  is  considered  in  Art.  1  of  Chapter  V. 

279.  AOQBEQATB.  When  concrete  is  considered  as  mortar  with 
pieces  of  hard  material  embedded  in  it,  the  mortar  is  called  the 
matrix  and  the  coarse  material  the  aggregate;  but  sometimes  con- 
crete is  considered  as  a  mixture  of  cement,  sand,  and  coarser  material, 
in  which  case  the  cement  paste  is  called  the  matrix,  the  sand  the 
fine  aggregate,  and  the  stone  or  pebbles  the  coarse  aggregate. 

The  coarse  aggregate  may  consist  of  small  pieces  of  any  hard 
material,  as  pebbles,  broken  stone,  broken  brick,  shells,  slag,  cinders, 
coke,  etc.  It  is  added  to  the  mortar  to  reduce  the  cost;  and  within 
limits  the  addition  of  a  reasonably  strong  aggregate  also  adds  to  the 
strength  of  the  concrete.  Ordinarily  either  broken  stone  or  gravel 
is  used.  Coke  or  cinders  are  used  when  a  light  and  not  strong  con- 
crete is  desired,  as  for  the  foundation  of  a  pavement  on  a  bridge  or 
for  the  floors  of  a  tall  building. 

280.  Gravel.  Gravel  as  an  ingredient  of  concrete  has  been 
discussed  in  Art.  2  of  Chapter  V. 

281.  Broken  Stone.  The  qualities  of  broken  stone  which  render 
it  suitable  for  use  in  concrete  have  been  considered  in  Art.  3  of 
Chapter  V. 

282.  Screened  vs.  Unscreened  Broken  Stone.  It  is  sometimes 
specified  that  the  broken  stone  to  be  used  in  making  concrete  shall 
be  screened  to  practically  a  uniform  size;  but  this  is  unwise  for  three 
reasons,  viz.:  1.  With  graded  sizes  the  smaller  pieces  fit  into  the 
spaces  between  the  larger,  and  consequently  less  mortar  Ls  required 
to  fill  the  spaces  between  the  fragments  of  the  stone.  Therefore  the 
unscreened  broken  stone  is  more  economical  than  screened  broken 
stone.  2.  A  concrete  containing  the  smaller  fragments  of  broken 
stone  is  stronger  than  though  they  were  replaced  with  cement  and 
sand.  Experiments  show  that  sandstone  screenings  give  a  con- 
siderably stronger  mortar  than  natural  sand  of  equal  fineness,  and 
that  limestone  screenings  make  stronger  mortar  than  sandstone 
screenings,  the  latter  making  a  mortar  from  10  to  50  per  cent  stronger 
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than  natural  sand.*  Hence,  reasoning  by  analog}'',  we  may  conclude 
that  including  the  finer  particles  of  broken  stone  will  make  a  stronger 
concrete  than  replacing  them  with  mortar  made  of  natural  sand. 
Further,  experiments  show  that  a  concrete  containing  a  considerable 
proportion  of  broken  stone  is  stronger  than  the  mortar  alone  (see 
the  second  and  third  paragraphs  of  §  294\  Since  the  mortar  alone 
is  weaker  than  the  concrete,  the  less  the  proportion  of  mortar  the 
stronger  the  concrete,  provided  the  voids  of  the  aggregate  are  filled; 
and  therefore  concrete  made  of  broken  stone  of  graded  sizes  is 
stronger  than  that  made  of  practically  one  size  of  broken  stone. 
3.  A  single  size  of  brol^n  stone  has  a  greater  tendency  to  form  arches 
while  l>eing  rammed  into  place,  than  stone  of  graded  sizes;  and 
consequently  does  not  make  as  strong  or  as  dense  concrete. 

Therefore  concrete  made  with  screened  stone  is  more  expensive, 
less  dense,  and  weaker  than  concrete  made  with  unscreened  stone. 
In  short,  screening  the  stone  to  nearly  one  size  is  pot  only  a  needless 
expense,  but  is  also  a  positive  detriment. 

The  dust  should  l>e  removed,  since  it  has  no  strength  of  itself 
and  adds  greatly  to  the  surface  to  be  coated,  and  also  prevents  the 
contact  of  the  cement  and  the  bodv  of  the  broken  stone.  Particles 
of  the  size  of  sand  grains  may  l^  allowed  to  remain  if  not  too  fine 
or  in  excess.  The  small  particles  of  broken  stone  should  be  removed, 
if  to  do  so  will  reduce  the  proportion  of  voids  (J  213-10). 

283.  Grftvel  ts.  Broken  Stone.  Often  there  is  debate  as  to  the 
relative  merits  of  gravel  and  broken  stone  as  the  aggregate  for  con- 
crete.    The  elements  to  l>e  considered  are  strength,  density,  and  cost. 

294.  /?rfa-/i7>e  Strength.  In  Chapter  VI  it  was  shown  that  finely 
crushed  stone  gave  mortars  of  greater  tensile  and  compressive 
strengths  than  equal  proportions  of  s:ind;  and  hence,  reasoning  by 
analog>\  the  conclusion  is  that  concrete  composed  of  broken  stone 
is  stronger  than  that  containing  an  equal  pwportion  of  gravel.  This 
element  of  strength  is  due  to  the  fact  that  the  cement  adheres  more 
cla<»ely  to  the  rough  surfaces  of  the  angular  fra^ients  of  broken  stone 
than  to  the  smooth  surface  of  the  roimdod  ]>ebbles. 

Again,  part  of  the  resistance  of  concrete  to  crushing  is  due  to 
the  frictional  resistance  of  one  piece  of  aggregate  to  moving  on 
another;  and  consequently  for  this  reast^n  bn">kon  stone  is  better 
than  gravel.  It  is  well  known  that  bn^kcn  stone  makes  better 
macadam  than  gravel,  since  iho  refunded  ]vbbles  are  more  easUy 
displaced  than  the  angular  fraCTiont.^  of  broken  stone.  Concrete 
differs  from  macadam  only  in  the  use  of  a  letter  binding  material; 

*  Annual  Rx^port  of  Chief  of  EnpnoerR.  V.  S^.  A.,  1S9.^,  Part  X  p.  .W15;  AW.,  1894, 
PmI  4.  p.  2,S21 :  thid.,  189.'>.  Part  4.  p.  id.'W;  .lour.  Wests  Soc.  of  Eng'rs,  -vol.  ii,  p.3M 
ftnd400. 
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and  the  greater  the  frictional  resistance  between  the  particles  the 
stronger  the  mass  or  the  less  the  cement  required. 

A  series  of  experiments  made  by  the  City  of  Washington,  D.  C.,* 
to  determine  the  relative  value  of  broken  stone  and  gravel  for  con- 
Crete,  which  are  summarized  in  §  396,  gives  the  following  results: 

Crushing  Strength  of  Gravel  Concrete  in  Terms  of  that  of 

Broken-Stone  Concrete. 


3E  OF  Concrete 

Concrete 

MADE    WITH 

WHEN   TESTEL. 

Natural  Cement. 

Portland  Cement. 

10  days. 

38  per  cent. 

76  per  cent. 

45    " 

78     "     " 

91     "    " 

3  months. 

96     "    " 

119     "    " 

6       " 

43     "    " 

73     "    'f 

1  year. 

&3    "    " 

108    "    " 

Mean  68    "     "  93     "     " 

Each  result  is  the  mean  for  two  1-foot  cubes,  except  that  the  values 
for  a  year  are  the  means  for  five  cubes. 

A  series  of  forty-eight  experimentsf  using  four  different  propor- 
tions of  concrete,  each  having  mortar  equal  to  40,  50  and  67  per  cent 
of  the  volume  of  the  stone  or  gravel,  and  the  stone  and  the  gravel  be- 
ing the  same  in  all  the  experiments,  gave  average  results  as  follows: 

Crushing  Strength  of  Gravel  Concrete  in  Terms  op  that  op 

Broken-Stone  Concrete. 


7  days. 

77  per  cent. 

28    '* 

79     "    " 

6  months. 

85     "     " 

12       " 

89    "    " 

Mean  82     "    " 

The  gravel  had  40  per  cent  of  voids,  while  the  broken  stone  had  47, 
which  favored  the  gravel.  The  strength  of  the  gravel  concrete 
approaches  that  of  the  broken  stone  as  the  age  increases,  which  is 
probably  due  to  the  internal  friction  of  the  broken  stone  having  a 
greater  relative  effect  at  the  earlier  ages,  i.e.,  on  the  weaker  con- 
crete. 

All  of  the  above  results  seem  to  show  that  broken  stone  makes  a 
stronger  concrete  than  gravel. 

286.  Relative  Density.  Experience  in  practice  shows  that 
gravel  concrete  is  more  easily  compacted  and  has  fewer  cavities  in  it 

*  Report  of  Engineer  Cominissioner  of  the  District  of  Columbia  for  1897,  p.  165. 
f  Ciments  et  Chaux  Hydrauliques,  E.  Candlot,  Paris,  1898,   p.  44^-47. 
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than  broken-stone  concrete;  and  hence,  other  things  being  the  same, 
gravel  concrete  is  denser  and  more  waterproof.  The  specific  gravity 
of  gravel  is  generally  greater  than  tliat  of  broken  stone;  and  hence 
the  gravel  concrete  is  generally  the  heavier — usually  a  desirable 
quality.  In  general,  any  rounded  material  like  sand  or  gravel  gives 
under  similar  conditions  a  denser  concrete  than  an  angular  material, 
like  screenings  or  broken  stone. 

286.  However,  since  gravel  is  lial^le  to  contain  so  much  clay  or 
loam  as  to  materially  reduce  the  strength  of  the  concrete,  some 
engineers  prefer  broken  stone  to  gravel  for  this  reason  alone.  Even 
though  only  portions  of  the  gravel  are  naturally  dirty,  or  even  though 
only  portions  of  it  are  likely  to  contain  an  undue  amount  of  the 
stripping,  some  engineers  prefer  broken  stone  to  gravel  owing  to  the 
greater  care  required  in  inspection  and  to  the  uncertainty  of  elimina- 
ing  all  dirty  gravel. 

287.  Relative  Cost,  As  a  rule,  the  first  cost  of  the  gravel  is  less 
than  that  of  broken  stone,  and  the  former  is  also  considerably  easier 
to  handle. 

Since  gravel  is  frequently  cheaper  than  broken  stone,  a  mixture 
of  broken  stone  and  gravel  may  make  a  more  efficient  concrete  than 
either  alone,  i.e.,  may  give  greater  strength  for  the  s§ime  cost,  or 
•give  less  cost  for  the  same  strength. 

288.  Cinders.  Cinders  are  lighter,  more  porous,  and  more  friable 
than  gravel  or  broken  stone;  but  cinders  are  valuable  as  an  aggregate 
for  concrete  where  lightness  is  more  important  than  strength,  as  in 
the  successive  floors  of  tafl  buildings,  or  where  a  poor  conductor  of 
sound  or  heat  is  required.  Cinder  concrete  may  be  easily  cut  or 
chipped,  and  nails  may  be  readily  driven  into  it — both  of  which 
qualities  are  additional  reasons  for  using  it  for  floors,  particularly 
for  the  filling  between  the  steel  beams  used  in  the  construction  of 
fire-proof  floors.  Cinders  for  use  in  concrete  should  not  contain  many, 
if  any,  fine  ashes,  since  they  present  too  much  surface  to  be  covered 
by  the  cement.  Cinders  made  ])y  power  plants,  sometimes  called 
steam  cinders,  are  better  for  this  purpose  than  ashes  from  household 
furnaces,  because  the  fires  in  the  former  are  hotter  and  fuse  most  of 
the  ashes  into  cinders,  leaving  little  or  no  fine  material.  Steam 
cinders  that  have  ])een  drenched  with  water  as  soon  as  drawn  from  the 
furnace,  usually  called  black  cindei*s,  are  better  than  those  that  have 
been  allowed  to  l)urn  in  the  pile,  since  they  contain  fewer  fine  ashes. 
Wood  ashes  are  very  ()l)je('tional)le,  as  they  contain  a  great  deal  of 
fine  material,  and  also  since  a  considerable  part  of  them  is  soluble. 

Cinder  concrete  should  be  mixed  quite  wet,  and  should  not  be 
rammed,  since  ramming  is  likely  to  crush  the  cinders  and  thereby 
leave  uncemented  surfaces. 
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Art.  2.     Laws  of  Proportions  of  Concrete. 

289.  The  proper  proportioning  of  the  ingredients  of  a  concrete 
is  an  important  matter.  The  ideal  proportion  would  be  that  which 
secures  the  least  cost,  the  greatest  strength,  and  the  maximum 
density.  The  cost  varies  chiefly  with  the  proportion  of  cement  used; 
and  for  the  same  amount  of  cement  in  a  unit  of  volume  of  concrete, 
the  strength  and  the  density  vary  with  the  relative  proportions  of 
sand  aad  stone,  and  with  the  gradation  of  the  sizes  of  each.  Im- 
proper proportions  may  greatly  increase  the  cost,  or  decrease  the 
strength,  or  both.  The  first,  step  toward  an  understanding  of  the 
correct  theory  of  proportioning  is  to  study  the  law  governing  the 
density  of  a  concrete. 

290.  Density.*  The  density  of  concrete  is  an  important  factor 
in  its  strength  and  cost,  and  is  the  most  important  element  affecting 
its  permeability.  For  a  method  of  determining  the  density  of  con- 
crete when  the  metric  system  of  weights  and  volumes  is  used,  see 
§  234.  The  following  example  will  illustrate  the  method  when 
pounds  and  cubic  feet  are  used. 

What  is  the  density  of  a  1:3:6  concrete  which  required  25 
pounds  of  Portland  cement,  75  pounds  of  sand,  150  pounds  of 
broken  limestone,  and  13  pounds  and  14  ounces  (13.88  pounds) 
of  water  to  make  2,821.8  cubic  inches  of  rammed  concrete?  The 
specific  gravity  of  the  cement  was  3.09,  of  the  sand  2.64,  and  of 
the  stone  2.99.  The  weight  in  pounds  of  the  cement,  for  example, 
divided  by  its  specific  gravity  gives  the  weight  in  pounds  of  a  volume 
of  water  equal  to  the  volume  of  the  solid  particles  of  the  cement; 
and  this  divided  by  the  weight  in  pounds  of  a  cubic  inch  of  water 
will  give  the  volume  in  cubic  inches  occupied  by  the  solid  particles 
of  the  cement.  The  weight  in  pounds  of  a  cubic  inch  of  water  is 
equal  to  the  weight  of  a  cubic  foot  divided  by  the  number  of  cubic 
inches  in  a  cubic  foot;   or  62.3 -^  1728  =  0.0360  lb. 

25 
Absolute  volume  of  cement  =  ^  ^„ — .  /.  i^o^^  =      225       cu.  in. 

o . uy  X  u . Uoou 

^"""^  2.64  X  0.0360  ^^^ 

1  f^O 

"  "        "  ^^-^  =  2.99X0.0360  =   ^  ^^        "    " 

"  "        "  -'-    =  -r^0?36(r  =      386        "    " 


Total  volume  cement,  sand,  stone,  and  water  =  2  799        cu.  in. 
Measured   volume   of   concrete  =  2  821.8 


tt  IC 


Volume  of  entrained  air  =  difference   =        22 . 8  cu.  in. 
♦  For  a  definition  of  density,  see  §  233. 


225 
2821.8 

=  0.079 

798 
2821.8 

»  0.283 

1390 
2821.8 

-  0.493 

386 
2821.8 

-0.137 

22.8 
2821.8 

«  0.008 

%. 
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Ratio  of  volume  of  cement  to  volume  of  concrete  < 

it      "      "        "  sand  ff        '-'.      ".        *' 

•f      ff      "        "  stone  'f        ff      ff        "       = 

ff      ff      f«        "  water  "        ff      f*        "       «= 

ff      ".      "        "  entrained  air "      "      ti        "       « 

Total  volume  of  mortar  =   1.000 

Density  of  concrete  =0.0794-0.283  +  0.493  =-  0.855 
Total  voids  =0.137  +  0.008  =-   0.145 

The  density  of  concrete  is  chiefly  dependent  upon  the  gradation 
of  the  sizes  of  the  sand  and  the  stone.  The  density  increases  with 
(1)  the  proportion  of  sand,  (2)  the  proportion  of  stone,  (3)  the  size 
of  the  stone,  and  (4)  with  the  increase  in  the  specific  gravity  of  the 
stone.  Any  reasonably  well-proportioned  concrete  will  have  a 
density  between  0.80  and  0.84,  and  a  carefully  proportioned  concrete 
may  have  a  density  of  0.84  to  0.88.* 

291.  Theory  op  Proportions.  The  whole  theory  of  the  proper 
proportions  of  concrete  is  comprised  in  two  well-established  laws 
which  are  similar  to  those  governing  the  proportioning  of  cement 
mortar  (§  236),  viz.: 

1.  For  the  same  sand  and  the  same  coarse  material,  the  strongest 
concrete  is  that  containing  the  greatest  per  cent  of  cement  in  a  unit 
of  volume  of  concrete. 

2.  For  the  same  per  cent  of  cement  and  the  same  aggregate,  the 
strongest  concrete  is  made  with  that  combination  of  the  sand  and 
the  coarse  material  which  gives  a  concrete  of  the  greatest  density. 

The  second  law  is  equivalent  to  saying  that  the  cement  should 
fill  the  voids  of  the  sand  and  the  resulting  mortar  should  fill  the  voids 
of  the  coarser  aggregate.  If  the  cement  does  not  fill  the  voids  of  the 
sand,  or  if  the  mortar  does  not  fill  the  voids  of  the  aggregate,  the 
concrete  will  obviously  be  less  dense  and  also  weaker  than  when  the 
voids  are  filled.  If  the  cement  more  than  fills  the  voids  of  the  sand, 
or  if  the  mortar  more  than  fills  the  voids  of  the  aggregate,  the  con- 
crete will  be  less  dense  than  though  the  voids  were  just  filled,  since 
both  the  paste  and  the  cement  mortar  have  a  less  density  than 
ordinary  concrete;  and  hence  the  strength  due  to  the  increased 
amount  of  cement  may  be  neutralized  by  the  decrease  in  density, 
but  the  possibilities  of  this  depend  upon  the  plasticity  of  the  mortar, 

♦Taylor  and  'Pliornpson's  Concrete  Plain  and  KeinforcH^.  ed.  1905,  p  258-59; 
Trans.  Amcr.  Soe.  of  C.  E.,  vol.  lix,  p.  112,  Table  8. 
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the  amount  of  tamping,  the  character  of  the  sand  and  the  stone,  and 
the  gradation  of  the  sizes. 

292.  Relatioii  between  Strength  and  Amount  of  Cement.  Accord- 
ing to  the  first  law,  the  strength  of  concrete  varies  with  the  amount 
of  cement  in  a  unit  of  volume  of  the  concrete.  Table  24  shows  the 
strength  of  concrete  in  terms  of  the  cement  employed.  The  data 
from  which  this  table  was  made  are  the  same  as  those  summarized 
in  Table  30,  page  196.  The  actual  crushing  strengths  were  plotted, 
and  it  was  found  that  they  could  be  reasonably  well  represented  by 
a  right  line  passing  through  the  origin  of  co-ordinates.  The  values 
for  this  average  line  are  shown  in  the  next  to  last  column  of  Table  24. 


TABLE  24. 

Relation  between  the  Crushing  Strength  of  Concrete  and 

THE  Proportion  of  Cement. 

Mortar  equal  to  the  voids  in  the  aggregate. 


Ref. 
No. 

Composition  op 

Mortar. 
Volumes  Loose. 

Proportion  op 
Cement. 

Crushino  Strength  op  the  Concrete. 
Pounds  per  Square  Inch. 

Cement. 

Sand. 

Actual. 

Relative. 

Actual. 

Theoretical. 

Relative. 

1 
2 
3 
4 
5 
6 

1 
.     2 
3 
4 
5 
6 

0.50 
0.33 
0.25 
0.20 
0.17 
0.14 

1.00 
0.67 
0.50 
0.40 
0.33 
0.28 

4  467 
3  731 
2  553 
2015 
1796 
1365 

5000 
3  300 
2  500 
2  000 
1600 
1400 

1.00 
0.66 
0.50 
0.40 
0.32 
0.28 

These  experiments  seem  to  prove  that  the  strength  of  concrete 
varies  as  the  quantity  of  cement,  provided  the  voids  of  the  coarse 
material  are  filled  with  mortar. 

The  same  conclusion  is  proved  by  the  data  summarized  in  Fig.  11, 
page  140.  The  diagram  presents  the  results  of  forty-eight  experiments 
on  4-inch  cubes.*  Each  point  represents  two  experiments,  the  age  of 
the  mortar  in  one  being  7  days  and  in  the  other  28  days.  The  points 
with  one  circle  around  them  represent  the  strength  of  broken-stone 
concrete,  and  the  points  with  two  circles  gravel  concrete.  Both 
the  sand  and  the  gravel  employed  in  these  experiments  were  very 
coarse,  and  consequently  the  amount  of  cement  per  cubic  yard  is 
unusually  great. 

293.  Relatioii  between  Strength  and  Density.  Table  25,  page  141, 
showc  that  with  the  same  aggregate  and  the  same  proportion  of 

♦  Candiot's  Ciments  et  Chaux  Hydrauliques,  p.  340-41. 
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cement,  the  densest  mortar  is  the  stron^rest.  Notice  that  the  strength 
decreases  more  rapidly  than  the  density  and  that  the  strength  of  the 
weakest  concrete  is  only  one  eighth  of  that  of  the  strongest.  In  the 
first  line  of  Table  25,  the  mortar  is  just  enough  to  fill  the  voids;  but 
in  subsequent  lines  the  proportion  of  mortar  is  too  great  to  fill  the 
voids,  and  consequently  both  the  density  and  the  strength  are  less 
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than  in  the  line  above.  The  de<!rea.'5e  in  strength  hy  substituting 
one  part  of  sand  for  an  equal  weight  of  stone  is  due  to  the  fact  that 
the  sand  and  the  stone  have  appi-oximately  the  same  per  cent  of 
voids,  while  the  sand  has  the  greater  and  also  the  smoother  surface; 
and  the  decrease  in  density  is  due  to  the  fai't  that  the  sand  has  a  less 
density  than  the  stone  which  it  diMplacetl. 

Talile  25  is  a  striking  illu.tt ration  of  the  advantage  of  properly 
prapoitioning  the  ingre<lients  of  concrete.  The  fact  that  the  densest 
concrete  Ls  the  strongest  affords  a  convenient  means  of  comparing 
different  sands  ami  stone  and  also  of  determining  the  liest  proportions 
for  any  particular  sand  and  stone,  as  will  be  explained  later  (see 
S301). 
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TABLE  2;-). 
Relation  between  Stkencjth  and  Density  of  Concrete.* 


Rei: 


rKOFOKTloNS  »Y    Wi:ic;iiT 


No. 

Cement  to 

Aggregate. 

1 

1:8 

2 

:8 

3 

8 

4 

8 

5 

8 

G 

8 

Broken 
Stone. 


6 
5 
4 
3 
2 
0 


1 

Modulus  of 

Deiwity. 

Rupture,  lb. 

■ 

per  sq.  in. 

0.865 

319 

0 .  833 

285 

0.801 

209 

0 .  799 

151 

0 .  760 

102 

0 .  754 

41 

294.  The  following  data  illustrate  the  fact  that  an  improper 
proportion  or  gradation  of  the  ingredients  of  concrete  may  neutralize 
the  effect  of  an  increased  amount  of  cement. 

Table  26  shows  that  a  concrete  containing  a  considerable  pro- 
portion of  pebbles  may  be  stronger  than  the  mortar  alone,  although 
the  mortar  contains  1^  to  2  times  as  much  cement  as  the  richer 
concrete  and  2  to  2J  times  as  much  as  the  leaner.  These  anomalous 
results  are  probably  due  to  two  causes:   (1)  the  larger  aggregate 


TABLE  2G. 
Relative  Strength  of  Mortar  and  Gravel  Concrete.! 


Ref. 
No. 


1 
2 

3 

4 
5 
6 

7 
8 
9,  . 


Proportions. 


Portland 
Cement. 


Sand.     I  Pebbles. 


1 


o 


0 
3 
5 

0 
5 
6.5 

0 
5 

8.5 


1 

.1 

1        Crushing  Strength 

Strength  of  the 

,          when  28  days  old, 

Concrete  in 

terms  of 

1             lb.  persq.  in. 

that  of  the  Mortar. 

;                  2  158 

100  per 

cent 

2  783 

129  *' 

tt 

2  414 

112  '* 

(( 

1406 

100  per 

cent 

1661 

118  " 

1 1 

1  534 

109  " 

ti 

1  068 
1  291 
1221 


100  per  cent 
121  '* 
114  '*       '* 


*  Experiments  by  W.  B.  Fuller,  in  Taylor  and  Thompson's  Concrete  Plain  and 
Reinforced,  ed.  1905,  p.  258-59.  The  pages  referred  to  also  contain  data  for  numerous 
other  proportions,  all  of  wliich  agree  substantially  with  tlie  above. 

fDr.  R.  Dycherhoff.  as  quoteil  in  "Der  Portland  Cement  imd  seine  Anwendungen 
Im  Bauwesen,"  p.  90. 
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gives  the  greater  strength;  and  (2)  the  mortar  probably  had  abnor- 
mally small  density  owing  to  the  coarseness  of  the  sand  and  the 
dryness  of  the  mixture,  while  the  concrete  probably  had  an  abnor- 
mally great  density. 

The  average  crushing  strength  of  twenty  cu!)es  of  concrete 
ranging  from  4  to  16  inches  on  a  side  composed  of  1  volume  of  cement, 
fi  volumes  of  sand,  and  6  volumes  of  stone,  was  20  per  cent  more 
than  that  of  an  equal  number  of  similar  cubes  made  of  the  mortar 
alone.*  Two  other  sets  of  the  same  experiments  gave  somewhat 
similar  results,  f 

Substantially  the  same  general  results  are  shown  by  the  following 
data: J  Each  value  is  the  mean  of  three  to  five  12-inch  cubes  tested 
when  three  months  old.     The  stone  was  l^-inch  trap. 


Proportions  of  thb 

Crushing  Strength, 

Ck>NCRE7rE. 

lb. 

per  sq.  in. 

1:2:2 

1768 

1:2:3 

1911 

1:2:4 

2  165 

1:2:5 

2  452 

1:2:6 

2  124 

1:2:7 

1660 

1:2:8 

1332 

The  preceding  results  differ  among  themselves  owing  to  the 
differences  in  the  materials,  the  methods  of  proportioning,  etc.; 
but  all  show  the  advantage  possible  by  properly  proportioning  the 
ingredients  of  concrete. 

296.  Methods  of  Pbopobtionino.  There  are  four  methods  in 
more  or  less  general  use  in  determining  the  proportions  to  be  em- 
ployed, which  may  be  briefly  designated  as  follows:  (1)  by  arbitrary 
assignment;  (2)  by  the  voids;  (3)  by  trial;  and  (4)  by  sieve-analysis 
curves.    These  methods  will  be  considered  separately  in  the  order. 

206.  Proportioning  by  Arbitrary  Assignment.  The  most  common 
and  least  scientific  method  of  proportioning  concrete  is  to  assume 
the  relations  as  a  matter  of  judgment,  without  much,  if  any,  con- 
sideration of  the  character  of  the  aggregate;  that  is,  the  proportions 
are  assigned  without  any  reference  to  the  fineness  or  coarseness  of 
the  sand  and  the  stone,  or  to  the  gradation  of  the  sizes  of  each.  This 
method  is  frequently  employed  regardless  of  whether  the  broken 

♦Notes  on  the  Compressive  Resistance  of  Freestones,  Brick  Piers,  Hydraulic 
Cement,  Mortar,  and  Concretes,  Q.  A.  Gilmorc.  John  Wiley  &  Sons,  New  York«  1888^ 
p   143-46. 

t/Wcf.,  p.  137-40,  141-42. 

i  Tests  of  Metals,  etc.,  Watertown  Arsenal,  1899,  p.  798. 
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stone  to  be  used  is  crusher-run  having  sizes  varying  from  i  to  2^ 
inches  and  having  20  per  cent  voids,  or  whether  it  is  screened  to 
practically  one  size  and  has  50  per  cent  of  voids.  Again,  if  a  strong 
concrete  is  desired,  a  proportion  of  1  :  2  :  4  may  be  adopted  without 
any  consideration  whether  some  other  proportion  of  the  same 
ingredients  might  not  give  a  cheaper  and  also  a  stronger  concrete. 
Often  concrete  proportioned  by  this  process  can  be  greatly  improved 
by  substituting  coarse  aggregate  for  a  portion  of  the  sand.  For 
example,  in  Table  25,  page  141,  each  concrete  is  stronger  than  the 
one  in  the  line  below  it,  simply  because  in  the  latter  a  portion. of  the 
stone  has.  been  replaced  by  sand. 

Unless  the  character  of  the  materials  to  be  used  is  known,  and 
iin'ess  the  qualities  of  the  concrete  made  with  certain  proportions 
of  the  ingredients  are  known,  this  method  should  not  be  employed. 

297.  Proportioning  by  Voids.  Since  it  has  been  proved  by  exper- 
iment that  the  densest  concrete  is  the  strongest,  and  since  it  has  been 
proved  that  cement  paste  is  less  dense  than  cement  mortar  and  that 
cement  mortar  is  less  dense  than  a  well-proportioned  concrete,  it 
follows  that  the  densest  and  the  strongest  concrete  that  can  be  made 
with  any  proportion  of  cement  and  any  combination  of  a  particular 
sand  and  aggregate  is  that  in  which  the  cement  paste  fills  the  voids 
of  the  sand  and  the  resulting  mortar  fills  the  voids  in  the  coarse 
aggregate.  Therefore,  to  determine  the  best  proportions  for  any 
sand  and  aggregate,  find  the  per  cent  of  voids  in  the  sand  and  in  the 
stone,  and  use  enough  cement  paste  to  fill  the  voids  in  the  sand  and 
enough  mortar  to  fill  the  voids  in  the  coarse  aggregate. 

The  voids  in  the  sand  may  be  determined  by  either  of  the  two 
methods  discussed  in  §  194-95;  and  those  in  the  stone  by  either 
method  described  in  §  214-15. 

298.  However,  in  using  this  method  it  should  not  be  overlooked 
that  the  use  of  cement  paste  equal:  to  the  voids  in  the  sand  does  not 
insure  that  the  voids  of  the  sand  are  filled,  and  that  the  use  of  mortar 
equal  to  the  voids  in  the  stone  does  not  insure  that  the  voids  of  the 
stone  are  filled.  The  cement  paste  surrounds  the  sand  grains  and 
virtually  increases  the  size  of  all  the  grains  and  thereby  increases 
the  voids,  since  there  are  then  no  small  grains  to  occupy  the  inter- 
stices between  the  larger  ones;  and  further,  the  water  in  the  paste  by 
its  superficial  tension  keeps  the  sand  grains  apart  and  thus  increases 
the  per  cent  of  voids.  A  similar  effect  occurs  when  mortar  is  mixed 
with  the  aggregate. 

The  increase  in  volume  due  to  mixing  cement  paste  with  the  sand 
is  small  in  comparison  wdth  that  due  to  mixing  mortar  with  the 
aggregate,  and  hence  will  be  neglected  here.  Besides,  the  deter- 
mination of  the  best  proportion  of  cement,  i.e.,  of  the  strength  of 
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the  mortar,  to  l)e  used  in  any  case  is  wholly  a  matter  of  judgment; 
and  hence  great  refinement  is  inadmissible;  and  further,  if  a  con- 
(!rete  of  the  best  ])ossible  proportions  is  desired,  either  the  third  or 
fourth  method  of  proportioning  (§  301  or  302 -309)  must  be  employed. 
However,  whatever  grade  of  mortar  is  employed,  it  is  always  wise 
to  use  enough  of  it  to  fill  the  voids  in  the  broken  stone. 

Table  27  gives  the  result  of  fifteen  experiments  to  determine 
the  amount  of  mortar  required  to  fill  the  voids  in  broken  stone. 
The  mortar  was  moderately  dry,  and  the  concrete  was  quite  dry, 
moisture  flushing  to  the  surface  only  after  vigorous  tamping. 
The  broken  stone  was  No.  10  of  Table  20,  page  99,  and  contained  28 
per  cent  of  voids  when  rammed. 


TABLE  27. 

Amount  of  Mortar  Required  to  Fill  the  Voids  op 

Broken  Stone. 


Ref.  No. 

Volume  of  Mortar  in 

terma  of  the  Voids  in 

the  Rammed  Stone. 

Volume  of  Rammed 

Concrete  in  terms  of  the 

Volume  of  Rammed 

Stone. 

Aii^mied 
Voids  in  the  Rammed 
Concrete  (while  wet). 

1 
o 

3 
4 
5 
6 

7 
8 

70  per  cent 
80  "       " 
90  "      " 
100  "       " 
110  "       " 
120  *'       " 
130  "       " 
140  ''       " 

106.0  per  cent 
105.6  **       •• 
106.5  "       " 
107.5  "       " 
109.0  "       " 
110.5  "       " 
112.5  '*       " 
114.0  "       " 

1 

16.3  per  cent 
12.2  "       " 
9.5  "       " 
7.0  "       " 
4.9  '*       " 
2.8  "       " 
1.2  "       " 
0.0  "       " 

Line  4  of  Table  27  shows  that  if  the  mortar  is  equal  to  the  voida, 
the  volume  of  the  rammed  concrete  is  7^  per  cent  more  than  the 
volume  of  the  rammed  broken  stone  alone.  Possibly  part  of  the 
increjise  of  volume  was  due  to  imperfect  mixing,  although  it  was 
believed  that  the  mass  was  perfectly  mixed.  The  table  also  shows 
that  the  voids  in  this  concrete  are  equal  to  7  per  cent  of  its  volume; 
'.n  other  words,  even  though  the  volume  of  the  mortar  is  equal  to  the 
volume  of  the  voids,  the  voids  are  not  filled.  Apparently  the  voids 
can  be  entirely  filled  with  this  grade  of  mortar  only  when  the  mortar 
is  about  40  per  cent  in  excess  of  the  voids. 

The  increase  in  volume  in  Table  27  may  be  regarded  as  the  maxi- 
mum, since  the  mortar  was  quite  dry  and  the  stone  unscreened.  With 
motlerately  wet  mortar  and  the  same  stone,  the  increase  in  volume 
was  onlv  about  half  that  in  the  table:  and  with  moist  n^ortar  and 
stone  ranging  between  2  inches  and  1  inch,  there  was  no  appreciable 
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increase  of  volume.  With  pebbles  the  increase  is  only  about  two 
thirds  that  with  broken  stone  of  the  same  size.  With  fine  gravel 
(No.  18,  page  99)  the  per  cent  of  increase  was  considerably  greater 
than  in  Table  27;  with  mortar  equal  to  150  per  cent  of  the  voids, 
it  was  possible  to  fill  only  about  5  to  7  per  cent  of  the  voids.  The 
mortar  used  in  Table  27  was  1  volume  of  cement  to  2  volumes  of 
sand,  both  measured  loose;  but  with  richer  mortars  the  increase  in 
volume  was  a  little  less,  and  with  leaner  mortars  a  little  more. 

The  voids  in  Tablq,  27  are  for  the  wet  concrete.     As  the  concrete 
dries  out  the  air-filled  voids  will  increase,  since  all  the  water  employed 
in  making  the  concrete  does  not  enter  into  chemical  combination' 
with  the  cement  (§  365);    and  consequently  when  the  concrete  has 
dried  out  the  space  occupied  by  the  free  water  will  be  filled  with  air. 

299.  The  details  of  the  method  of  determining  the  relative  quan- 
tities of  the  several  ingredients  will  be  illustrated  by  the  following 
example.  Assume  the  aggregate  to  be  broken  stone,  unscreened 
except  to  remove  the  dust,  containing  33  per  cent  of  voids  when 
loose  and  28  when  rammed  (see  No.  10,  Table  20,  page  99).  Also 
assume  that  the  sand  has  45  per  cent  of  voids  when  measured  loose 
and  37  when  rammed.  Further  assume  that  a  concrete  of  maximum 
density  is  desired;  and  that  therefore  the  mortar  should  be  equal 
to  about  140  per  cent  of  the  voids  (see  Table  27). 

To  determine  the  reduction  in  volume  by  ramming  the  broken 
stone,  use  the  relation:  the  solid  material  in  1  cu.  yd.  of  rammed 
stone  is  to  the  volume  of  1  cu.  yd.  of  rammed  stone  as  the  solid 
material  in  1  cu.  yd.  of  loose  stone  is  to  the  equivalent  volume  of 
rammed  stone;  or  0.72  is  to  1.00  as  0.67  is  to  0.93,  the  volume  of  a 
cubic  yard  of  loose  stone  after  ramming.  The  aggregate  compacts 
7  per  cent  in  ramming,  and  a  yard  of  loose  material  will  equal  0.93 
of  a  yard  rammed.  Adding  mortar  equal  to  140  per  cent  of  the  voids 
increases  the  volume  to  about  114  per  cent  (Table  27) ;  and  therefore 
adding  the  mortar  will  increase  the  volume  of  the  rammed  aggregate 
to  0.93X1.14=  1.06  cu.  yd.,  which  is  the  volume  of  concrete  produced 
by  a  yard  of  loose  aggregate.  To  produce  a  yard  of  concrete  will 
therefore  require  l-r- 1.06  =  0.94  cu.  yd.  of  loose  broken  stone. 

Since  the  mortar  is  to  be  equal  to  140  per  cent  of  the  voids  in 
the  rammed  stone,  a  yard  of  concrete  will  require  0.94  X  0.93  X  0.28 
X  1.40  =  0.34  cu.  yd.  of  mortar.  To  determine  the  relative  amounts 
of  sand  and  cement  in  the  mortar  proceed  as  follows:  The  solid 
inaterial  in  a  cubic  yard  of  loose  sand  is  to  the  volume  of  1  cu.  yd.  of 
loose  sand  as  the  solid  material  in  1  cu.  yd.  of  rammed  sand  is  to  the 
equivalent  volume  of  loose  sand;  or  0.55  is  to  1  as  0.63  is  to  1.14,  the 
volume  of  loose  sand  required  to  make  a  cubic  yard  of  ranmaed  sand. 
Since  the  mortar  is  to  have  cement  paste  equal  to  the  voids  in  the 
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rammed  sand,  the  composition  of  the  mortar  is  as  follows:  0.37  is  to 
\. 14:  as  I  is  to  2  nearly;  or  the  mortar  is  1  part  cement  paste  to  prac- 
tically 3  parts  of  loose  sand.  The  1  part  cement  paste  will  require 
an  equal  volume  of  packed  cement.  Hence,  from  Table  22,  page 
120,  a  cubic  yard  of  this  mortar  will  require  2.36  bbl.  of  packed  port- 
land  cement  and  0.95  cu.  yd.  of  loose  sand;  and  consequently  0.34 
cu.  yd.  of  mortar  will  require  0.80  bbl.  of  packed  cement  and  0.32 
cu.  yd.  of  loose  sand. 

The  composition  of  the  concrete  then  is:  0.80  bbl.  of  cement, 
0.32  cu.  yd.  of  sand,  and  0.94  cu.  yd.  of  stone.  Since  it  is  assumed 
that  1  bbl.  of  cement  is  0.13  cu.  yd.,  the  composition  is  0.10  cu.  yd. 
of  cement,  0.:]5  cu.  yd.  of  sand,  and  0.94  cu.  yd.  of  stone;  or  1 
volume  of  packed  port  land  cement,  3  volumes  of  loose  sand,  and 
8J  volumes  of  loose  broken  stone. 

300.  The  method  of  proportioning  a  concrete  with  reference  to 
the  voids  is  o])jectionable,  since  the  per  cent  of  voids  in  the  sand  may 
be  greatly  affected  by  a  small  per  cent  of  moisture  (§  196),  and  also 
owing  to  possible  errors  in  determining  the  voids  by  a  direct  measure- 
ment by  the  use  of  water  (§  195).  However,  this  method  is  more 
scientific  th*i  the  first  method  mentioned  in  §  295,  and  is  more 
simple  but  less  scientific  than  either  the  third  or  fourth  method.  . 

301.  Proportioning  by  Trial.  The  principle  that  for  the  same 
proportion  of  cement  the  strongest  and  cheapest  concrete  is  also  the 
densest,  leads  to  a  simple  method  of  finding  the  best  relation  of  the 
sand  and  the  stone.  That  combination  of  sizes  of  Sand  and  stone 
which  with  a  constant  quantity  of  cement  gives  the  least  volume  of 
concrete  is  the  best. 

To  apply  this  method  procure  a  vessel  of  uniform  cross  section^ 
say  a  cylinder,  10  or  12  inches  in  diameter  and  12  or  14  inches  deep, 
its  strength  being  such  that  its  volume  will  not  be  changed  in  tamping 
it  full  of  concrete.  Weigh  out  a  unit  of  cement,  and  any  number  of 
units  of  sand,  say  two,  and  also  weigh  out  any  number  of  units  of 
broken  stone,  say  five,  taking  care  that  the  quantities  are  such  that . 
when  the  ingredients  are  thoroughly  mixed  and  placed  in  the  cylinder, 
the  mixture  will  fill  it  only  partly  full,  say  three  quarters  full.  Make 
a  concrete  of  any  desired  consistency  by  mixing  the  cement,  sand 
and  stone  with  water  on  a  sheet  of  steel;  and  tamp  the  concrete  into 
the  cylinder  leaving  the  upper  surface  smooth  and  horizontal,  and 
then  measure  the  depth  of  the  concrete  from  the  upper  end  of  the 
cylinder.  Next  empty  the  concrete  from  the  cylinder,  clean  it  an'd 
the  tools;  and  make  another  ])atch  with  different  proportions  of 
sand  and  stone,  })ut  keeping  the  quantity  of  cement  and  the  plasticity 
of  the  concrete  the  same  jus  before.  If  this  batch,  when  tamped  into 
the  cylinder,  gives  a  less  volume  of  concrete,  this  proportion  is  better 
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than  the  first.  Continue  the  trials  until  the  proportions  have  been 
found  which  will  give  the  least  depth  in  the  pipe.  The  proportions 
can  be  varied  almost  infinitely  by  screening  the  sand  and  the  stone, 
and  trying  different  combinations  of  the  several  portions.* 

The  following  principles  will  serve  as  a  guide  in  selecting  the 
proportions  to  be  tried.  1.  The  larger  the  maximum  size  of  the 
aggregate,  the  denser  and  stronger  the  concrete;  -but  it  is  not  practi- 
cable to  use  larger  fragments  than  2\  or  3  inches  in  diameter  in  plain 
concrete  or  J  to  1  inch  in  reinforced  concrete.  2.  The  greatest 
density  will  be  obtained  with  an  aggregate  graded  nearly  uniformly 
from  fine  to  coarse.  3.  An  excess  of  fine  or  medium  sized  particles 
decreases  the  density.  4.  The  coarser  the  stone  the  coarser  the 
sand  must  be;  and  vice  versa,  the  finer  the  stone  the  finer  should  be 
the  sand. 

This  method  is  very  valuable  as  an  easy  and  practicable  means 
of  determining  the  best  proportions  in  which  to  combine  natural 
mixtures  of  a  sand  and  an  aggregate;  but  it  is  impracticable  for  an 
exhaustive  study  to  find  the  very  best  proportions  attainable  by 
screening  the  sand  and  the  stone  and  making  artificial  combinations 
of  the  several  portions.  The  only  practical  method  of  determining 
the  best  possible  artificial  mixtures  of  sand  and  stone  is  by  the  use 
of  sieve-analysis  curves  (§  302-307). 

302.  Proportioning  by  Sieve-Analysis  Gurves.f  ''Sieve  analysis 
consists  in  separating  the  particles  or  grains  of  a  sample  of  any  material 
— such  as  broken  stone,  gravel,  sand  or  cement — into  the  various  sizes 
of  whicji  it  is  composed,  so  that  the  material  may  be  represented 
by  a  curve  each  of  whose  ordinates  is  the  percentage  of  the  weight 
of  the  total  sample  which  passes  a  sieve  having  holes  of  a  diameter 
represented  by  the  distance  of  this  ordinate  from  the  origin  in  the 
diagram. ''J  The  line  DBKLA,  Fig.  12,  page  148,  is  a  typical  sieve- 
analysis  curve  for  crusher-run  micaceous-quartz  stone;  and  the 
line  OF  represents  a  fine  sand. 

"The  objects  of  sieve-analysis  curves  as  applied  tcf  concrete 
aggregates  are:  (1)  to  show  graphically  the  sizes  and  relative  sizes 
of  the  particles;  (2)  to  indicate  what  sized  particles  are  needed  to 
make  the  aggregate  more  nearly  perfect,  and  so  to  enable  the  engineer 
to  improve  it  by  the  addition  or  substitution  of  another  material; 

*  For  the  results  of  a  series  of  trials  to  determine  the  density  of  various  combina- 
tions of  broken  stone  screened  to  several  sizes,  see  Engineering  News,  vol.  Uv,  p.  598- 
601. 

t  This  method  of  proportioning  the  sizes  of  the  sand  and  stone  in  concrete  was  de- 
\-ised  by  Wm.  B.  Fuller,  and  is  described  by  him  in  detail  on  pages  183-215  of  Taylor 
and  Thompson's  CJoncrete  Plain  and  Reinforced  (1905  edition),  from  which  those  ex- 
tracts are  taken  by  permission  of  the  authors. 

Xlhid.,  p.l87. 
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and  (3)  to  afford  means  for  determining  the  best  proportions  of 
different  aggregates."* 

"The  experience  which  (he  writer  [Fuller]  has  had  and  the  various 
experiments  which  he  has  made  indicate  that  concrete  which  works 
the  smoothest  in  placiiiK  and  gives  the  highest  breaking  strength  for 
a  given  percentage  of  cement,  is  made  fmm  an  aggregate  whose  sieve 
analysis,  taken  after"  mixing  tlie  sand  and  the  stone,  forms  a  curve 
approaching  a  parabohi  having  its  beginning  at  the  zero  of  co- 
ordinates and  passing  through  the  intersection  of  the  curve  of  the 
coarsest  stone  with  the  100  per  cent  line,  that  is,  passing  through  the 
upper  end  of  the  coareest  stone  curve."t  In  Fig-  1'2,  the  parabola 
(KJPA  represents  a  theoretically  perfect  combinati<m  of  sizes  of 
that  i)articiilar  sand  and  orushcr-run  storu\    This  curve  shows,  for 
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example,  that  for  the  best  cumbination  of  the  above  materials  93 

per  cent  of'the  mixture  .should  pass  the  IJ-inch  sieve,  76  per  cent 
should  pa.s3  the  1-inch  sieve,  54  per  cent  the  J-inch,  and  so  on. 

"Where,  as  in  Fig.  12,  the  materials  to  be  mixed  are  represented 
by  only  two  curves  no  combination  of  which  will  make  a  curve  as 
clr)Re  to  a  [larabola  as  is  desirable,  there  is  another  limiting  condition 
which  wiw  brought  out  by  the  experiments,  viz.,  that  for. the  best 
results  the  combined  curve  shall  intei'sect  the  parabola  on  the  40 
per  cent  hne,  at  C,  and  that  the  finer  material  shall  be  assumed  to 
include  the  cement."J 

•Tnylor  unil  Tlioiiiiwiii'a  OoDcrote  Plain  nnd  Reinforced  (1905  edition),  p.  187. 
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303.  The  curve  DBKLA,  Fig.  12,  may  be  transformed  so  that 
it  will  pass  through  C,  by  changing  the  distances  from  the  top  of  the 

diagram  to  the  line  DBKLA  in  the  proportion  -r-—  =  —  =  61  percent, 

which  shows  that  61  per  cent  of  the  dry  materials  should  be  broken 
stone.  In  a  similar  manner  the  line  OF  is  replotted  in  the  position 
OJ,  The  line  OJCGA  is  assumed  to  represent  the  best  possible 
combination  of  sizes  of  this  sand  and  stone.  For  example,  with  the 
best  possible  combination  of  sizes  of  this  stone  and  sand,  89  percent 
would  pass  the  1.50-inch  sieve,  67  per  cent  would  pass  the  1-inch 
sieve,  46  per  cent  the  ^-inch  sieve,  and  so  on. 

The  proportion  of  cement  to  be  used  to  give  the  required  strength 
of  concrete  must  always  be  assumed;  and  in  this  example  it  will  be 
assumed  that  the  cement  is  to  constitute  one  eighth  of  the  dry  mate- 
rials (measured  before  the  sand  and  stone  are  mixed  together),  which 
will  make  the  cement  one  nintR  or  11  per  cent  of  the  total  dry  mate- 
rials. Since  the  diagram  shows  that  the  sand  and  cement  are  to  con- 
stitute 39  per  cent  of  the  dry  materials,  the  sand  must  then  be  39— 
11=28  per  cent. 

The  proportions  of  concrete  for  1  part  cement  to  8  parts  of  sand 
and  stone,  measured  separately,  then  are:  11  per  cent  cement,  28 
per  cent  sand,  and  61  per  cent  broken  stone,  or  1  :  2.5  :  5.5  by  weight. 
If  the  proportions  are  required  by  volume  and  the  relative  weights 
of  the  sand  and  the  stone  differ  from  their  relative  volumes,  the  pro- 
portions should  be  corrected  accordingly. 

304.  An  important  feature  of  the  sieve-analysis  curves  is  that 
they  show  how  the  materials  may  be  improved  by  adding  or  sub- 
tracting some  particular  size.  For  example,  if  the  stone  represented 
by  the  curve  DBKLA  in  Fig.  12  had  contained  more  pieces  0.5  and 
1.0  inch  in  diameter,  its  curve  would  have  more  nearly  approached 
the  parabola  in  the  region  SG.  If  a  stone  giving  the  line  DRHA  were 
used,  the  ratio  for  transforming  the  line  to  make  it  pass  through  C 

would  be  -^rti  =  ttt  =  66  per  cent,  which  shows  that  with  the  assort- 

ejK     yi 

ment  of  sizes  of  broken  stone  represented  by  this  line  the  best  con- 
crete is  made  by  using  66  per  cent  of  broken  stone.  For  a  1 : 8 
mixture  as  before,  the  proportions  would  be  11  :  23  :  66,  or  1  : 2  : 6, 
— a  cheaper,  stronger,  and  denser  concrete  than  that  made  with  the 
stone  represented  by  the  line  DBKLA. 

A  still  better  concrete  would  have  resulted  with  the  use  of  a 
coarse  sand  having  a  curve  similar  to  the  line  OMN,  since  then  to 
make  the  combination  of  lines  OMN  and  DBKLA  pass  through  C, 

MC     45 
the  ratio  would  be  77^  =—  =  54  per  cent.     This  shows  that  with 

MB    85  ^ 
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coarse  sand  less  broken  stone  should  be  used  than  with  finesand, 
which  is  as  should  have  \ieeR  expected. 

306.  When  the  sieve-analysis  curves  for  two  materials  overlap 
or  extend  past  each  other  in  the  diagram  corresponding  to  Fig,  12, 
or  when  more  than  two  materials  are  to  be  used,  the  problem  is  more 
difficult;  and  the  reader  is  referred  to  pages  197-205  of  Taylor  and 
Thompson's  Concrete  Plain  and  Reinforced  (1905  edition)  for 
detailed  explanations.  However,  the  following  example,  taken  from 
pages  207  and  208  of  that  book,  will  give  a  fair  idea  of  the  method  of 
solution,  and  will  also  show  the  value  of  sieve-analysis  curves  in 
proportioning  concrete. 

"Given  a  medium  sand  and  three  sizes  of  crushed  stone,  as  shown 
in  Fig.  13,  to  find  what  percentage  of  each  will  best  combine  to  make 


n 

tt^ 

juY^'Huui 

rfm 

H444t|tijHh[lip«ffl 

n 

f 

/--- 

ihww^m 

!::■ 

ii'nifc;;;:;;;;;;;; 

'•■nil 

i 

yn 

HI 

:ir 

-''-± ^ 

■  73* 

|] 

°sfe 

:-hik:ll 

B 

s      "^  lU' '     >s'  '    M'     'ilis' 

b 

the  strongest  and  most  impermeable  concrete."  The  parabola 
passing  through  the  zero  point  and  the  point  at  which  curve  No.  4 
reaches  100  per  cent  is  shown  in  Fig.  13. 

"We  see  at  once  that  the  percentage  of  No.  4  stone  required  is 

=  36  per  cent.     (To  'JC  sure,  aljout  8  per  cent  of  No.  4  is 


but   this 


I  slight  it  need  not  here  be 


KB 

overlapped    by  No.  ■ 

considered,) 

"I,et  us  determine  sand  curve  No.  1  at  0.10  diameter  ordinate, 
since  it  can  l>e  seen  by  inspection  that  the  portiim  Oh  of  curve  No.  1 
very  nearly  fits  the  parabola,  and  Ihat  grains  smaller  than  0.10 
diameter  thusI  be  supplied  wholly  from  this  curve,  while  the  larger 
grains  repieseiited  by  portion  hG  are  found  also  in  No.  2  curve. 


Accordingh,  we  have  I  he  percentage  "i,T  = 


^7      20 


Fh     88 


23  per  cent. 


"A  part  of  No.  3  curve,  that  portion  extending  from  i>  to   / 
is  overlapped  by  nearly  the  whole  of  No.  2  cui've.     We  can  see. 
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however,  that  No.  3  curve  alone  must  supply  14  per  cent  of  the 
material  in  the  parabola  (that  portion  extending  from  e  to  k). 
This  leaves  100- (36 +  23 +  14)  =  27  per  cent  of  the  mixture  to  be 
furnished  by  the  overlapping  portions  of  No.  3  and  No.  2  in  such 
ratio  as  best  fits  the  parabola. 

"From  a  study  of  the  two  curves,  we  find  by  inspection  and  trial 
plottings  that  most  of  the  material  required  would  be  better  supplied 
by  No.  2  curve,  since  it  contains  stone  corresponding  very  well  to  the 
needs  of  that  part  of  the  parabola  extending  from  /  to  e.  Let  us 
consider  23  per  cent  as  the  proper  amount  of  the  final  mixture  to 
be  furnished  by  No.  2  curve,  which  would  leave  14  +  4=18  percent 
as  the  total  portion  which  must  be  supplied  by  No.  3  curve. 

"Now,  on  any  of  the  ordinates,  we  can  locate  points  through 
which  a  curve  may  be  drawn  which  represents  a  mixture  of  the  given 
sand  and  stone  in  the  proportions  just  found,  for  example: 

pKR  Cent. 
Ordinates.  Retained. 

1.75  40X36% =14    * 

1.50  57X36% =20 

1.10  92X36% =33 

1.00  (100X36%)4-(8X18%)=364-1 =37 

0.80  36+(3lXl8%)=36  +  6 =42 

0.60  36+  (66X18%)  =  36+ 12 =48 

0.40-  36+ (88X18%)  +  (21X23%)  =36  + 16  + 6 =57 

0.30  36+  (93X18%)+  (40X23%)  =  36+ 17  +  9 =62 

0.15  36+18+(92X23%)  +  (6X23%)  =  36  +  18+21  +  l =76 

0.05  36+ 18+23+ (30X23%)=36  +  18+23  +  7 =84 

"These  percentages  are  plotted  on  the  diagram  as  small  circles. 
The  same  points  would  have  been  obtained  if  we  had  begun  at  the 
left  of  the  diagram  and  calculated  the  percentages  passing  the  sieve.'* 

These  points  lie  quite  close  to  the  theoretical  curve,  and  hence 
we  may  assume  that  about  the  best  concrete  that  can  be  made  of  the 
given  materials  will  consist  of  23  per  cent  of  the  sand,  23  per  cent 
of  the  finest  stone  (No.  2),  18  per  cent  of  medium  stone  (No.  3),  and 
36  per  fcent  of  the  coarsest  stone  (No.  4). 

306.  This  method  affords  a  means  of  determining  We  best 
proportions  in  which  to  mix  the  fine  and  the  coarse  aggregate,  and 
also  shows  how  the  aggregate  may  be  improved  by  adding  or  sub- 
tracting some  particular  size.  Sieve  analyses  can  be  made  from 
time  to  time  as  the  work  progresses  to  see  whether  or  not  the  sizes 
of  the  aggregate  have  changed;  and  if  sizes  have  changed,  the  pro- 
portions can  be  varied  to  secure  the  most  economical  and  the  densest 
concrete.     In  a  work  of  any  magnitude  the  greater  labor  required 
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in  determining  the  proportions  by  sieve-analysis  curves  is  likely  to 
be  justified  by  the  better  quality,  or  the  less  cost,  of  the  concrete; 
and  the  extra  labor  required  to  make  sieve  analyses  during  the  prog- 
ress of  the  work  will  be  worth  all  it  costs  because  of  the  better  control 
of  the  proportions  of  the  concrete. 

To  secure  the  maximum  benefit  of  this  method  of  proportioning, 
it  is  necessary  to  screen  the  aggregate  to  several  sizes  and  then  com- 
bine them  in  the  proportions  indicated  by  the  sieve-analysis  curves. 
As  to  whether  or  not  the  increased  cost  of  screening  and  proportion- 
ing would  be  justified  by  the  saving  of  cement,  depends  upon  the 
magnitude  of  the  work  and  other  conditions.  The  following  example 
illustrates  the  possibilities: 

"The  ordinary  mixture  for  water-tight  concrete  is  about  1:2*: 
4^,  which  requires  1.37  barrels  of  cement  per  cubic  yard  of  concrete. 
By  carefully  grading  the  materials  by  methods  of  sieve  analysis 
the  writer  [Fuller]  has  obtained  water-tight  work  with  a  mixture  of 
about  1:3:7,  which  requires  only  1.01  barrels  of  cement  per  cubic 
yard  of  concrete.  This  saving  of  0.36  barrd  is  equivalent,  with 
Portland  cement  at  $1.60  per  bari*el,  to  $0.58  per  cubic  yard  of  con- 
crete. The  added  cost  of  labor  for  proportioning  and  mixing  the 
concrete  because  of  the  use  of  five  grades  of  aggregate  instead  of  two, 
was  about  $0.15  per  cubic  yard,  thus  effecting  a  net  saving  of  $0.43 
per  cubic  yard."* 

307.  Modification  of  the  Parabolic  Curve.  The  principle  that  the 
best  combination  of  sizes  is  that  corresponding  to  the  ordinates  of  a 
parabola,  was  deduced  from  a  series  of  experiments  made  by  Mr. 
Fuller  at  Little  Falls,  N.  J.,  in  1901 ;  but  experiments  made  by  Mr. 
Fuller  at  Jerome  Park  Reservoir,  New  York  City,  in  1904-05  f  seem 
to  show  that  the  parabola  does  not  give  quite  enough  coarse  sand 
and  fine  stone,  and  that  the  ideal  sieve-analvsis  curve  for  this  material 
consists  of  an  ellipse  for  the  sand  and  a  tangent  thereto  for  the  stone. 
The  exact  curve  starts  upon  and  is  tangent  to  the  vertical  zero  axis 
of  percentages  at  7  per  cent — that  is,  at  least  7  per  cent  of  the  aggre- 
gate plus  cement  is  finer  than  the  No.  200  sieve — and  runs  as  an 
ellipse  to  a  point  on  a  vertical  ordinate  whose  value  represents  a  size 
about  one  tenth  of  the  diameter  of  the  maximum  fragment  of  the 
aggregate,  and  thence  by  a  tangent  to  the  100  per  cent  point  on  the 
ordinate  of  the  maximum  diameter.  For  the  eixact  data  for  the 
curves  for  the  materials  experimented  on  at  the  Jerome  Park  Reser- 
voir, see  Transactions  American  Society  of  Civil  Engineers,  Vol.  lix, 
page  90.     The  form  of  the  best  curve  for  any  material  is  nearly  the 

*  W.  li.  Fuller  in  Taylor  and  Thompson's  Concrete  Plain  and  Reinforced,  ed.  1905, 
p.  183. 

t  Trans.  Aincr.  Soc.  of  Civil  Eng'rs.,  vol.  lix,  p.  90. 
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same  for  all  sizes  of  stone;  that  is,  the  curves  for  a  ^-inch,  a  1-inch, 
or  a  2:J-inch  maximum  stone  are  nearly  the  same  except  the  horizontal 
scale. 

308.  Examples  of  Application  of  Sieve-Analysis  Curves.  Fig.  14, 
shows  (1)  the  sieve-analysis  curves  of  the  bank  run  of  natural 
gravel,  (2)  the  same  material  after  being  screened  to  two  sizes 
—one  greater  than  0.20  inch  and  the  other  less  than  0.20  inch,  (3) 
an  artificial  combination  of  these  two  sizes,  and  (4)  the  ideal  curve.* 


'0125  Q30  ^:73  LOO 
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Fig.  14. — Sieve-Analysts  Curves  of  Bank-run  Gravel. 
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The  latter  was  drawn  by  the  methods  referred  to  in  the  preceding 
section,  and  shows  by  the  length  of  the  ordinate  for  a  diameter  0.20 
inch  that  66  per  cent  of  the  ideal  mixture  should  be  coarser  than 
0.20  inch  in  diameter  and  34  per  cent  finer.  The  combined  curve 
gives  the  result  of  taking  these  percentages  of  the  two  sizes,  and  shows 
that  this  is  almost  an  ideal  mixture,  except  that  tlfere  is  a  deficiency 
of  fine  sand, — but  this  will  be  made  up  in  part  by  the  cement. 

Fig.  15,  page  154,  shows  the  sieve-analysis  curves  for  one  of  the 
best  gravels  near  Cortland,  N.  Y.f  The  ideal  curve  shows  that  34 
per  cent  of  the  perfect  mixture  should  be  smaller  than  0.20  inch  in  di- 
ameter, and  hence  66  per  cent  is  larger.  The  curve  for  this  combination 
is  shown.  This  curve  gives  almost  ideal  results  for  the  sand  portion, 
but  has  too  much  medium-coarse  material.  The  next  lower  curve 
shows  the  effect  of  trying  to  remedy  the  defect  of  the  preceding 
curve  by  using  more  coarse  material.  This  combination  improves 
the  stone  portion  of  the  mixture;  but  the  sand  portion  is  not  nearly 

*  Trans.  Am.  Soc.  of  Civil  Engrs.,  vol.  lix,  p.  145. 
f/Wcf.,  p.  147. 
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ii3  satisfactoo"  as  in  the  preceding  curve,  which  shows  that  this 
material  screened  to  these  two  sizes  can  not  be  combined  so  as  to 
make  an  appwximately  ideal  mixture.  An  inspection  of  the  curve 
for  the  material  above  0.20  inch-in  diameter  shows  that  this  portion 
of  the  material  conforms  closely  to  the  ideal  curve  down  to  0.40 
inch  in  diameter,  whicli  suggests  screening  the  material  into  three 
sizes— one  finer  than  0.20,  one  between  0.20  and  0.40,  and  one 
<oarser  than  0.40.  Fig.  16  shows  the  sieve-analysis  curves  for  each 
of  these  three  sizes  of  this  gravel,  and  also  the  curve  for  a  nearly 
ideal  combination  of  the  three  sizes,*    The  concrete  made  of  this 
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combination  of  these  sizes  will  be  dense  and  strong,  but  whether  it  is 
economical  or  not  depenfls  upon  the  relative  cost  of  screening  the 
gravel  and  the  cost  of  the  cement  saved.  For  one  such  comparison 
see  §  .306. 

309,  In  practice  it  may  not  nlwa^^B  be  wise  to  separate  the  aggre- 
gate info  different  sizes  and  re-c(*mbine  them  according  to  an  ideal 
sieve-analysis  curve:  but  on  a  job  of  any  considerable  magnitude 
it  is  probably  always  wise  to  make  a  sieve  analysis  of  the  material 
to  be  used,  since  the  curve  will  indicate  the  direction  in  which  im- 
provements can  be  made,  and  often  improvement  is  possible  without 
a<Iditional  cost, 

310.  UNITS  USED  IN  Pboportionimq.  Concrete  may  be  propor- 
tioned in  any  one  of  three  ways:  (1)  by  weight;  (2)  by  volumes  of 
/Kicfccd  cement,  loose  sand,  and  loose  atone;  or  (3)  by  volumes  of 
loose  cement,  loose  sand,  an<l  loose  stone. 

•Tniiw.  Ani.T.  Sue.  of  (".  E.,  v.A.  lis,  p.  14S. 
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311.  Proportions  by  Weight.  Only  occasionally  is  the  proportion- 
ing done  by  weighing,  on  account  of  the  increased  expense.  This 
is  the  most  accurate  method,  hut  ordinarily  it  is  cheaper  to  use  more 
cement  than  to  incur  the  increased  expense  of  weighing  the 
ingredients. 

Automatic  weighing  machines  are  occasionally  employed.  These 
consist  of  a  series  of  automatic  tipping  buckets  placed  uAder  spouts 
leading  from  the  storage  bins.  When  the  proper  weight  of  material 
is  in  the  bucket  it  automatically  tips,  shuts  a  valve  in  the  spout,  and 
empties  into  the  hopper  leading  to  the  mixing  machine.    When  all 
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Fig.  16. — Idkal,  Combination  of  Three  Sizes  of  Bank-run  Gravel. 


three  ingredients  have  been  emptied  into  the  hopper,  a  valve  opens 
and  they  are  emptied  into  the  mixing  machine.  When  different 
sizes  of  stone  are  used  to  secure  a  well-graded  aggregate,  bins  and 
automatic  tipping  buckets  are  supplied  for  each  size. 

312.  Proportions  by  Volumes  of  Packed  Cement  and  Loose  Sand 
and  Stone.  This  is  the  most  common  method  of  proportioning. 
A  barrel  of  packed  portland  cement  is  assumed  to  be  3.8  cu.  ft.,  or 
a  cubic  foot  of  packed  portland  cement  is  assumed  to  weigh  100  lb.; 
and  in  the  proportioning  a  barrel  or  a  bag  of  cement  is  mixed  with 
the  required  number  of  cubic  feet  of  loose  sand  and  loose  stone.  For 
example,  a  1  : 2  :  4  mixture  then  means  1  cu.  ft.  of  packed  cement, 
2  cu.  ft.  of  sand,  and  4  cu.  ft.  of  stone;  or  1  bbl.  of  cement,  2  bbl. 
(7.6  cu.  ft.)  of  sand,  4  bbl.  (15.2  ow.  ft.)  of  stone;  or  1  bag  of  cement, 
1.9  cu.  ft.  of  sand,  and  3.8  cu.  ft.  of  stone.  This  system  is  virtually 
measuring  the  cement  by  weight  and  the  sand  and  stone  by  volumes. 
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313.  Proportions  by  Volume  of  Loose  Cement  and  Loose  Sand  and 
Stone.  When  cement  was  usually  shipped  in  a  barrel,  and  a  frac- 
tional part  of  a  barrel  was  used  for  a  batch  of  concrete,  the 
cement  was  measured  loose;  but  at  present  this  method  is  not 
employed,  because  it  is  simpler  to  consider  the  bag  of  cement  as 
the  unit. 

The  preV'eding  paragraph  assumes  that  the  measuring  is  done  by- 
hand,  but  there  ai'e  JbwQ  automatic  measuring  machines  on  the  market 
which  measure  the  ingredients  by  volumes  loose.  One  of  these 
machines,  the  Trump  mixer,  consists  of  several  bottomless  storage 
cylinders  from  the  bottom  of  which  each  of  the  ingredients  flows  into 
a  revolving  platform  from  which  it  is  scraped  off  by  stationary  arms 
resting  upon  the  top  of  the  platform  and  projecting  into  the  material 
a  sufficient  distance  to  scrape  off  the  proper  amount  of  each.  The 
other  of  these  machines,  the  Gilbreth  measurer,  consists  of  several 
drums,  one  for  each  material,  placed  directly  under  the  storage  bins 
and  rotating  upon  the  same  horizontal  shaft,  the  quantity  of  the 
materials  being  regulated  by  means  of  gates  in  the  bins. 

314.  Proportions  used  in  Practice.  While  a  statement  of  the 
proportions  used  in  practice  may  be  of  interest,  it  can  not  be  of  any 
great  value,  since  it  is  impracticable,  if  not  impossible,  to  describe 
fully  the  circumstances  and  limitations  under  which  the  work  was 
done.  Further,  the  specifications  and  records  from  which  such  data 
must  be  drawn  are  frequently  very  indefinite.  It  is  believed  that 
the  following  examples  are  as  accurate  as  it  is  possible  or  practicable 
to  make  them,  and  also  that  they  are.  representative  of  the  best 
American  practice. 

For  joundations  for  pavements:    1   volume  of  natural  cement, 

2  volumes  of  sand,  and  4  or  5,  and  occasionally  6,  volumes  of  broken 
stone;  or  1  volume  of  portland  cement,  3  volumes  of  sand,  and  6  or 
7  volumes  of  broken  stone.  Occasionally  gravel  is  specified,  and 
more  rarely  gravel  and  broken  stone  mixed. 

For  foundations  and  minor  railroad  structures:  1  volume  of  natural 
cement,  2  volumes  of  sand,  and  3  to  5  parts  of  broken  stone;  or  1  part 
Portland  cement,  3  parts  sand,  and  4  or  5  parts  broken  stone. 

For  important  bridge  and  tunnel  work:  1  part  of  portland  cement, 

3  parts  of  sand,  and  4  or  5  parts  of  broken  stone. 

For  steel-grillage  foundations:  1  paKt  portland  cement,  1  part 
sand,  and  2  parts  broken  stone. 

Far  reinforced  concrete  structures:  1  volume  of  portland  cement, 
2  or  2^  volumes  of  sand,  4  or  5  volumes  of  broken  stone. 

In  harbor  improvements  the  proportions  of  concrete  range  from 
the  richest  (used  to  resist  the  violent  action  of  waves  and  ice)  to  the 
very  leanest  (used  for  filling  in  cribwork).     At  Buffalo,  N.  Y.,  an 
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extensive  breakwater  built  in  1890  by  the  U.  S.  A.  engineers,  con- 
"sisted  of  concrete  blocks  on  the  faces  and  a  backing  of  concrete 
deposited  in  place.  Portland  was  used  for  the  blocks  and  naturail 
for  the  backing,  the  proportions  being:  1  volume  cement,  3  sand, 
and  Sh  of  broken  stone  and  pebbles  mixed  in  equal  parts. 

316.  Far  the  retaining  walls  on  the  Chicago  Sanitary  Canal,  built 
in  1895-97:  1  part  natural  cement,  H  parts  sand,  and  4  parts  un- 
screened limestone. 

For  the  dams,  locks,  etc.,  on  the  Illinois  and  Mississippi  Canal, 
1893-98:  1  volume  of  loose  portland  cement,  8  volumes  of  gravel 
and  broken  stone;  or  1  volume  of  loose  natural  cement  and  5  volumes 
of  gravel  and  broken  stone. 

For  the  Poe  Lock  of  the  St.  Mary's  Fall  Canal,  constructed  in 
1890-95:  1  part  natural  cement,  li  parts  of  sand,  and  4  parts  of 
sandstone  broken  to  pass  a  2i-inch  ring  and  not  a  |-inch  screen.  The 
broken  stone  had  46  per  cent  voids  loose  and  38  when  rammed. 

For  the  concrete  blocks  used  in  constructing  the  Mississippi 
Jetties,  built  in  1875-80,  the  proportions  were:  1  part  portland 
cement,  1  part  sand,  1  part  gravel,  and  5  parts  broken  stone. 

For  incidental  information  concerning  proportions  used  in  prac- 
tice, see  Cost  of  Concrete,  §  421-23,  §  1085,  and  §  1110. 

316.  For  an  interesting  account  of  a  method  of  determining  the 
proportions  of  a  concrete  after  it  has  set  in  place,  see  Engineering 
NewSy  Vol.  lix,  p.  46, — January  9,  1908. 

317.  Ingredients  tor  a  Yard.  Table  28,  page  158,  gives  the 
quantities  of  cement,  sand,  and  stone  required  for  a  cubic  yard  of  con- 
crete of  different  proportions,  using  three  grades  of  broken  stone  or 
gravel.  The  concrete  was  mixed  wet  and  also  mixed  very  thoroughly. 
If  it  had  been  mixed  drier  or  less  thoroughly,  it  would  have  been 
less  dense,  and  consequently  less  quantities  of  materials  would  have 
l)een  required  to  make  a  yard. 

Data  hke  that  in  Table  28  are  affected  by  the  fineness  of  the 
cement,  the  fineness  and  the  dampness  of  the  sand,  the  kind  and  the 
coarseness  of  the  stone,  the  proportions  of  the  several  sizes  of  sand 
grains  and  stone  fragments,  the  thoroughness  of  the  mixing,  the 
amount  of  tamping,  etc.;  and  different  experimenters  have  obtained 
widely  differeut  results.  Most  experimenters  obtain  a  less  quantity 
of  ingredients  per  cubic  yard  than  in  Table  28,  probabl}^  chiefly 
because  the  concrete  is  mixed  drier  and  entrains  more  air,  and  hence 
is  less  dense.  For  data  somewhat  similar  to  that  in  Table  28,  see: 
Transactions  American  Society  of  Civil  Engineers,  Vol.  xlii  (1899), 
p.  109-11,  and  137;  Johnson's  Materials  of  Construction,  p.  610a; 
Tests  of  Metals,  Watertown  Arsenal,  1899,  p.  786-87;  Report  of 
Chief  of  Engineers,  U.  S.  A.,  1895,  p.  2922-31. 
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TABLE  28. 

Ingredients  Required  for  a  Cubic  Yard  of  Wet  Concrete.* 

1  cu.  ft.  of  packed  cement  assumed  to  weigh  100  lb. 


Proportions 
BT  Volumes. 

scikntificallt 
Graded  Stone. 

Unscreened  Stone. 

Screened  Stone. 

• 

•o 

• 

Sise  2"  to  0.20" 

Size  2"  to  0.20" 

Size  2"  to  1" 

s 

C3 

s 

Voids  20%. 

Voids  30  %. 

Voids  50  %. 

mm^-*^ 

an 

en 

1 

ia 

1 

1 

Pack 
Cemf 

1 

Cement 

Sand 

Stone 

Cement    Sand 

Stone  ■ 

1  Cement    Sand 

Stone 

'^ 

2 

bbl. 

• 

cu.  yd. 

cu.  yd. 

bbl. 

cu.  yd. 

cu.  yd.  1 

1 

bU. 

1 

cu.yd. 

cu.  yd. 

1 

2 

3 

1.50 

0.42 

0.63 

1.61 

0.45 

0.68 

1.89 

0.53 

0.80 

4 

1.27 

0.36 

0.72 

1.38 

0.39 

0.78 

1.65 

0.46 

0.93 

5 

1.10 

0.31 

0.77 

1.20 

0.34 

0.84 

1.47 

0.41 

1.03 

6 

0.97 

0.27 

0.82 

1.06 

0.30 

0.89 

1.32 

0.37 

1.11 

1 

3 

4 

1.12 

0.47 

0.63 

1.21 

0.51 

0.68 

1.42 

0.60 

0.80 

5 

0.99 

0.42 

0.70 

1.07 

0.45 

0.75 

1.28 

0.54 

0.90 

6 

0.88. 

0.37 

0.74 

0.96 

0.41 

0.81 

1.16 

0.49 

0.98 

7 

0.80 

0.34 

0.79 

0.87 

0.37 

0.86 

1.07 

0.45 

1.05 

8 

0.73 

0.31 

0.82 

0.80 

0.34 

0.90 

0.99 

0.42 

1.11 

1 

4 

5 

0.90 

0.51 

0.63 

0.96 

0.54 

0.68 

1.13 

0.64 

0.68 

6 

0.81 

0.46 

0.68 

0.87 

0.49 

0.73 

1.04 

0.59 

0.88 

7 

0.74 

0.42 

0.73 

0.80 

0.45 

0.79 

0.96 

0.54 

0.95 

8 

0.68 

0.38 

0.77 

0.74 

0.42 

0.83 

0.90 

0.61 

1.01 

9 

0.63 

0.35 

0.80 

0.68 

0.38 

•   0.86 

0.84 

0.47 

1.06 

318.  Fuller's  Rule.  The  following  rule,  devised  by  Wm.  B. 
Fuller,t  gives  the  quantities  of  cement,  sand,  and  stone  required  to 
make  a  cubic  yard  of  concrete;  and  is  fairly  representative  of  all 
classes  of  materials.  This  rule  is  valuable  because  it  is  so  simple 
that  it  can  be  carried  in  the  memory. 

c  =  number  of  parts  of  cement. 

s  =  number  of  parts  of  sand. 

^  =  number  of  parts  of  gravel  or  broken  stone. 

C  =  number  of  barrels  of  packed  Portland  cement  required  for  1 
cu.  yd.  of  concrete.  ^ 

iS  =  number  of  cubic  yards  of  loose  sand  required  for  1  cu.  yd. 
of  concrete. 

G= number  of  cubic  yards  of  loose  gravel  or  broken  stone  required 
for  1  cu.vd.  of  concrete. 


*  From  Taylor  and  Tliompsoii'.s  C'oncn'to  Plain  and  Reinforced,  p.  229-35,  where 
a  much  more  extended  table  mav  he  found. 

t  Taylor  and  Thompson '.s  Concrete  Plain  and  Roiuforced,  p.  10. 
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"If  the  coarse  material  is  broken  stone  screened  to  uniform  si^, 
it  will  contain  less  solid  matter  in  a  given  volume  than  average  stone, 
and  hence  about  5  per  cent  should  be  added  to  quantities  of  ail  three 
ingredients  as  computed  by  the  above  rule.  On  the  other  hand,  if 
the  coarse  material  is  well  graded  in  size,  about  5  per  cent  may  be 
deducted  from  all  of  the  quantities. '' 

The  above  formulas  are  sometimes  modified  by  changing  the 
constants  11  and  3.8.  For  example,  one  engineer  substitutes  9.5 
for  the  11,  and  4  for  the  3.8. 

Art.  3.    Forms  for  Concrete. 

319.  Freshly  mixed  concrete  is  plastic  until  the  process  of  setting 
begins,  and  hence  must  be  confined  within  the  limits  set  for  the 
finished  structure  until  the  mass  hardens.  This  is  usually  accom- 
plished by  the  use  of  wooden  moulds  or  forms  which  are  built  so  that 
their  inside  dimensions  are  exactly  the  shape  of  the  finished  structure. 
In  this  article  it  is  proposed  to  describe  the  more  important  principles 
involved  in  designing  and  constructing  forms  for  the  most  simple 
concrete  structure;  but  the  more  complicated  problems  encountered 
in  the  construction  of  forms  for  the  more  elaborate  concrete  structures 
will  be  considered  in  connection  with  the  discussion  of  the  structures 
themselves — particularly  reinforced-concrete  buildings,  see  Art. 
3,  Chapter  VIII. 

The  forms  should  be  designed  at  the  same  time  that  the  outlines 
of  the  structure  are  fixed,  and  instructions  and  sketches  should  be 
prepared  for  the  guidance  of  the  carpenter  who  is  to  build  the  forms, 
in  order  that  they  may  be  sufficiently  strong  and  not  needlessly 
extravag&nt,  and  also  that  t]ie  carpenter  may  not  waste  time  in  the 
field  in  studying  the  masonry  plan.  The  forms  should  be  designed 
with  a  view  to  saving  time  and  material  in  taking  down  as  well  as  to 
economy  of  material  and  tima  in  the  construction  and  the  erection. 

320.  Ordinary  Gonstruotion.  The  forms  are  usually  made  by 
setting  up  studdings  and  nailing  horizontal  planks  to  thehi.  The 
forms  must  be  built  strong  enough  to  hold  the  plastic  mass  in  place 
during  tamping  and  hardening;  and  should  be  tight  enough  to  prevent 
serious  leakage  of  the  more  fluid  portion  of  the  concrete.     The  forms 
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should  have  a  smooth  even  inside  surface  so  as  to  give  a  smooth 
finish  to  the  completed  structure.  If  the  forms  spring  out  of  place, 
the  concrete  may  flow  out  and  be  wasted;  and  at  best  any  springing 
of  the  forms  will  injure  the  appearance  of  the  surface  of  the  finished 
structure. 

In  concrete  buildings,  where  the  cost  of  the  forms  is  a  large  part 
of  the  entire  cost  of  the  structure,  and  where  a  failure  of  the  forms 
may  cause  serious  loss  of  property  and  possible  loss  of  life,  it  is  of 
the  utmost  importance  to  carefully  study  every  detail  of  the  design 
and  construction  of  the  forms  to  secure  safety  and  prevent  extrava- 
gance; but  in  the  simpler  concrete  structures  where  the  concrete 
is  usually  deposited  in  layers,  it  is  not  possible  to  secure  great  accuracy 
in  the  design  of  the  forms.  Either  1-inch  or  2-inch  plank  may  be 
used,  and  the  studding  may  vary  from  2-  by  4-inch  to  4-  by  6-inch,' 
depending  upon  their  distance  apart,  the  height  of  the  forms,  and 
the  amount  of  bracing.  Experience  seems  to  prove  that  with  1-inch 
plank  the  studding  may  be  2  feet  apart,  with  1^-inch  plank  3^  or 
4  feet,  and  with  2-inch  plank  5  feet. 

321.  Bracing  the  Forms.  There  are  two  methods  employed  for 
bracing  the  vertical  studding, — either  inclined  exterior  wood  braces 
are  used,  or  interior  horizontal  ties  of  wire  or  rods  connect  the  studs 
on  the  opposite  sides  of  the  forms.  Occasionally  large  posts  are  used 
which  are  tied  across  at  the  top  and  the  bottom,  and  trussed  on  the 
outside. 

322.  Inclined  Braces.  The  studding  may  be  braced  by  inclined 
braces  whose  lower  ends  are  nailed  to  or  abut  against  a  stake  and 
whose  upper  ends  are  nailed  to  the  studding  or  abut  against  a  block 
nailed  to  the  studding — see  Fig.  17.  It  is  important  that  the  stake, 
or  better  the  post,  be  substantial  enough  to  give  the  required  resist- 
ance; and  for  that  reason,  unless  the  ground  is  quite  firm,  it  is  wise 
to  drive  a  second  stake  behind  the  first  one  and  brace  the  top  of 
the  inside  stake  from  the  bottom  of  the  outside  one,  somewhat  as 
shown  in  Fig.  17.  For  convenience  in  setting  the  braces,  it  is 
wise  to  place,  say,  a  2-  by  6-inch  scantling  against  a  row  of  stakes  for 
the  braces  to  abut  against  and  insert  a  folding  wedge  between  the 
foot  of  the  brace  and  the  scantling,  as  at  E  in  Fig.  17.  The  upper 
end  of  the  brace  is  sometimes  simply  nailed  against -the  side  of  the 
verticiU  posts  as  shown  at  C  and  D,  Fig.  17;  but  this  is  wise  only 
when  the  brace  is  a  1-  by  6-inch  plank.  When  the  brace  is  a  2-  by 
4-inch  scantling,  the  upper  end  is  sometimes  beveled  and  toe-nailed 
against  the  outside  of  the  vertic^al  post,  as  shown  at  B;  but  the  most 
substantial  construction  is  to  nail  a  block  on  the  post  and  cut  the 
brace  to  a  bevel  so  it  will  fit  against  the  post  and  also  against  the 
block,  as  shown  in  A. 
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The  sizes  of  the  inclined  braces  depend  upon  their  length,  their 
inclination,  and  their  number.  An  approximate  rule  for  the  size 
of  the  braces,  derived  from  experience,  is  that  the  number  of  square 
inches  in  the  cross  section  of  a  brace  should  equal  its  length  in  feet, 
If  thin  plank  of  any  considerable  length  are  used  for  braces,  they 
should  be  in  pairs  and  be  stiffened  by  cross  pieces  nailed  to  the  two 
planks. 

The  advantage  of  outside  braces  is  that  the  interior  of  the  forms 
is  left  entirely  unobstructed;  but  on  high  walla  the  amount  of  timber 
required  for  exterior  braces  is  very  great,  and  not  infrequently  the 


exterior  braces  seriously  interfere  with  the  handling  of  the  materials 
for  the  concrete  and  also  of  the  concrete  itself.  Further,  exterior 
braces  are  usually  less  secure  and  more  expensive,  both  in  material 
and  in  time,  to  erect  than  interior  rods  or  wire. 

323.  Horizontal  Ties.  The  posts  on  opposite  sides  of  the  form.'; 
may  be  tied  together  by  rads  or  wires  running  from  side  to  side  across 
the  form.  The  wire  is  passed  around  the  stud  on  each  side  of  the 
form  through  the  crack  between  two  planks,  and  tightened  by  being 
twisted  with  a  stick.  After  the  concrete  is  in  position  and  the  form 
is  taken  down,  the  wire  is  cut  off  a  little  under  the  surface  of  tlie 
concrete,  and  the  hole  is  plastered  up  with  mortar.  To  keep  the 
U 
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aides  of  the  forms  the  proper  distance  apart,  a  piece  of  wood  of  the 
right  length  should  be  placed  beside  the  wire,  and  should  be  left  there 
until  the  concrete  reaches  that  height,  when  the  strut  is  to  be  removed. 
The  trouble  of  keeping  these  pieces  of  wood  in  place  and  the  difficulty 
of  getting  them  removed  at  the  proper  time,  are  a  serious  objection 
to  tying  the  forms  together  with  wire;  and,  besides,  the  first  cost  of  the 
wire  is  considerable,  and  a  surprisingly  large  amount  of  time  is 
required  to  put  it  into  place. 

When  the  sides  of  the  forms  are  tied  together  with  rods,  it  is 
customary  to  pass  them  through  a  pipe,  so  that  the  rod  may  be 
drawn  out  when  the  forms  are  taken  down.  For  an  example,  see 
Fig.  120,  page  530.  The  pipe  should  be  cut  a  little  shorter  than  the 
distance  between  the  sides  of  the  form,  and  should  be  held  in  position 
by  placing  at  each  end  a  2-inch  block  with  a  hole  through  it.  When 
the  rod  is  withdrawn  the  block  is  removed  and  the  hole  is  plastered 
up  with  mortar.  The  rod  is  better  than  the  wire  since  the  latter  is 
nearly  sure  to  stretch  and  allow  the  forms  to  get  out  of  line,  and 
sometimes  the  wire  breaks  and  causes  serious  trouble.  The  rods  and 
pipes  cost  a  little  more  than  the  wire,  but  cost  less  to  put  into  place 
and  are  much  more  substantial.  Sometimes  the  pipes  are  dispensed 
with,  and  pieces  of  wood  or  small  beams  of  concrete  are  used  to  keep 
the  sides  of  the  forms  the  proper  distance  apart,  in  which  case  the 
rods  are  either  greased  or  wrapped  in  greased  paper  to  fac  ilitate  their 
removal  after  the  concrete  hiis  set.  However,  it  is  nearly  impossible 
to  secure  a  water-tight  wall  when  rods  without  pipes  are  used  for 
ties.  Sometimes  rods  are  used  having  sleeve  nuts  near  each  end, 
see  Fig.  119,  page  529;  and  after  the  forms  ai*e  removed  the  end  of 
the  rod  is  unscrewed.  Whatever  the  form  of  the  tie,  the  metal  left  in 
the  concrete  should  not  come  nearer  to  the  surface  than  2  inches, 
as  otherwise  rust  stains  are  likely  to  appear. 

324.  The  Plank.  The  plank  used  in  the  forms  should  be  reason- 
ably free  from  knots.  Green  lumber  is  preferable  to  that  which  is 
thoroughly  seasoned,  because  it  is  less  affected  by  the  water  in  the 
concrete.  If  a  good  surface  is  required  on  the  finished  concrete,  the 
plank  should  be  surfaced  on  one  side;  and  some  contractors  prefer 
to  use  surfaced  luml)er  in  all  cases,  as  less  concrete  adheres  to  the 
lumber  and  hence  it  requires  less  labor  to  clean  the  plank  for  use 
again.  If  the  concrete  is  wet  when  it  is  placed  in  the  forms,  the 
plank  should  be  tongued  and  <i:rooved  to  insure  tight  forms.  Some- 
times the  edges  of  the  plank  are  beveled,  so  the  thin  edge  will  crush  as 
the  plank  absorbs  water  from  the  concrete  and  swells,  thus  preventing 
the  plank  from  ])uckling  and  marring  the  surface  of  the  completed 
structure. 

The  forms  should  be  built  reasonably  tight;    but  any  joints  or 
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holes  may  be  closed  with  plaster  of  pans  or  putty,  or  may  be  covered 
with  building  paper  or  a  thin  sheet  of  steel.  If  the  forms  are  to  be 
removed  before  the  concrete  becomes  hard,  the  plank  should  be 
coated  with  heavy  oil,  soft  soap,  or  some  greasy  substance  to  prevent 
the  concrete  from  adhering  to  the  plank.  Soap  is  better  than  oil  or 
grease,  since  it  is  soluble  in  cold  water  and  hence  is  comparatively 
easily  removed  from  the  concrete  surface.  Soft  soap  thinned  with 
water  and  spread  with  a  whitewash  brush  or  a  broom  is  efficient  and 
is  usually  quite  cheap.  If  the  forms  are  not  to  be  removed  until  the 
concrete  has  become  hard,  the  concrete  will  not  adhere  seriously 
if  the  forms  are  simply  wet  thoroughly  with  water  just  before  the 
concrete  comes  against  them. 

326  Edges  and  Comers.  In  designing  concrete  structures,  sharp 
edges  and  corners  should  be  avoided  as  far  as  possible,  since  with  a 
brittle  substance  like  concrete  these  are  likely  to  be  broken  off  in 
removing  the  forms  or  in  service.  The  corners  of  the  concrete  may 
be  rounded  off  by  nailing  beveled  fillets  or  strips  of  concave  quarter- 
round  in  the  corners  of  the  forms  before  beginning  to  deposit 
concrete.     For  an  example,  see  Fig.  182  and  183,  page  603. 

It  is  very  important  that  the  forms  for  copings,  water  tables, 
etc.,  be  so  designed  that  they  can  be  removed  without  damaging  the 
corners  or  edges  of  the  concrete.  Sometimes  a  panel  of  planks  or  a 
rectangle  of  half-round,  strips  is  nailed  against  the  inside  of  the  form 
to  give  a  little  ornamentation  to  the  finished  surface  of  the  concrete. 
For  an  example  of  the  former,  see  Fig.  118,  page  528.  The  latter 
method  was  used  in  the  abutment  represented  in  Fig.  133,  page  543, 
but  is  not  shown  in  the  figure.  Occasionally  beveled  strips  are 
nailed  on  the  inside  of  the  form  to  give  the  concrete  the  appearance 
of  cut  stone  masonry  having  chamfered  joints,  but  this  is  indefensi- 
ble from  the  artistic  standpoint.  For  an  example  of  this  construc- 
tion, see  the  arch  ring  in  Fig.  181,  page  602. 

326.  Improved  Gonstruotion.  The  cost  of  labor  and  material 
required  for  forms  is  an  important  part  of  tl  e  cost  of  any  concrete 
work,  and  particularly  of  thin  walls  or  parts  of  buildings;  and  con- 
sequently there  have  been  many  attempts  to  reduce  the  cost  of  forms. 
However,  none  of  the  improvements  has  mrde  any  great  reduction 
in  the  cost  of  forms,  nor  are  any  of  the  improvements  without 
accompanying  objections:  and  therefore  there  is  still  room  for  im- 
provements in  reducing  the  cost  of  the  materials  and  the  labor  for 
forms. 

Only  a  few  of  the  many  attempts  to  improve  the  forms  for  mass 
concrete  work  will  be  referred  to  here. 

327.  Sectional  Forms.  For  structures  having  large  areas  of  flat 
surfaces,  such  as  a  retaining  wall,  the  forms  are  sometimes  made  in 
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sections,  which,  after  the  concrete  has  set,  may  be  taken  down  in  one 
piece  and  be  set  up  again,  thus  facilitating  the  placing  and  the 
removal  of  the  forms.  The  sections  are  made  of  planks  fastened 
together  with  battens,  and  are  placed  one  above  the  other  or  end 
to  end  as  may  be  required,  and  are  held  in  place  by  being  lightly  nailed 
to  the  upright  posts. 

Sectional  forms  are  also  made  to  be  used  without  continuous 
upright  posts,  the  two  opposite  sides  being  held  in  position  by  bolts 
and  separators,  and  successive  sections  being  held  together  by  pro- 


jecting metal  lugs  on  the  outside.  Fig.  IS  shows  oik-  of  the  several 
varieties  of  sectional  or  panel  forms  for  wall  construction.  The  rods 
run  through  pipes  which  act  sis  spacers  and  also  facilitate  the  removal 
of  the  rods.  The  Imttonui  of  the  panels  overlap  the  part  of  the  wall 
already  in  place,  the  forms  Ijeing  supported  by  the  pipe  and  rod. 

Fig.  19  shows  another  nielhod  of  making  sectional  forms.*  In 
using  the  frame,  a  section  of  wall  is  built  up  one  foot  high  and  allowed 
to  set;  and  then  the  frame  is  rcm<)ved  by  unl>olting,  and  is  raised  one 
foot  higher,  the  rear  face  of  the  form  being  moved  inward  sufficiently 
to  allow  for  the  con-esponding  batter  of  the  wall.     Fig.  20  p^ows  a 

•  Engineering  Newt,  vol.  xlvi,  p.  124. 
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Fig.  19. — Sbctiokai.  Form  >ob 


somewhat  similar  arrangement  of  the  forms  for  a  coping.*  The  frame 
may  be  taken  down  by  removing  the  bolts  B  and  C  Notice  the 
beveled  strips  m,  m,  m. 

328.  81otted-rr&mfl  Fomi.  Sometimes  instead  of  using  posts 
continuous  from  top  to  bottom  of  the  wall,  slotted  frames  5  or  6  feet 
long  are  so  arranged  that  the  short 
posts  may  be  raised  as  the  work  pro- 
gresses without  removing  the  bolts 
which  hold  the  sides  of  the  form  to- 
gether, thus  permitting  the  removal 
of  the  lower  plank  for  use  again. 
Fig.  21,  page  166,  shows  this  form  of 
construction,  the  slotted  frames  being 
ready  to  be  moved  up. 

32d.    Plank    Boldsn.      Upon     the 
market    are    several    patented   metal 
plank-holdera  that   permit   the  addi- 
tion of  one  plank   at  a  time  and  do  "all. 
not  require  either  nails  or  uprights;   but  their  value  has  not  yet 
l)een  established  by  experience. 

330.  Matal  Fomu.  Metal  forms  have  been  tried;  but,  up  to 
date,  wood  has  proved  to  be  the  most  economical  material  for  forms 
for  concrete  work,  except  possibly 
for  small  sewers  and  conduits.  If 
sheet  metal  is  placed  on  a  wood  back 
or  on  a  metal  stiffening  frame,  there  is 
danger  of  its  becoming  dented,  bent,. 
or  otherwise  defaced  so  as  to  give  an 
imperfect  surface  to  the  concrete; 
and  if  the  metal  covering  is  sufficiently 
thick  to  resist  damage,  it  is  too  heavy 
and  too  expensive. 

331     Oleahinq  the  Fobms.    Be- 
fore beginning  to  deposit  concrete,  all 
debns,    such    as    sawdust,    shavings, 
blocks  of  wood,    etc.,  should  be    re- 
mo\ed  from  the  inside  of  the  forms. 
This   precaution    is    particularly   im- 
portant with   forms  for  columns,  gir- 
ders, beams,  and  floors. 
All  dry  mortar  left  on  the  forms  during  the  previous  day's  work 
should  be  removed  before  beginning  to  deposit  concrete,  as  otherwise 
an  imperfect  face  will  be'  obtained. 

^Engineering  Neiei,  vol.  I,  p.  37. 
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332.  TiBOS  TO  Remote  Foems.  As  a  rule  tho  forms  should  not 
be  removed  within  48  hours  :iffer  the  concrete  is  deposited;  and  in 
cold  weather  they  should  l>e  allowed  to  roniain  longer  than  in  warm 
weather  to  give  ample  time  for  the  cement  to  set.  The  forms  can  be 
removed  from  the  back  of  a  wall  sooner  than  from  the  face.  With 
mass  concrete  it  is  usually  safe  to  I'eniove  the  forms  from  the  face 
when  the  concrete  has  set  so  it  can  not  be  indented  with  the  thumb 
nail;  but  with  arches,  columns,  and  girdei-s,  more  time  should  be 
allowed.     In  concrete  building-work  it  is  usually  desirable  to  remove 


Fio.  21.— SLOTTKn-KnAuE  Fom 


the  forms  as  soon  as  possible  in  order  to  use  them  elsewhere,  but 
removing  forms  too  soon  has  frequently  been  the  cause  of  serious 
accidents;  and  hence  it  is  wise  when  placing  the  ciinci-pte  for  columns, 
girders,  and  floors,  to  mould  some  cnl>es  or  lieams  which  are  later 
broken  in  a  testing  machine  to  determine  whether  or  not  it  is  then  safe 
to  remove  the  forms. 

In  this  connection  it  should  not  be  forgotten  that  concrete  sets 
faster  during  a  hot  dry  day  than  during  a  damp  muggy  one,  and  also 
that  occasionid  batches  will  set  abnormally  slow  either  because  of 
slower-setting  cement  or  of  impurities  in  the  sand. 

333.  Cost  or  Forms.  For  data  nn  the  cost  of  forms,  see 
I  417  and  Table  4fi.  pai;e  25S,  and  also  '■  Forms,  Cost  of,"  in  index. 
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334.  CoKSlSTEHOT  OF  GoHORETE.  Theie  is  considerable  diversity 
of  opinion  among  engineers  as  lo  the  amount  of  water  to  be  used  in 
making  concrete:  but  in  recent  yeui's  there  has  lieen  a  decided 
tendency  toward  the  use  of  more  water  than  formerly.  Until 
recently  one  e.xtreme  advocated  the  uwe  of  dry  concrete,  i.e.,  of  a 
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concrete  mixed  so  dry  that  moisture  would  just  flush  to  the  surface 
under  vigorous  tamping;  while  the  other  extreme  advocated  the 
use  of  wet  concrete,  i.e.,  a  concrete  that  would  quake  like  liver  or 
jelly  when  tamped.  At  present  only  comparatively  few  advocate  the 
use  of  dry  concrete,  and  most  engineers  prefer  a  plastic  or  quaking 
mixture;  but  a  considerable  number  use  a  very,  wet  or  mushy 
concrete,  i.e.,  a  mixture  which  can  not  be  tamped  and  into  which  a 
man  sinks  to  his  ankles  or  above  in  walking  over  it. 

336.  Dry  vs.  Wet  Concrete.  The  following  is  the  conclusion  of 
the  most  elaborate  series  of  tests  made  to  determine  the  relative 
strength  of  wet  and  dry  conc'rete.*  The  mean  crushing  strength  of 
156  1-foot  cubes  of  concrete  made  with  mortar  as  ''dry  as  damp 
earth"  was  13  per  cent  more' than  the  average  of  148  cubes  that 
''quaked  like  liver  under  moderate  ramming,"  and  11  per  cent  more 
than  the  average  of  144  cubes  made  with  mortar  of  the  "ordinary 
consistency  used  by  the  average  mason."  The  cubes  were  made  of 
five  brands  of  portland  cement  and  five  proportions  of  sand  varying 
from  1:1  to  1:5;  half  the  cubes  had  a  little  more  mortar  than 
enough  to  fill  the  voids  of  the  broken  stone,  while  the  other  half  had 
only  about  80  per  cent  as  much  mortar  as  voids.  One  quarter  of  the 
cubes  were  stored  in  water,  one  quarter  in  a  cellar,  one  quarter  under 
a  wet  cloth,  and  one  quarter  in  the  open  air.  All  were  broken  when 
approximately  2  years  old.  The  difference  in  the  amount  of  mortar 
made  no  appreciable  difference  in  the  strength. 

Experiments  frequently  show  a  greater  difference  than  the  above. 
For  example,  the  mean  of  twelve  cubes  of  dry  concrete  was  51  per 
cent  stronger  than  corresponding  cubes  of  quaking  concrete,  f  But 
all  experiments  show  that  the  difference  between  the  strength  of  wet 
and  dry  concrete  is  greater  at  earlier  ages  than  later,  and  that  after 
3  to  6  months  there  is  but  little  difference. 

It  is  unquestionably  true  that  with  sufficient  ramming,  dry  mix- 
tures of  neat  cement,  and  also  of  cement  and  sand,  are  stronger  than 
wet  mixtures;  and  hence  if  the  absolute  maximum  strength  of  con- 
crete is  desired  a  dry  mixture  should  be  used.  But  the  amount  of 
water  to  be  used  in  making  concrete  is  usually  a  question  of  ex- 
pediency and  cost,  rather  than  a  question  of  the  greatest  attainable 
strength  regardless  of  expense. 

336.  A  consideration  of  the  following  principles  will  be  useful 
in  determining  whether  to  use  a  wet  or  a  dry  concrete.  1.  Dry 
mixtures  set  more  quickly  and  gain  strength  more  rapidly  than  wet 

*  Geo.  W.  Rafter  in  Report  of  the  New  York  State  Engineer  for  1897,  p.  375-460; 
in  Report  of  Tests  of  Metals,  etc.,  Watertown  Arsenal,  1898,  p.  421-639;  and  also  in 
Trans.  Amer.  Soc.  of  C.  E.,  vol.  xlii,  p.  104-116. 

t  M.  Feret,  a  French  authority.  Engineering  News,  vol.  xxvii,  p.  311. 
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ones;  and  therefore  if  quick  set  and  early  strength  are  desired, 
dry  concrete  should  be  preferred.  2.  Wet  concrete  contains  a  great 
number  of  invisible  pores,  while  dry  concrete  is  likely  to  contain  a 
considerable  number  of  visible  voids;  and  for  this  reason  there  is 
likehhood  that  wet  concrete  will  be  pronounced  the  more  dense,  even 
though  both  have  the  same  density.  3.  Wet  concrete  is  more  easily 
mixed;  and  therefore  if  the  concrete  is  mixed  by  hand  and  the  super- 
vision is  insufficient  or  the  labor  is  careless,  or  if  the  machine  by  which 
it  is  mixed  is  inefficient,  wet  mixtures  are  to  be  preferred.  4.  Wet 
mixtures  can  be  compacted  into  place  with  less  effort  than  dry;  but 
on  the  other  hand  the  excess  of  water  makes  the  mass  more  porous 
than  though  the  concrete  had  been  mixed  dry  and  thoroughly  com- 
pacted by  ramming.  Dry  concrete  must  be  compacted  by  ramming, 
or  it  w-ill  be  weak  and  porous;  therefore  if  the  concrete  can  not  be 
rammed,  it  should  be  mixed  w-et  and  then  the  stones  by  their  own 
weight  will  bury  themselves  in  the  mortar,  and  the  mortar  will 
flow  into  the  voids.  5.  A  rich  concrete  can  be  compacted  much 
eiisier  than  a  lean  one,  owing  to  the  lubricating  effect  of  the  mortar; 
and  hence  rich  concretes  can  be  mixed  drier  than  lean  ones.  The 
quaking  of  concrete  is  due  more  to  the  excess  of  mortar  than  to  the 
excess  of  water.  6.  Lean  concretes  should  be  mixed  rather  dry, 
since  if  quite  wet  the  cement  will  find  its  way  to  the  bottom  of  the 
layer  and  destrov  the  uniformitv  of  the  mixture.  7.  Machine-made 
concrete  may  be  mixed  drier  than  hand-made,  owing  to  the  more 
thorough  incorporation  of  the  ingredients.  8.  Gravel  concrete  can 
}>e  more  easily  compacted  than  broken-stone,  and  hence  may  be 
mixed  drier.  9.  In  mixing  dr}'  by  hand  there  is  a  tendency  for  the 
cement  to  ball  up,  or  form  nodules  of  neat  cement;  while  in  mixing 
wet  this  does  not  occur.  10.  If  wet  concrete  is  deposited  in  a  wood 
form,  there  is  liability  of  the  water  exuding  between  the  planking 
and  carrying  away  part  of  the  cement  and  thus  weakening  the  face — 
w^hich  should  be  the  strongest  part  of  the  mass.  11.  With  reinforced 
concrete  a  wet  mixture  is  necessary  so  that  the  mortar  will  certainly 
flow  around  the  reinforcing  steel  and  come  into  contact  with  its 
surface.  12.  A  great  excess  of  water  not  only  makes  the  concrete 
porous  and  therefore  weak,  but  also  tends  to  destroy  the  cement  by 
the  washing  out  of  the  finest  particles.  18.  If  the  concrete  is  mixed 
with  a  great  excels  of  water,  when  it  is  deposited  in  place,  the  excess 
water  will  rise  to  the  surface  and  carrv  with  it  the  finest  or  active 
particles  of  cement,  which  will  decrease  the  strength  of  the  concrete 
and  also  deposit  upon  the  surface  of  the  mass  a  light  colored  powdery 
substance  which  will  prevent  the  adherence  of  the  next  layer  of 
concrete. 

The  conclusion  is  that  dry  concrete  if  thoroughly  tamped  is  the 
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strongest,  but  also  the  most  expensive  to  mix  and  lay;  that  quaking 
concrete  is  nearly  as  strong  as  dryj  and  is  more  easily  mixed,  and 
does  not  require  as  much  tamping;  and  that  mushy  or  fluid  concrete 
is  considerably  weaker,  and  requires  tighter  forms,  but  does  not 
require  any  tamping.  Dry  concrete  must  be  employed  where  great 
strength  is  required  at  an  early  date;  but  it  must  be  thoroughly 
tamped, — a  thing  difficult  to  secure  with  ordinary  laborers.  Plastic 
or  quaking  concrete  is  suitable  for  plain  concrete  in  large  masses, 
but  care  is  required  to  secure  a  solid  surface  (see  §  353).  A  wet  or 
mushy  mixture  must  be  used  for  reinforced  concrete,  and  will 
usually  give  a  solid  surface  next  to  the  form  without  any  special  care. 

337.  Amount  of  Water  Required.  The  amount  of  water  required 
to  produce  any  particular  plasticity  varies  so  greatly  with  the  pro- 
portions of  the  ingredients,  the  kind  and  fineness  of  the  cement,  the 
dampness  of  the  sand,  the  kind  of  aggregate,  the  amount  of  mixing, 
etc.,  that  it  is  scarcely  possible  to  give  any  valuable  general  data. 
For  example,  in  the  experiments  referred  to  in  the  first  paragraph 
of  §  335,  the  average  quantity  of  water  for  the  different  grades 
of  dry  mortar  was  19.8  lb.  per  cu.  ft.,  and  for  the  plastic  21.4,  and 
for  the  wet  22.5,  the  sand  being  reasonably  dry;  while  other  experi- 
menters obtain  nominally  the  same  degree  of  plasticity  with  less 
than  half  as  much  water. 

As  a  rule,  with  well-graded  ingredients  in  the  usual  proportions, 
plastic  or  quaking  concrete  will  require  about  8  to  10  pounds,  or 
about  1  to  1^  gallons,  of  water  per  cubic  foot.  The  amount  of  water 
required  increases  slightly  as  the  proportions  of  sand  and  stone 
increase.  The  water  required  to  produce  a  plastic  or  quaking  con- 
sistency, in  terms  of  the  weight  of  the  cement f  is  about  as  follows: 
for  neat  cement  20  per  cent;  for  rich  mortar  25  to  30  per  cent;  for  rich 
concrete  30  to  33  per  cent;  for  lean  concrete  33  to  50  per  cent;  and 
for  very  lean  concrete  50  to  100  per  cent.  The  weight  of  water  in  a 
wet  mixture  in  terms  of  the  weight  of  the  total  dry  materials  is  about 
as  follows:  for  mortar,  10  per  cent;  and  for  concrete,  7  or  8 
per  cent. 

If  the  aggregate  is  porous,  it  should  be  drenched  before  beginning 
to  mix  the  concrete,  as  otherwise  the  aggregate  by  absorbing  the 
water  employed  in  mixing  may  rob  the  cement  of  the  water  required 
in  setting  and  thus  ruin  the  concrete.  Obviously  this  precaution 
is  most  important  with  dry  mixtures. 

338.  Mixing  Concrete.  The  value  of  the  concrete  depends 
greatly  upon  the  thoroughness  of  the  mixing.  Every  grain  of  sand 
and  every  fragment  of  aggregate  should  have  cement  adhering  to 
every  point  of  its  surface.  Thorough  mixing  not  only  causes  the 
cement  to  adhere  to  all  the  surfaces,  but  forces  it  into  intimate  contact 
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with  the  other  ingredients  at  every  point.  The  longer  and  more 
thorough  the  mixing  the  better,  provided  the  time  does  not  trench 
upon  the  time  of  set  or  the  working  does  not  break  and  pulverize  the 
angles  of  the  stone.  Uniformity  of  the  mixture  is  as  important  as 
intimacy  of  contact  between  the  ingredients.  The  mixing  has  been 
thorough  if  the  mass  has  a  uniform  color,  if  no  uncoated  particles  of 
sand  or  stone  are  visible,  if  the  mortar  is  distributed  uniformly 
throughout  the  mass,  or  if  the  consistency  of  the  concrete  is  uniform 
throughout.  Lean  mixtures  require  more  mixing  ^han  rich  ones, 
and  dry  mixtures  require  more  than  wet  ones. 

Concrete  may  be  mixed  by  hand  or  by  machine.  The  latter  is 
the  better;  since  the  work  is  more  quickly  and  more  thoroughly  done, 
and  since  ordinarily  the  ingredients  are  brought  into  more  intimate 
contact.  If  any  considerable  quantity  is  required,  machine  mixing 
is  the  cheaper;  but  on  small  jobs  hand  mixing  is  the  cheaper.  More 
careful  inspection  is  required  to  secure  thorough  mixing  by  hand 
than  by  machinery;  and  for  this  reason  machine  mixing  is  preferred 
for  thin  walls -and  for  reinforced  work,  since  in  these  cases  a  single 
batch  of  poorly  mixed  concrete  may  materially  affect  the  strength 
or  water-tightness  of  the  structure. 

However,  in  discussing  the  relative  merits  of  hand-mixed  and 
machine-mixed  concrete  it  is  important  to  state  the  kind  of  machine 
with  which  the  comparison  is  made,  since  there  is  as  much  difference 
between  the  products  of  different  machines  as  between  good  and 
poor  hand  mixing. 

339.  Hand  Mixing.  There  is  great  variety  in  the  details  of  hand 
mixing;  but  in  any  case  a  water-tight  platform  or  shallow  box  should 
be  used.  The  sand  and  the  aggregate  are  usually  measured  in  a 
wheelbarrow,  the  quantity  being  adjusted  to  one  or  more  bags  of 
cement;  but  if  this  method  is  used,  the  barrow  should  be  so  con- 
structed that  the  top  of  the  load  can  be  stricken  off  with  a  straight 
edge.  If  the  sand  and  stone  can  be  stored  near  the  mixing  board, 
it  is  more  accurate  to  measure  the  quantities  by  shoveling  them  into 
bottomless  boxes  set  upon  the  mixing  board.  These  boxes  may  be 
6  or  8  inches  deep  and  have  other  dimensions  to  give  the  required  • 
proportions  of  concrete. 

For  the  best  results  the  sand  should  l)e  evenly  spread  upon  the 
mixing  board,  and  the  requisite  amount  of  cement  should  be  uni- 
formly spread  over  the  sand.  These  should  be  turned  with  the 
shovel  until  thoroughly  mixed.  It  is  not  sufficient  to  simply  turn 
the  mass  with  the  shovel,  but  the  sand  and  cement  should  be  allowed 
to  run  off  from  the  shovel  in  such  a  way  as  to  thoroughly  mix  them. 
If  skilfully  done,  two  turnings  will  usually  give  a  uniform  mixture. 

Some  engineers  add  water  to  the  cement  and  sand,  thus  formiiig 


Art.  4.]  Making  and  Placing  Concrete.  171 

a  mortar  before  adding  the  stone;  while  others  mix  the  dry  cement 
and  the  sand  with  the  stone  before  adding  the  water.  It  is  claimed 
that  the  latter  requires  a  little  less  labor  and  gives  equally  good 
concrete.  Some  engineers  add  the  water  with  a  spray  to  secure 
greater  uniformity  and  to  prevent  the  washing  away  of  the  cement, 
and  depend  upon  the  appearance  of  the  concrete  to  secure  the  right 
consistency;  while  others  measure  the  water  in  buckets  and  pour 
nearly  all  of  it  on  the  dry  materials  before  beginning  to  turn  the  wet 
mixture,  reserving  a  little  water  to  wet  the  dry  spots  as  the  turning 
proceeds.  In  either  case  the  stone  should  be  dampened  before  being 
mixed. 

The  mixed  cement  and  sand,  either  before  or  after  wetting,  may 
be  shoveled  upon  the  broken  stone  previously  spread  evenly  on  the 
mixing  board;  or  the  cement  and  sand,  either  before  or  after  wetting, 
may  be  spread  evenly  on  the  board  and  the  broken  stone  dumped 
on  it.  In  any  case  the  mass  should  be  turned  and  re-turned  until 
every  fragments  is  covered  with  mortar. 

Specifications  usually  require  concrete  to  be  turned  at  least  four 
times,  and  frequently  six. 

340.  Machine  Mixers.  There  are  at  least  twenty-five  concrete- 
mixing  machines  upon  the  market.  According  to  the  method  of 
charging  and  discharging,  concrete  mixei-s  may  be  divided  into  two 
classes:  (1)  continuous  mixers,  those  into  which  the  materials  are 
fed  continuously,  usually  with  shovels,  and  from  which  the  concrete 
is  discharged  in  a  steady  stream;  and  (2)  intermittent  or  batch 
mixers,  those  which  receive  one  or  more  bags  of  cement  with  the 
proper  proportion  of  sand  and  stone,  and  after  mixing  the  charge 
is  discharged  in  one  mass. 

There  are  two  forms  of  continuous  mixers, — the  power  mixer 
and  the  gravity  mixier.  In  the  latter'^the  ingredients  are  mixed  in 
falling  through  a  vertical  or  inclined  chute  by  striking  against  rods 
or  in  falling  from  inclined  shelves.  Of  the  continuous  power  mixers 
there  are  two  types:  one  in  which  the  concrete  is  forced  along  a 
horizontal  trough  by  an  endless  screw  or  by  revolving  paddles;  and 
another  in  which  the  concrete  is  mixed  in  its  passage  through  either 
a  long  horizontal  box,  square  in  cross  section,  or  a  cylinder  which 
revolves  about  a  horizontal  axis. 

The  batch  mixei*s  have  a  mixing  chamber  in  the  form  of  a  cube, 
or  a  cylinder,  or  a  double  cone,  which  revolves  about  a  horizontal 
axis.  In  some  of  the  machines  of  this  type  the  contents  are  dis- 
ch.arged  by  changing  the  position  of  inside  deflectors,  without  stop- 
ping the  machine;  and  in  others  the  mixing  chamber  is  tilted  on  a 
horizontal  axis  to  discharge  a  batch. 

Each  machine  has  some  advantages  to  recommend  it.  Batch 
mixers  are  usually  preferred  unless  the  materials  are  measured  and 
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fed  mechanically,  owing  to  the  difficulty  of  uniformly  feeding  the 
continuous  mixer.*  Some  of  the  mixers  are  equipped  with  auto- 
matic measuring  devices. 

341.  A  machine  mixer  should  be  used  in  preference  to  hand 
mixing  when  the  cost  of  setting  up,  taking  down,  and  transporting 
the  mixer  is  less  than  the  difference  in  the  cost  of  mixing  the  required 
amount  of  concrete  by  hand  and  by  machine.  Under  ordinary 
conditions,  if  moi-e  than  150  or  200  cu.  yd.  of  concrete  are  required, 
it  is  cheaper  to  mix  by  machine  than  by  hand. 

342.  Placing  the  Gonoeete.  After  mixing,  the  concrete  is  con- 
veyed in  wheelbarrows  or  in  buckets  swung  from  a  crane  or  in  cars  run- 
ning on  a  track,  and  deposited  in  the  structure  in  layers  6  to  8  inches 
thick  if  the  concrete  is  mixed  dry,  and  from  12  to  16  inches  thick  if  it 
is  mixed  wet.  If  the  concrete  is  wet,  it  can  be  dumped  from  almost 
any  height;  but  if  mixed  dry,  it  should  not  \ye  allowed  to  fall  from 

.  any  considerable  height,  as  doing  so  separates  the  ingredients.  If 
in  handling  dry  concrete  the  larger  fragments  become  separated, 
they  should  be  re-turned  and  be  worked  into  the  mass  with  the  edge 
of  a  shovel. 

If  the  concrete  was  mixed  either  dry  or  plastic,  it  should  be  com-' 
pacted  by  ramming;  and  if  the  concrete  is  wet,  it  should  \:>e  stirred 
to  allow  the  entraine3  air  and  surplus  water  to  rise  to  the  surface. 
The  stirring  or  "puddHng'*  may  be  done  either  by  plunging  a  rod 
up  and  down  in  it,  or  by  men  wearing  rubber  boots  walking  around 
in  it. 

343.  The  rammer  ordinarily  used  for  dry  or  plastic  concrete 
consists  of  a  block  of  iron  having  a  face  0  to  8  inches  square  and 
weighing  anything  up  to  20  or  even  30  pounds.  A  rammer  having 
a  2-  by  4-inch  face  is  convenient  for  use  close  to  the  forms.  The 
face  of  the  rammer  is  sometimes  corrugated,  to  keep  the  surface  of 
the  layer  rough  and  thus  give  a  better  bond  with  the  next,  and  also 
to  transfer  the  compacting  effect  of  the  blow  deeper.  The  tamping 
should  be  vigorous  enough  to  thoroughly  compact  the  mass;  but 
too  severe  or  too  long-continued  pounding  injures  the  strength  of  the 
concrete  by  forcing  the  broken  stone  to  the  bottom  of  the  layer,  or 
by  disturbing  the  incipient  set  of  the  cement. 

With  wet  concrete  the  so-called  rammer  mav  be  either  a  round 
wooden  rod  2  inches  in  diameter  or  a  piece  of  scantling  having  a 
2-  by  4-inch  face  at  the  lower  end  and  rounded  at  the  upper  end  for 
a  handle. 

344.  After  the  concrete  is  in  place  it  should  be  protected  from  the 
sun,  and  should  not  be  disturbed  by  walking  upon  it  until  fully  set. 

*  For  a  considerat  ion  of  the  relative  merits  of  thedilTereut  tj'pe  forms  of  concrete 
mixers,  sec  Engivecring  News,  vol.  1,  p.  180-89.  an<l  p.  223. 
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This  limit  should  be  at  least  12  hours,  and  is  frequently  specified  as 
4  or  5  days. 

346.  Bonding  New  to  Old  Concrete.  When  one  layer  of  concrete 
is  to  be  deposited  upon  another  partially  set,  precautions  must  be 
taken  to  secure  a  good  union  between  the  two, — particularly  if  the 
joint  is  likely  to  be  subjected  to  tensile  or  shearing  stress,  or  if  the 
concrete  is  required  to  be  water-tight.  If  the  first  layer  is  only 
partially  set,  it  is  sufficient  to  simply  wet  the  old  concrete,  taking 
care  that  no  puddles  of  water  are  left  upon  its  surface.  In  case  the 
fii-st  layer  is  fully  set,  it  is  wise  to  sweep  the  surface  with  a  1  : 1  or 
1  :  2  cement  mortar  to  make  sure  that  the  two  layers  adhere  firmly. 
If  the  sand  or  gravel  contains  any  appreciable  clay  and  the  concrete 
is  mixed  wet,  clay  is  liable  to  be  flushed  to  the  surface  and  prevent 
the  adherence  of  the  next  layer;  therefore  under  these  conditions 
the  surface  should  be  swept  or  washed  perfectly  clean,  and  then  the 
surface  should  be  thoroughly  swept  with  a  rich  cement  mortar. 
An  almost  invisible  film  of  oil  or  grease,  which  often  gets  on  the 
concrete  from  the  forms,  is  very  effective  in  preventing  a  bond,  and 
is  very  difficult  to  remove.  For  this  reason  it  is  better  to  use  soap 
than  oil  on  the  inside  of  the  forms,  since  soap  is  Soluble  in  cold  water 
and  hence  is  easily  washed  off.  If  the  joint  is  likely  to  be  subjected 
to  a  considerable  shearing  stress,  it  is  wise  to  roughen  the  surface 
before  it  sets  or  to  embed  a  timber,  say  4  or  6  inches  square,  in  such 
a  way  that  when  it  is  removed  a  groove  will  be  left  which  will  be  filled 
with  the  new  concrete.  Sometimes  large  stones  are  partially  em- 
bedded in  the  upper  surface  for  doweling  the  old  to  the  new  work. 

In  attempting  to  bond  new  concrete  to  that  which  has  been  set  a 
long  time,  it  is  of  appreciable  advantage  to  allow  the  new  concrete 
to  take  an  initial  set  and  then  add  water  and  re-mix  it  before  using 
it.  The  advantage  is  due  to  two  things:  First,  since  concrete  shrinks 
in  hardening  in  air,  allowing  the  concrete  to  take  an  initial  set 
and  then  re-mixing  it  eliminates  pait  of  the  ordinary  shrinkage. 
Second,  all  concrete  shrinks  through  cooling  after  the  elevation  of 
terpperature  due  to  the  chemical  action  of  setting,  and  the  addition 
of  water  the  second  time  cools  the  concrete  and  prevents  at  least 
part  of  the  shrinkage  due  to  this  cause. 

In  building  tanks  or  other  structures  which  must  be  water-tight, 
the  surest  way  is  to  build  the  work  as  a  monolith,  i.e.,  without  stop- 
ping the  work;  but  with  reasonable  care  a  water-tight  joint  may  be 
made  by  observing  the  above  precautions.  In  this  connection 
see  §  382. 

346.  Laying  Rubble  Concrete.  Rubble  concrete  is  concrete  in 
which  large  stones  are  bedded.  The  embedded  stones  decrease  the 
cost  of  construction,  since  the  cost  of  crushing  the  embedded  stones 
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is  saved,  and  also  since  no  cement  is  required  to  combine  these  stones 
into,  a  solid  mass.  Of  course,  rubble  concrete  can  be  used  only  in 
massive  work.  The  important  things  to  be  observed  in  laying 
rubble  concrete  are:  1.  The  large  stones  should  be  clean,  and  should 
be  laid  far  enough  apart  to  be  fully  encased  in  the  conci*ete.  2.  The 
concrete  should  be  wet  enough  to  flow  easily  around  the  stones,  and 
should  be  deposited  in  layers  whose  thickness  varies  with  the  size 
of  the  stone  to  be  embedded.  3.  If  the  large  stones  do  not  sink  into 
the  concrete  by  their  own  weight,  they  should  be  driven  in  with  a 
rammer. 

347.  Depositing  Concrete  Under  Water.  In  laying  concrete 
under  water,  an  essential  requisite  is  that  it  shall  not  fall  from  any 
height,  but  be  deposited  in  the  allotted  place  in  a  compact  mass,  as 
otherwise  the  cement  will  be  separated  from  the  other  ingredients 
and  the  strength  of  the  work  will  be  seriously  impaired.  If  the 
concrete  is  allowed  to  fall  through  the  water,  the  finer  or  active 
portions  of  the  cement  are  likely  to  be  wjished  out  and  thus  weaken 
the  concrete;  and,  besides,  the  ingredients  will  be  deposited  in  a  series, 
the  heaviest — the  stone — at  the  bottom  and  the  lightest — the  cement 
— at  the  top,  a  fall  of  even  a  few  feet  causing  an  appreciable  separa- 
tion. Of  course,  concrete  should  not  be  used  in  running  water,  as 
the  cement  would  ]>e  washed  away. 

There  are  three  methods  in  common  use  in  depositing  concrete 
under  water:  (1)  placing  it  in  bags  and  forming  a  pile  of  bags  under 
the  water;  (2)  passing  it  through  a  tube  in  a  continuous  flow;  and 
(3)  lowering  it  in  a  self-dumping  bucket  with  a  crane. 

1.  Concrete  is  sometimes  deposited  under  water  by  enclosing  it 
in  open-cloth  bags,  the  cement  oozing  through  the  meshes  suflficiently 
to  unite  the  whole  into  a  single  mass.  Concrete  has  also  been  success- 
fully deposited  under  water  by  enclosing  it  in  paper  bags,  and  lowering 
or  sliding  them  down  a  chute  into  place.  The  bags  get  wet  and  the 
pressure  of  the  concrete  soon  bursts  them,  thus  allowing  the  concrete 
to  unite  into  a  single  mass. 

2.  The  tube  used  for  depositing  concrete  under  water  is  called 'a 
trcmie.  It  consists  of  a  wooden  or  steel  tube  12  or  14  inches  in  diam- 
eter, open  at  the  toj)  and  the  ])ottom,  and  is  suspended  from  a 
crane  or  movable  frame  running  on  a  track,  by  which  it  is  moved 
about  as  the  work  progresses.  The  upper  end  is  hopper-shaped,  and 
is  kept  above  the  water;  the  lower  end  rests  against  the  bottom. 
The  concrete  should  be  mixed  plastic,  but  neither  dry  nor  w^et — the 
former  is  liable  to  clog  in  the  chute,  and  the  latter  flows  out  at  the 
lower  end  too  easily.  When  the  concrete  is  t(^  be  deposited  in  largip 
masses,  the  troniie  is  filled  by  placing  the  lower  end  on  the  bottom 
and  filling  the  tube  by  dropping  concrete  through  the  water;    or 
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the  tr^mie  may  be  filled  by  placing  its  lower  end  in  a  box  having  a 
movable  bottom,  filling  the  tube,  lowering  all  to  the  bottom,  and 
then  detaching  the  bottom  of  the  box.  After  the  tube  is  full  it  is 
raised  a  Uttle  from  the  bottom,  and  as  the  concrete  flows  out  below, 
more  is  thrown  in  at  the  top. 

3.  There  are  a  number  of  bottom-dumping  buckets  upon  the 
market,  designed  for  depositing  concrete  underwater;  but  it  is  pos- 
sible to  make  a  home-made  bucket  that  will  serve  the  purpose.  A 
wooden  box  having  a  V-shaped  bottom  is  so  constructed  that  on 
reaching  the  bottom  a  pin  may  be  drawn  out  by  a  string  reaching 
to  the  surface,  thus  permitting  one  or  both  of  the  sloping  sides  to 
swing  open  and  allowing  the  concrete  to  fall  out.  The  box  is  then 
raised  to  be  refilled.     The  box  should  preferably  have  a  lid. 

348.  Laying  Ck>NORETE  in  Freezing  Weather.  The  effect  of 
cold  is  to  retard  the  setting  of  cement;  and  if  a  mass  of  concrete  is 
repeatedly  frozen  and  thawed  before  it  has  dried  out  or  has  set  hard 
enough  to  resist  the  expansive  action  of  the  frost,  the  bond  between 
the  cement  and  the  coarser  materials  may  be  destroyed.  However, 
with  large  masses  of  concrete  there  is  usually  little  probability  of  the 
mass's  freezing  much,  if  any,  before  the  cement  has  set  sufficiently 
to  resist  the  expansive  action  of  the  frost,  since  the  temperature  of 
the  concrete  when  freshly  mixed  is  considerably  above  freezing,  and 
since  it  is  protected  by  the  forms.  Further,  the  chemical  action  of 
setting  causes  a  considerable  rise  of  temperature.  The  temperature 
at  the  center  of  a  1-foot  cube  of  neat  portland-cement  mortar  may 
be  2W  F.,  and  that  of  natural  cement  100°  F.*  The  rise  of  tem- 
perature of  concrete  is  less  than  that  of  neat  mortar,  but  the  effect 
of  this  increase  of  temperature  in  concrete  must  considerably  retard 
its  freezing.  Most  natural  cements  are  seriously  injured  by  freezing, 
but  Portland  cement  will  stand  a  moderate  amount  of  freezing  with- 
out material  damage. 

Foundations  or  heavy  walls  whose  face  appearance  is  unimportant, 
may  be  laid  with  portland-cement  concrete  in  freezing  weather 
without  any  further  precaution  than  to  keep  the  upper  surface  of 
the  concrete  free  from  ice  and  frozen  dirt  and  to  cover  the  work  with 
cement  bags  or  straw  or  manure  or  some  such  material  when  stopping 
work  at  noon  or  night.  If  it  is  not  permissible  to  allow  the  concrete 
to  freeze,  it  may  safely  be  laid  in  freezing  weather  by  taking  one  or 
more  of  the  four  following  precautions: 

1.  Use  dry  concrete,  as  it  will  set  quicker  than  a  wet  mixture; 
but  care  must  be  taken  to  tamp  it  well. 

2.  Lower  the  freezing  point  of  the  water  used  in  making  the 

♦Tests  of  Metals,  U.  S.  A.,  1901,  p.  493.  For  similar  but  less  striking  results, 
see  Johnson's  Materials  of  Construction,  p.  414. 
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concrete,  by  adding  common  salt.  To  prevent  water  from  freezing 
absolutely  until  the  temperature  reaches  0°  Fahr.,  add  salt  equal  to  1 
per  cent  of  the  weight  of  the  water  for  each  degree  ]:)elow  freezing. 
But  for  the  two  reasons  stated  in  the  fii"st  paragraph  of  this  section, 
it  is  not  necessary  to  use  in  concrete  the  full  amount  of  salt  required  by 
the  above  rule.  A  common  rule,  which  has  long  been  in  use  with  suc- 
cess for  temperatures  of  10°  to  15°  F.  below  freezing,  is:  ''  Dissolve  1 
pound  of  salt  in  18  gallons  of  water  when  the  temperature  is  32°  F., 
and  add  3  ounces  of  salt  for  each  3°  of  lower  temperature."  This 
rule  gives  proportionally  an  excess  of  salt  at  temperatures  near  zero. 
A  more  scientific  rule,  and  one  more  easily  remembered,  is:  '*Add 
^  of  1  per  cent  of  salt  for  each  1°  F.  below  freezing.''  Except  be- 
tween 32°  and  28°,  this  rule  gives  more  salt  than  the  common  rule 
above.     Salt  up  to  10  per  cent  does  not  weaken  the  concrete.* 

Several  other  substances  could  be  used  to  lower  the  freezing 
point  of  the  water,  but  salt  is  much  the  cheapest.  The  only  objection 
to  salt  is  that  it  is  liable  to  cause  a  white,  pow^lery  deposit  on  the 
surface,  which,  however,  is  likely  soon  to  be  wiished  off  or  blown 
away.  Dissolving  the  salt  in  the  water  rather  than  mixing  it  with 
the  cement  lessens  the  probability  of  efflorescence.  Concrete  to 
which  salt  has  been  added  dries  out  more  slowly,  and  hence  retains 
its  dark  color  longer,  than  that  containing  no  salt;  but  both  are 
likely  finally  to  have  the  same  color. 

3.  Warm  the  ingredients,  which  accelerates  the  setting  of  the 
cement  and  also  lengthens  the  time  before  the  mixture  becomes  cold 
enough  to  freeze.  The  water  may  be  heated  with  a  jet  of  steam,  and 
in  extreme  cases  the  sand  and  the  stone  may  be  heated  on  a  steel 
plate  placed  upon  two  brick  walls  with  a  fire  between. f  With 
proper  care  it  is  possible  to  get  the  concrete  into  place  at  60°  F. 

4.  Protect  the  concrete  by  surrounding  the  work  with  a  canvas 
or  wood  covering,  and  heating  the  interior  with  steam  pipes,  stoves, 
or  open  charcoal  fires. J  In  temperatures  only  a  few  degrees  below 
freezing,  it  is  sufficient  to  nail  building  paper  on  the  outside  of  the 
forms.  A  single  thickness  of  tarred  paper,  well  tacked  and  so  put 
on  as  to  prevent  a  free  circulation  of  air,  has  raised  the  temperature 
of  the  air  under  it  20°  F. 

349.  From  the  above  it  is  seen  that  concrete  can  be  safely  laid 
in  freezing  w^eather  with  reasonable  precautions;    but  nevertheless 

*  Proc.  -\nier,  Soc.  for  Testing  Materials,  vol.  iii,  p.  393. 

t  For  an  illustration  of  a  combined  water,  sand,  and  stone  heater  used  by  the  New 
York  Central  Railroad,  see  Engineering  Xexes,  vol.  xlix,  p.  246;  or  Engineering'Con- 
tracting,  vol.  xxvi,  p.  201-02. 

X  For  an  illustrated  account  of  the  method  of  heating  the  ingredients  of  the  con- 
crete and  also  of  inclosing  a  large  reinforced-concretc  building  while  in  process  of 
construction,  see  Engineering  Neirs.  vol.  liv.  ]>,  240-42;  or  Engineering  Record,  voL 
li,  J).  249-50. 
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it  should  not  be  done  unless  really  necessary,  since  there  is  then 
more  danger  through  carelessness,  and  also  since  the  concrete  freezes 
to  the  tools  and  forms,  which  adds  considerably  to  the  expense. 
Concrete  has  been  laid  comparatively  frequently  when  the  atmos- 
phere was  10^  or  15°  F.  below  zero, — sometimes  by  simply  heating 
the  water,  but  usually  by  heating  all  the  materials  for  the  concrete. 
360.  Finish  of  the  Surface  of  Ck>NORETE.  The  character  of 
the  surface  is  an  important  factor  in  the  appearance  of  a  concrete  struc- 
ture. It  is  not  wise  to  neglect  entirely  the  looks  of  any  concrete  work; 
and  in  some  structures  the  appearance  is  the  most  important  part 
of  its  design  and  construction.  It  is  really  difficult  to  secure  a 
smooth  surface  of  even  grain  and  uniform  color  on  a  concrete  struc- 
ture. The  imperfections  of  the  surface  are  usually  due  to  one  or 
more  of  four  causes,  viz.:  (1)  imperfectly  made  forms;  (2)  badly 
mixed  or  carelessly  placed  concrete;  (3)  efflorescence  and  discolora- 
tion of  the  surface;   or  (4)  unsightly  construction  joints. 

1.  If  the  joints  of  the  forms  are  not  close,  the  concrete  will  run 
between  the  planks  and  leave  an  ugly  fin.  If  a  plank  springs  out 
of  place,  a  swell  is  produced  on  the  face  of  the  concrete.  If  a  very 
smooth  surface  is  sought,  the  grain  of  the  wood  forms  is  reproduced 
in  the  concrete,  and  even  closely  made  joints  leave  a  conspicuous 
line  in  the  finished  concrete. 

2.  If  the  concrete  is  not  uniformly  mixed  or  is  unmixed  in  the 
handling,  the  surface  will  be  irregularly  colored  and  will  contain 
pitted  and  honeycombed  spots. 

3.  If  the  concrete  is  not  water-tight,  and  particularly  if  there  is 
water  or  earth  against  the  back  of  the  concrete,  efflorescence  and 
discoloration  are  likely  to  appear.  The  efflorescence  is  due  to  water 
percolating  through  the  concrete  and  dissolving  the  soluble  salts, 
which  are  left  as  a  white,  powdery  substance  on  the  surface  when  the 
water  evaporates  (see  §  388). 

4.  If  the  placing  of  the  concrete  does  not  proceed  continuously  day 
and  night,  an  unsightly  line  on  the  surface  is  likely  to  show  where 
the  two  days'  work  joined.  This  defect  may  be  almost  entirely 
eliminated  by  nailing  a  triangular  strip  against  the  form  and 
finishing  the  day's  wgrk  to  the  inner  edge  of  this  strip,  thus  pro- 
ducing on  the  face  of  the  concrete  a  regular  groove  instead  of  the 
usual  ragged  division  line. 

There  are  various  ways  of  correcting  the  above  defects  or  of 
securing  a  surface  of  better  appearance  than  any  left  by  the  most 
perfect  forms.  These  will  next  be  briefly  considered,  attention 
being  given  first  to  the  methods  of  finishing  a  plain  smooth  surface 
and  then  to  the  methods  of  finishing  that  secure  a  more  ornamental 
surface. 
12 
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361.  Mortar  Face.  When  it  was  the  custom  to  use  a  dry  or 
semi-plastic  concrete,  it  was  also  the  custom  to  make  the  surface  of  a 
richer  mixture  than  the  body  of  the  concrete.  A  1  :  2  or  1  :  3  mortar 
was  frequently  used  for  this  purpose.  This  facing  mortar  was 
sometimes  simply  l^anked  up  against  the  form  a  little  ahead  of  the 
concrete,  the  tamping  of  the  concrete  uniting  the  two  together 
firmly.  A  neater  and  more  economical  method  was  to  place  next 
to  the  form  a  frame  into  which  the  face  mortar  was  packed  and  which 
was  afterwards  withdrawn.  This  frame  or  form  consisted  of  a 
y\-inch  steel  plate  about  8  inches  high  and  5  feet  long,  having  three 
1-inch  steel  angles  riveted  transversely  to  it.  This  plate  was  set 
vertically  mth  the  projecting  angles  against  the  face  form,  and  the 
rich  mortar  was  packed  l>etween  the  plate  and  the  wooden  form. 
The  plate  sometimes  had  a  flare  at  the  top  to  facilitate  the  intro- 
duction of  the  mortar,  and  sometimes  handles  were  attached  to  aid 
in  withdrawing  it.  After  the  plate  was  withdrawn  the  concrete 
and  facing  mortar  were  thoroughly  tamped  to  secure  a  good  union 
between  the  two. 

This  form  of  face  has  been  abandoned  because  of  its  expense  and 
also  because  of  the  substitution  of  a  wet  for  a  dry  concrete  which 
permits  a  different  procedui-e. 

362.  Although  a  mortar  face  is  now  not  much  used  for  a  vertical 
surface,  it  is  customary  to  finish  an  exposed  horizontal  or  nearly 
horizontal  surface  with  a  coating  of  rich  mortar.  The  mortar  should 
1^  mixed  to  a  plastic  consistency  and  should  l)e  put  on  immediately 
after  the  concrete  is  deposited,  cai-e  being  taken  that  the  surface  of 
the  concrete  is  clean.  The  facing  mortar  should  l)e  1  or  IJ  inches 
thick,  and  should  be  troweled  down  hard  and  smooth;  but  excessive 
troweling  is  likely  to  cause  innumerable  hair  cracks  in  the  finished 
surface. 

Hair  cracks  on  the  surface  ar^  due  to  shrinkage,  and  are  worse 
the  richer  the  face  mortar,  and  are  worse  with  wet  than  with  dry 
concrete.  These  cracks  are  only  the  width  and  depth  of  a  coarse 
hair,  and  do  not  materially  weaken  the  concrete;  but  they  do  seri- 
ously disfigure  a  smooth  concrete  surface.  Often  they  do  not  appear 
for  several  weeks  after  the  concrete  has  set.  Excessive  troweling 
Ijrings  to  the  surface  water  which  carries  with  it  the  most  finely 
ground  portions  of  the  cement,  and  makes  the  surface  mortar  richer, 
and  consequently  increases  the  liability  of  surface  cracks.  These 
hair  cracks  or  **map  lines"  or  "crazing  of  the  surface"  may  usually 
be  prevented  by  keeping  the  surface  wet  for  a  considerable  time. 

363.  Spade  Finish.  One  of  the  advantages  of  a  wet  over  a  dry 
concrete  is  that  the  former  will  flow  against  the  form  and  give  a  more 
solid  surface.     With  plastic  or  wet  concrete  a  solid  surface  is  insured 
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by  forcing  a  flat-blade  spade  vertically  down  between  the  concrete 
an4  the  form,  and  then  pulling  the  top  of  the  spade  away  from  the 
form.  This  forces  the  coai*se  fragments  back  from  the  face  and 
allows  the  mortar  to  flow  against  the  form.  A  perforated  or  a  fork- 
like spade  is  sometimes  used  in  this  work. 

364.  Whitewash  Finish.  Sometimes  it  is  desired  simply  to 
whitewash  a  surface  to  secure  a  uniform  color,  in  which  case  the 
following  formula  may  be  useful.  It  has  long  been  used  for  both  in- 
side and  outside  work,  and  gives  a  coating  that  resists  wear  well 
and  that  retains  its  brilliancy  for  years. 

Slack  with  warm  water  half  a  bushel  of  lime,  covering  it  during 
the  process  to  keep  in  the  steam ;  and  strain  the  liquid  through  a  fine 
sieve  or  strainer.  To  the  slaked  lime  add  the  following:  1  peck  of 
salt  previously  well  dissolved  in  warm  water,  3  pounds  of  ground 
rice  boiled  to  a  thin  paste  and  stirred  in  boiling  hot  water,  ^  pound 
of  powdered  Spanish  whiting,  1  pound  of  glue  which  has  been  pre- 
viously dissolved  over  a  slow  fire,  and  5  gallons  of  hot  water.  Stir 
well  and  let  the  mixture  stand  for  a  few  days,  covered  from  dirt. 
Strain  carefully  and  apply  hot  with  a  brush  or  a  spray  pump.  Color- 
ing matter  may  be  put  in  to  make  almost  any  shade. 

366.  Grout  Finish.  Discolorations  and  small  honeycomb  spots 
and  the  marks  of  the  grain  of  the  wood  forms  can  be  obliterated  by 
applying  to  the  surface  a  wash  of  neat  portland-cement  grout.  The 
grout  should  be  mixed  to  about  the  consistency  of  thick  cream, 
and  should  be  applied  with  a  whitewash  brush  or  an  old  broom, 
worked  perpendicularly  to  the  horizontal  joints  of  the  forms.  The 
color  of  the  finished  surface  will  be  considerably  lighter  if  plaster 
of  paris  be  substituted  for  about  one  quarter  of  the  cement. 

Of  course  any  considerable  holes  in  the  surface  should  be  plastered 
up  with  a  1  :  2  or  1  :  3  mortar  before  applying  the  wash. 

366.  Plaster  Finish.  When,  after  removing  the  forms,  the  surface 
of  the  concrete  is  spotted,  honeycombed,  and  has  holes  in  it  because 
of  the  adhesion  of  the  concrete  to  the  forms,  the  attempt  is  some- 
times made  to  plaster  the  surface  with  a  coat  of  cement  mortar; 
but  it  is  nearly  impossible  to  make  the  plaster  coat  adhere  firmly  to 
the  set  concrete.  Owing  to  the  diflficulty  of  getting  the  coat  to 
adhere,  it  is  unwise  to  attempt  to  plaster  a  surface  simply  to  improve 
its  appearance,  although  a  plaster  coat  is  sometimes  applied  to  tnake 
a  wall  waterproof  (see  §  363). 

To  insure  a  good  plaster  face  upon  the  concrete  stadium  at 
Syracuse,  N.  Y.,  wii-e  nails  were  driven  at  frequent  intervals  into  the 
forms  so  as  to  project  from  the  concrete  when  the  forms  were  removed; 
and  then  after  the  concrete  had  set  and  the  forms  had  been  removed 
a  washer  was  placed  upon  each  projecting  nail  and  sheets  of  wire 
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lathing  were  placed  against  the  face  of  the  concrete  and  fastened  in 
position  by  bending  down  the  projecting  end  of  the  nail,  the  washer 
keeping  the  lathing  a  little  distance  from  the  concrete.  The  plaster- 
ing was  then  applied  to  the  wire  lathing. 

367.  Rubbed  Surface.  The  following  method  is  effective  in 
removing  the  marks  of  the  forms  and  is  not  expensive,  provided  it  is 
applied  while  the  concrete  is  still  green,  say,  24  to  48  houre  old. 
As  soon  as  the  forms  are  taken  down,  the  concrete  is  rubbed  with  a 
soft  brick  or  a  block  of  wood,  taking  care  to  use  plenty  of  water 
either  by  dipping  the  brick  or  block  into  a  pail  of  water  or  by  throwing 
the  water  on  the  wall  with  a  whitewash  brush  or  small  broom. 

368.  Honeycombed  Surface.  The  purpose  of  the  preceding 
methods  is  to  secure  a  uniform  and  smooth  surface;  but  an  artistic 
effect  can  be  produced  by  proceeding  in  the  opposite  direction.  A 
facing  2  or  3  inches  thick  of  dry  concrete  composed  of  1  part  cement, 
3  parts  of  sand  or  screening,  and  3  parts  of  J-  or  f-inch  pebbles  or 
broken  stone  may  be  applied  by  either  process  described  in  §  351. 
The  facing  should  not  be  spaded,  as  it  should  be  mixed  too  dry  to 
permit  any  flushing  of  the  mortar.  The  surface  should  be  evenly 
grained  and  finely  honeycombed,  the  imprint  of  the  joints  between 
the  planks  of  the  form  should  scarcely  be  noticed,  and  the  grain  of 
the  wood  should  not  show  at  all.  There  is  no  efflorescence  on  such 
a  surface.  This  surface  is  much  used  in  the  buildings  of  the  South 
Side  Parks  in  Chicago  with  entire  satisfaction. 

369.  Scrubbed  Surface.  A  very  handsome  surface  can  be  ob- 
tained by  removing  the  forms  while  the  concrete  is  still  friable  and 
scrubbing  the  surface  with  water  and  a  brush,  and  then  rinsing  with 
clean  water.  ^If  the  scrubbing  is  done  at  the  right  time,  the  mortar 
may  be  removed  to  a  considerable  depth  between  the  stones,  giving 
a  decided  relief  and  producing  a  rough-coarse  texture  that  is  very 
pleasing.  The  appearance  of  the  finished  surface  depends,  of  course, 
upon  the  character  of  the  aggregate  and  upon  the  uniformity  of 
its  distribution.  To  secure  the  most  artistic  effect,  the  concrete 
should  have  a  facing  an  inch  or  two  thick,  made  with  pebbles  or 
crushed  stone  not  exceeding  f  or  ^  inch  in  greatest  dimensions,  the 
proportions  being  1  :  2  :  2.  The  facing  mixture  for  different  portions 
of  the  structure  may  be  made  with  different-colored  or  different- 
gradea  aggregates.  The  fa(;ing  of  fine  concrete  may  be  applied  in 
either  of  the  ways  mentioned  in  §  351. 

The  time  to  be  allowed  for  setting  before  scrubbing  depends  upon 
the  nature  of  the  cement  and  the  atmospheric  conditions;  but  with 
Portland  cement  in  w^arm  weather  the  scrubbing  can  ordinarily  be 
done  easily  and  successfully  after  the  concrete  has  set  for  a  day,  and 
in  cold  weather  after  it  has  set  for  a  week.     The  cost  is  not  great, 
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since  if  done  after  the  concrete  has  set  10  or  12  hours  a  man  can 
scrub  100  sq.  ft.  per  hour  with  a  free  flow  of  water  from  a  hose  or  a 
sponge;  and  if  the  concrete  has  set  one  day  in  warm  weather,  a  man 
can  finish  20  to  30  sq.  ft.  per  hour. 

If  the  wall  to  be  treated  is  too  high  to  be  completed  in  one  day, 
the  face  forms  must  be  constructed  so  as  to  permit  the  removal  of  the 
planking  at  the  bottom  without  disturbing  the  planking  or  the 
studding  at  the  top.  ,  This  can  be  done  by  setting  the  studding  8  or 
10  inches  away  from  the  face  and  supporting  the  planking  by  small 
cleats  nailed  to  the  studding  •and  to  the  planking — see  Fig.  117, 
page  527,  Fig.  119,  page  529,  Fig.  120,  page  530. 

360.  Acid  Treatment.  If  the  concrete  has  set  too  hard  to 
permit  the  application  of  the  method  described  in  the  preceding 
section,  the  same  result  can  be  accomplished  by  first  washing  the 
surface  of  the  concrete  with  a  dilute  acid,  and  then  with  an  alkaline 
solution,  and  finally  rinsing  with  clean  water.  This  method  can  be 
applied  at  any  time  after  the  removal  of  the  forms.  Hydrochloric 
acid  is  preferable,  and  a  solution  of  1  part  acid  and  5  parts  of  water 
has  been  used  with  success. 

The  cost  of  this  method  of  treatment  is  2  to  3  cents  per  sq.  ft., 
exclusive  of  the  extra  for  the  richer  face  mortar  required. 

361.  Tooled  Surface.  By  cutting  into  the  body  of  the  concrete 
with  a  pick  or  pointed  tool,  a  surface  roughening  is  produced  which 
breaks  up  the  light  and  gives  a  pleasing  variation  of  shade  and  color. 
This  method  of  finishing  the  surface  can  not  ordinarily  be  applied  to 
gravel  concrete,  as  the  pebbles  will  be  dislodged  before  being  chipped. 
This  surface  is  much  used  by  landscape  architects;  and  is  produced 
at  comparatively  small  expense,  since  a  man  will  dress  40  to  50  square 
feet  of  mass  concrete  per  day. 

A  similar,  but  less  pleasing,  finish  may  be  produced  at  a  little 
less  expense  by  the  use  of  a  bush-hammer.  If  the  surface  is  to  be 
picked  or  bush-hammered,  less  care  need  be  taken  with  the  forms, 
thus  compensating  in  part  for  the  cost  of  dressing  the  concrete. 

362.  Colored  Facinjg^.  A  colored  face  may  be  obtained  by  using 
a  suitably  colored  aggregate  or  by  mixing  mineral  pigment  in  the 
concrete.  The  first  is  the  better,  since  it  gives  a  durable  color  and 
does  not  injure  either  the  strength  or  the  durability  of  the  concrete. 
Mineral  pigments  may  be  secured  in  almost  any  shade  from  any  one 
of  several  well-known  firms;  but  many  of  these  coloring  materials 
injure  the  strength  of  the  concrete,  and  most  of  them  fade  in  time. 
Directions  for  using  the  pigments  may  be  had  of  the  makers. 

363.  Waterproof  Concrete.  For  some  purposes  water-tight 
concrete  is  very  important,  as,  for  example,  to  keep  dry  an  inclosed 
space  below  the  water  level,  or  for  tanks^  aqueducts,  or  sewers.     In 


182  Plain  Coxc:rete.  [Chap.  VII. 

aqueducts  and  sewers  it  is  recjuired  only  that  the  leakage  shall  l)e 
small  in  comparison  with  the  liquid  conveyed;  while  in  basements 
and  subways  it  is  essential  not  only  that  no  water  penetrate  but  that 
dampness  should  be  prevented.  In  reinforced-concrete  construction 
it  is  vitally  important  that  water  shall  not  come  in  contact  with  the 
st^el,  since  it  means  not  only  the  weakening  of  the  structure  by  the 
rusting  of  the  steel  but  possibly  the  disruption  of  the  concrete  itself, 
which  is  a  still  more  serious  matter. 

The  waterproof  qualities  of  a  concrete  are  tested  either  by  deter- 
mining the  amount  of  water  absorbed  in  a  given  time  or  by  observing 
the  amount  of  water  per  unit  of  area  that  flows  through  a  given 
thickness  in  a  known  time  under  a  definite  head.  The  latter  method 
is  the  better,  and  is  the  more  frequently  employed.  For  illustrated 
descriptions  of  the  details  of  four  methods  of  making  permeability 
tests  see:  (1)  Transactions  American  Society  of  Civil  Engineers, 
Vol.  lix,  page  127-37;  (2)  Transactions  American  Society  for  Testing 
Materials,  Vol.  vi,  page  334-41;  (3)  Bulletin  No.  329,  U.  S.  Geological 
Survey — Organization,  Equipment,  and  Operation  of  the  Structural- 
Materials  Testing;  Laboratories  at  St.  Louis,  Mo., — page  76-79; 
(4)  Engineerinxj  Neivs,  Vol.  xlvii,  page  517-18. 

364.  In  discussing  waterproof  concrete,  a  distinction  should  be 
made  between  seepage  through  pores  and  leakage  through  cracks 
due  to  settlement  or  to  changes  in  temperature.  Only  the  former 
will  be  discussed  here,  the  latter  being  considered  in  §  384. 

In  many  cases  the  difficulty  in  waterproofing  is  increased  by  the 
failure  to  provide  drainage;  but  this  phase  of  the  subject  will  be 
considered  in  subsequent  cliapters  in  connection  with  the  discussion 
of  the  different  structures. 

366.  Porosity  vs.  Permeability.  In  this  connection  the  difference 
between  porosity  and  permeability  should  not  be  overlooked.  Po- 
rosity is  measured  by  the  percentage  of  voids  in  the  material,  while 
permeability  is  measured  by  the  amount  of  water  that  will  pass 
through  tlie  material  in  a  given  time  under  specified  conditions  of 
thickness,  luea,  and  i)ressure.  J\)r()sity  depends  upon  the  amount 
of  voids,  while  permoa])ility  depends  upon  the  size  of  the  voids  and 
their  inter-connnunication.  The  densest  neat  portland-cement 
nioiiiar  has  from  40  to  43  ]>er  cent  voids,  but  is  absolutely  impervious: 
while  a  1  :  2  :  4  concrete  made  of  well-assorted  ingredients  has  only 
about  12  or  14  per  cent  of  voiils,  and  may  be  slightly  permeable. 
In  the  first  case,  the  voids  are  so  small  and  so  uniformly  distributed 
that  it  is  impossi])le  after  the  mortar  has  set  to  displace  the  air  in 
them  by  forcing  in  water;  while  in  the  second  case,  owing  to  the 
imi)ossibility  of  getting  a  perfect  mixture,  the  voids  are  larger  and 
are  inter-connected  so  as  tq  permit  the  percolation  of  water. 
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The  voids  in  concrete  are  due  partly  to  entrained  air  and  partly 
to  the  space  occupied  by  the  water.  In  dry  concrete  the  air-filled 
voids  are  the  larger,  but  in  a  wet  concrete  the  water-filled  spaces  are 
the  greater.  Considerably  more  water  is  used  in  making  concrete 
than  is  required  for  the  chemical  action  in  the  setting  of  the  cement, 
and  consequently  the  evaporation  of  the  water  leaves  the  concrete 
porous.  Portland  cement  requires  for  complete  hydration  from  12 
to  14  per  cent  of  its  weight  of  water.  The  rate  of  hydration  varies 
with  the  composition  of  the  cement,  its  fineness,  etc.;  but  from  ex- 
periments with  five  brands,  the  author  concludes  that  usually  only 
about  8  to  10  per  cent  of  water  enters  into  combination  with  the 
cement  at  the  end  of  a  week.  The  densest  1:2:4  concrete  requires 
water  equal  to  about  32  per  cent  of  the  weight  of  the  cement;  and 
this  water  occupies  about  12  per  cent  of  the  volume  of  the  concrete. 
But  as  only  about  8  per  cent  of  water  combines  with  the  cement 
within  7  days,  there  remains  water  equal  to  about  three  fourths  of  12 
per  cent,  oi:  9  per  cent,  of  the  volume  of  the  concrete  to  be  evaporated; 
and  consequently  the  water-filled  pores  constitute  about  9  per  cent 
of  the  volume  of  the  concrete.  With  well-mixed  wet  concrete  the 
air-filled  voids  do  not  constitute  more  than  1  or  2  per  cent  of  the 
volume;  and  consequently  the  voids  in  a  rich,  well-graded,  and 
thoroughly  mixed  concrete  should  not  exceed  more  than  10  or  11 
per  cent. 

366.  Methods  of  Waterproofing  Ck>NORETE.  In  recent  years  a 
great  deal  of  attention  has  been  given  to  methods  of  rendering  con- 
crete waterproof,  but  there  is  no  uniformity  as  to  the  best  practice. 
The  various  methods  employed  may  be  divided  into  four  classes  as 
follows:  (1)  grading  the  aggregate  and  proportioning  the  cement  so 
as  to  secure  a  concrete  so  dense  as  to  be  waterproof;  (2)  mixing  some 
substance  with  the  concrete  to  make  it  impermeable;  (3)  applying 
a  waterproof  coating  to  the  concrete  after  it  is  in  place;  and  (4) 
surrounding  the  structure  with  a  bituminous  shield  to  keep  the  water 
away  from  the  concrete.  For  brevity  these  will  be  designated: 
(1)  Dense  Concrete;  (2)  Waterproofing  Ingredients;  (3)  Waterproof 
Coating;  and  (4)  Bituminous  Shield. 

367.  Dense  Ooncrete.  By  grading  the  ingredients  according 
to  the  ideal  sieve-analysis  curve  (§  302)  it  is  possible  to  make  concrete 
that  is  practically  water-tight.  The  chief  points  to  be  considered 
in  making  impermeable  concrete  are:  1.  The  greater  the  proportion 
of  cement  the  less  the  permeability,  but  in  a  much  larger  inverse 
ratio.  If  the  aggregates  are  well  graded,  cement  equal  to  from  12 
to  15  per  cent  of  the  weight  of  the  dry  materials  will  usually  give  a 
water-tight  concrete  under  high  pressure.*    2.  Gravel  produces  a 

♦  Trans  Amer.  Soc.  of  Civil  Engrs.,  vol.  lix,  p.  127-37. 
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more  water-tight  concrete  than  broken  stone.  3.  The  larger  the 
maximum  size  of  the  aggregate  the  less  the  permeability,  although 
it  is  not  so  easy  to  get  a  uniform  mixture  with  large  stone  as  with 
small.  4.  The  finer  sand  grains  should  be  slightly  in  excess  of  the 
proportion  required  by  the  ideal  sieve-analysis  curve  for  maximum 
density  and  strength.  5.  The  concrete  should  be  mixed  wet  or  at 
least  so  as  to  quake  freely  when  tamped  and  so  as  to  leave  no  empty 
pockets.  6.  The  concrete  should  be  mixed  very  thoroughly.  7.  For 
the  best  results  the  entire  structure  should  be  laid  in  one  continuous 
operation;  but  if  this  is  impracticable,  particular  care  should  be 
taken  in  joining  the  fresh  concrete  to  that  already  set  (see  §  345). 
8.  The  permeability  will  decrease  with  the  time  of  flow,  owing  to 
the  silting  up  of  the  mass  by  the  soluble  portions  of  the  cement 
carried  by  the  percolating  water.  9.  The  permeability  decreases 
with  the  age  of  the  specimen,  owing  to  a  slight  swelling  of  the  par- 
ticles of  cement  in  hardening. 

The  proportions  employed  to  prevent  percolation  usually  are: 
with  ordinaiy  materials  1  :  2  :  4;  and  with  carefully  graded  materials 
1  :  2  :  6  or  1  :  3  :  5. 

368.  Troweled  Finish.  A  particular  case  of  the  making  of  a 
concrete  dense  enough  to  resist  the  penetration  of  water,  is  the 
method  of  finishing  the  flooi*s  of  basements,  reservoirs,  and  tanks. 
A  layer  of  ordinary  concrete  is  placed,  and  upon  it  is  immediately 
laid  a  coating  of  1  :  1  or  1  : 2  plastic  cement  mortar  which  is  then 
troweled.  The  troweling  forms  a  rich  dense  film  on  the  surface, 
which  is  nearly,  if  not  absolutely,  water-tight.  This  surface  is 
frequently,  but  improperly,  called  a  granolithic  finish. 

Obviously  this  method  is  not  applicable  to  a  vertical  surface, 
since  the  forms  can  not  be  removed  until  the  surface  of  the  concrete 
is  too  hard  to  trowel.  A  mortar  face,  constructed  as  described  in 
§  351,  would  add  to  the  impermeability  of  the  concrete;  but  there 
are  better  methods  of  securing  the  same  result. 

369.  Waterproofing  Ingredients.  The  principle  of  this  method 
is  to  mix  in  the  concrete  some  finelv  divided  material  which  will  at 
least  partly  fill  the  voids  and  thereby  reduce  the  permeability  of  the 
concrete.  There  are  two  methods  of  accomplishing  this  result: 
(1)  adding  a  single  inert  void-filling  substance,  and  (2)  adding  one 
or  more  substances  which  by  action  upon  the  cement  or  between 
themselves  may  produce  a  void-filling  material. 

There  are  two  distinct  chisses  of  void-filling  materials:  (1)  those 
that  have  a  capillary  attraction  for  water,  and  (2)  those  that  have  a 
capillary  repulsion  for  water.  The  first  reduces  permeability  by 
obstructing  the  voids,  while  the  second  acts  by  decreasing  the  volume 
of  the  voids  and  also  by  its  repellent  action  for  water.     Examples 
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of  the  first  class  of  materials  are  lime,  clay,  and  pozzolan  cement; 
and  of  the  second,  wax,  i-esin,  ahim  and  soap,  and  a  number  of 
proprietary  articles.  The  difference  in  action  between  capillary 
attractive  and  capillary  repellent  void-filling  materials  seems  not 
to  have  been  investigated,  except  possibly  by  the  originators  of 
certain  waterproofing  compounds,  and  except  as  stated  in  §  373. 

Several  of  the  more  common  ingredients  added  to  concrete  to 
render  it  impermeable  will  be  considered.  Whatever  the  ingredient 
added,  it  should  be  uniformly  incorporated;  and  the  concrete  should 
be  of  a  plastic  consistency,  and  should  be  thoroughly  mixed,  care- 
fully placed,  and  well  tamped.  Waterproofing  concrete,  by  adding 
void-filling  materials,  is  proportionally  more  effective  with  lean  than 
with  rich  concrete,  since  with  the  latter  the  cement  furnishes 
enough  fine  material  to  fill  at  least  the  larger  voids. 

370.  Lime,  Hydrated  lime  (§  107)  is  cheap,  is  easily  obtained, 
is  in  fine  particles,  and  is  easy  to  mix  with  the  concrete;  and  there- 
fore it  is  an  excellent  material  for  reducing  the  permeability  of 
concrete.  Experiments*  show  that  hydrated  lime  in  the  following 
percentages  renders  concrete  made  with  the  usual  materials  prac- 
tically water-tight  under  a.  pressure  of  60  pounds  per  square  inch: 
for  a  1  : 2  :  4  concrete  add  dry  hydrated  lime  equal  to  8  per  cent  of 
the  weight  of  the  dry  cement,  for  a  1  :2h  :  4i  concrete  add  12  per 
cent,  and  for  a  1  :  3  :  5  concrete  add  16  per  cent.  Smaller  per  cents 
give  satisfactory  results  under  smaller  pressures.  Lime  is  more 
effective  to  resist  low  pressures  than  high.  This  use  of  lime  is  most 
advantageous  with  lean  concrete,  and  in  localities  where  cement  is 
unusually  high-priced.     Lime  has   a  capillary  attraction  for  water. 

Slaked  lime  is  equally  as  good  as  hydrated  except  for  the  diffi- 
culty of  getting  it  evenly  distributed  throughout  the  concrete. 

371.  Pozzolan  Cement.  Pozzolan  cement  (§  122-24)  being  largely 
composed  of  lime  acts  substantially  the  same  as  lime  in  making 
concrete  water-tight,  except  that  lime  adds  practically  nothing  to 
the  strength  of  the  concrete  while  pozzolanic  material  adds  consider- 
able strength.  Since  pozzolan  cement  is  not  plentiful  (§  123),  this 
method  of  making  concrete  waterproof  is  not  of  much  practical 
importance.  However,  pozzolanic  material  is  specially  valuable  for 
waterproofing  concrete  to  be  exposed  to  sea  water,  since  it  is  not 
acted  upon  by  the  sulphates  in  the  sea  water  (§391).     ' 

372.  Clay.  It  has  long  been  known  that  the  addition  of  clay 
in  a  finely  divided  state  materially  increases  the  w\ater-tightness  of 
concrete.  Clay  is  ineffective  with  rich  well-proportioned  concrete, 
since  the  cemeijt  furnishes  sufficient  fine  material  to  fill  the  voids; 
but  with  lean  concretes  10  to  15  per  cent  of  finely  divided  clay, 

*  By  S.  E.  Thompson,  Engineering-Contracting,  vol.  xxx,  p.  42-43. 
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either  added  directly  or  by  the  substitution  of  a  dirty  for  a  clean 
sand,  increases  the  water-tightness  without  materially  decreasing 
the  strength.  In  this  connection  see  §  189.  It  would  not  be  easy 
to  add  clay  directly;  but  the  clay  naturall}'  in  a  gravel  may  mate- 
rially affect  the  waterproof  quality  of  the  concrete.* 

Clay  has  a  capillar}'  attraction  for  water,  which  is  an  undesirable 
quality  for  a  waterproofing  material. 

373.  Alum  and  Soap.  The^e  materials  have  been  used  for  more 
than  sixty  yeai*s  as  washes  for  rendering  masonry  impervious  to 
water  (see  §  642) ;  and  in  recent  yeai-s  they  have  frequently  been 
used  as  ingredients  of  concrete  to  make  the  entire  mass  impervious. 
The  alum  in  the  form  of  a  fine  powder  may  be  mixed  with  the  cement, 
and  the  soap  may  be  dissolved  in  the  water  used  in  mixing  the  con- 
crete; or  both  the  alum  and  the  soap  may  be  dissolved  in  the  water. 
In  the  latter  case  the  water  must  be  frequently  stirred  to  prevent 
the  compound  from  accumulating  in  large  masses  on  the  surface  of 
the  water  which  it  is  not  easy  to  break  up.  Since  the  alum  is  the 
more  soluble,  it  may  be  dissolved  in,  say,  one  fifth  of  the  water  and 
the  soap  in  the  remaining  four  fifths,  and  then  the  two  portions  may 
be  mixed,  being  careful  to  stir  the  w^ater  as  the  mixing  progresses. 
The  alum  and  the  soap  coml)ine  and  form  a  flocculent,  insoluble, 
water-repelling  compound.  This  capilliar}^  repellent  compound  not 
only  partially  fills  the  voids  and  thereby  decreases  the  permeability 
of  the  concrete,  but  also  by  its  water-repelling  property  still  further 
decreases  the  permeability. 

The  best  proportions  are:  alum  1  part  and  hard  soap  2.2  parts, 
both  by  weight.  Soap  varies  in  its  chemical  composition  and 
particularly  in  the  water  it  contains;  but  the  above  proportions  are 
the  chemical  combining  w^eights  for  alum  and  the  best  hard  soap, 
and  are  sufficiently  exact  for  any  good  well-seasoned  hard  soap. 
Any  reasonably  pure  soap  will  do,  but  if  soft  soap  is  used,  a  greater 
amount  should  be  employed  according  to  the  amount  of  water  in  it. 
Soft  soap  contains  from  50  to  90,  or  even  95,  per  cent  of  water.  An 
excess  of  alum  does  no  harm,  since  alum  is  itself  a  fair  waterproofing 
material;  but  an  excess  of  soap  is  better  than  an  excess  of  alum, 
since  the  excess  soap  will  unite  with  the  free  lime  of  the  cement  and 
form  calcium  soap — a  finely  divided,  water-repelling  compound 
(§  875).  The  a]:)ove  is  the  reason  why  widely  divergent  proportions 
of  alum  and  soap  have  given  fairly  successful  results  in  practice. 

The  amount  of  alum  and  soap  to  be  used  is  limited  practically 
to  alum  equal  to  1 J  per  cent  of  the  water  and  soap  equal  to  3  per  cent, 

*  For  a  new  and  interesting  explanation  of  possibly  a  hereftofore  unrecognized 
action  of  clay  with  cement,  see  an  article  by  R.  H.  Gaines,  Trans.  Amer.  Soc.  of  CivU 
Rngr's.,  vol.  lix,  (1907),  p.  159-69;  or  Engineering  News,  vol.  Lviii,  p.  344-46. 
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because  it  is  impossible  to  dissolve  more  than  about  3  per  cent  of 
hard  soap  in  cold  water.  Of  course,  if  it  is  desired  to  use  greater 
amounts,  the  soap  may  first  be  dissolved  in  hot  water  which  may 
afterwards  be  mixed  with  a  larger  portion  of  cold  water.  The  above 
amounts  of  alum  and  soap  will  produce  3  per  cent  of  dry  water- 
repelling  compound;  and  this  is  enough  to  render  any  reasonably 
dense  concrete  practically,  if  not  absolutely,  water-tight.  In  a 
series  of  tests  by  the  author,*  1.3  per  cent  of  the  alum  and  soap 
compound  incorporated  in  a  cement  mortar  having  23.8  per  cent  of 
voids  reduced  the  percolation  to  one  third  of  that  of  similar,  un- 
treated mortar;  in  other  words,  alum  and  soap  compound  equal  to 
about  one  twentieth  of  the  voids  in  a  lean  and  porous  mortar  stopped 
two  thirds  of  the  percolation.  This  seems  to  show  that  the  alum 
and  soap  compound  in  mortar  or  concrete  acts  like  oil  on  the  wires 
of  a  moderately  fine  sieve,  i.e.,  prevents  percolation  chiefly  by  its 
water-repelling  properties,  rather  than  as  a  mere  void-filling  material. 

The  addition  of  the  alum  and  soap  weaken  the  mortar,  2  per  cent 
of  the  compound  decreasing  the  strength  about  20  per  cent,  varying 
a  little  with  the  method  of  storage. 

374.  Instead  of  using  alum  and  soap  as  above,  it  is  better  to  use 
aluminium  sulphate  (sometimes,  but  improperly,  called  alum)  and 
soap.  The  aluminium  sulphate  is  cheaper  than  alum,  and  only 
two  thirds  as  much  of  it  is  required  to  produce  substantially  the 
same  amoimt  of  void-fiUing  material  as  the  alum  and  soap.  The 
best  proportions  are  1  part  aluminium  sulphate  to  3  parts  of  hard 
soap.  As  in  the  preceding  case  an  excess  of  either  ingredient  does 
no  harm,  although  an  excess  of  soap  is  better  than  a  deficiency. 

376.  Lime  and  Soap.  Lime  and*  soap  combine  to  form  calcium 
soap,  a  finely  divided  water-repelling  compound ;  and  hence  another 
method  of  rendering  mortar,  or  concrete  waterproof  is  to  incorporate 
lime  and  soap  in  it.  The  proper  proportion  is  unslaked  lime  1  part 
and  hard  soap  12  parts;  and,  since  it  is  impossible  to  dissolve  more 
than  about  3  per  cent  of  hard  soap  in  cold  water,  the  amounts  to  be 
used  in  practice  are  unslaked  lime  0.25  per  cent  and  hard  soap  3 
per  cent  of  the  weight  of  the  water,  and  these  amounts  will  give  2.7 
per  cent  of  void-filling  compound.  These  quantities  will  make  any 
reasonably  good  concrete  absolutely  water-tight.  Before  the  water 
containing  the*  soap  and  lime  is  used,  it  should  be  stiri-ed  to  mix  the 
ingredients  and  to  keep  the  precipitate  in  suspension.  Calcium 
soap  is  a  product  in  the  manufacture  of  candles;  and  hence  if  a  con- 
siderable amount  of  concrete  is  to  be  waterproofed,  as  in  the  con- 
struction of  a  long  aqueduct,  it  might  be  ^vise  to  buy  the  calcium 
soap  and  add  it  directly  to  the  cement. 

♦  The  Technograph,  Univereity  of  Illinois,  No.  23  (1909),  p.  49-54. 
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Calcium  soap  is  formed,  if  an  excess  of  soap  is  added  in  the  alum 
and  soap  compound,  provided  the  cement  contains  any  free  lime — 
as  it  usually  does.  Apparently  calcium  soap  is  the  essential  element 
of  several  proprietary  waterproofing  compounds. 

376.  Proprietary  Compounds.  There  are  upon  the  market  several 
proprietary  compounds  to  be  mixed  with  the  concrete  to  make  it 
impervious.  Some  are  liquid  to  be  added  to  the  water  used  in 
mixing  the  concrete;  some  are  powders  to  be  mixed  with  the  dry 
cement;  some  are  sold  mixed  with  the  cement  ready  for  use;  and 
some  are  not  sold  but  are  applied  by  the  proprietors.  Only  a  com- 
paratively small  proportion  of  each  is  required  to  make  ordinary 
mortar  or  concrete  waterproof.  It  is  not  proved  that  they  are  any 
more  effective  than  some  of  the  means  previously  described. 

377.  Other  Ingredients,  There  are  several  other  materials  that 
may  be  used  to  make  concrete  impervious;  but  non6  of  them  is  as 
cheap  or  as  effective  as  those  previously  mentioned.  Among  these 
are:  alum  alone,  aluminium  sulphate  alone,  wax,  resin,  paraffine, 
stearic  acid,  and  oil  emulsion. 

Alum  and  lye  are  sometimes  recommended;  but  cement  is  some- 
times destroyed  by  contact  with  alkaline  water,  and  therefore  the 
lye  may  injure  the  cement. 

378.  Waterproof  Coatings.  Under  this  head  will  be  discussed 
all  coatings  applied  to  the  surface  of  the  concrete  after  it  has  set. 
Such  coatings  range  from  a  wash  to  a  plaster. 

379.  Alum  and  Soap  Washes.  The  oldest,  the  best  known,  and 
probably  the  most  effective  method  of  rendering  set  concrete  water- 
proof is  to  apply  alternate  washes  of  soap  and  alum  solutions. 
This  is  the  well-known  Sylvester  method  of  making  masonry  im- 
pervious. The  alum  and  soap  combine,  and  form  an  insoluble 
compound  in  the  pores  of  the  concrete.  The  alum  solution  is  made 
by  dissolving  1  pound  of  alum  per  gallon  of  water,  and  the  soap 
solution  by  dissolving  2.2  pounds  of  hard  soap  per  gallon  of  water. 
For  information  concerning  the  necessary  accuracy  of  proportions, 
see  §  373.  The  concrete  should  be  clean  and  dry,  and  not  colder 
than  about  50°  F.  The  soap  wash  should  be  appUed  boiUng  hot, 
but  the  alum  solution  may  be  60°  to  70°  F.  when  applied.  One 
wash  should  be  put  on  and  allowed  to  dry — usually  for  24  hours, — 
when  the  other  is  appHed.  The  solutions  should  be  well  rubbed  in, 
but  care  should  be  taken  not  to  form  a  froth.  Two  pairs  of  coats  of 
the  above  solutions  will  usually  make  any  fairly  good  concrete 
practically  impervious  under  moderate  pressures;  and  eight  pairs 
of  coats  have  made  leaky  concrete  impervious  under  a  head  of 
100  feet. 

Instead  of  using  alum  and  soap  as  above,  it  is  both  cheaper  and 
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more  effective  to  substitute  aluminium  sulphate  for  the  alum  (see 
§  374). 

380.  Groat  Wash.  A  cream  of  neat  cement  spread  on  with  a 
whitewash  brush  is  quite  effective,  if  well  rubbed  in.  One  or  two 
coats  will  make  ordinary  concrete  practically  impermeable  under 
a  10-foot  head  of  water.  The  grout  wash  is  most  effective  if  it  is 
put  upon  the  water  side  of  the  concrete. 

381.  Other  Washes.  Any  of  the  materials  mentioned  in  §  377 
may  be  used  as  a  wash;  but  they  are  more  expensive  and  not  as 
effective  as  the  alum  and  soap  or  as  the  grout  wash.  The  surface 
of  the  concrete  is  sometimes  painted  with  linseed  oil.  Most,  if  not 
all,  of  the  proprietary  compounds  (§  376)  may  be  used  as  a  wash  as 
well  as  an  ingredient  to  be  mixed  in  the  concrete.  Sodium  silicate 
("soluble  glass")  and  also  paraffine  dissolved  in  naphtha  are  some- 
times used,  but  both  are  more  expensive  and  no  more  effective  than 
the  alum  and  soap  or  the  grout  washes. 

382.  Waterproof  Plaster.  Very  frequently  the  attempt  is  made 
to  waterproof  a  concrete  or  masonry  wall  by  applying  an  impervious 
plaster.  The  plaster  is  made  waterproof  by  the  use  of  the  alum  and 
soap  mixture  or  some  of  the  proprietary  compounds.  The  pro- 
portions of  the  plaster  coat  are  usually  1  part  cement  to  2  or  3  parts 
of  sand.  It  is  usual  to  apply  a  1-inch  coat  to  floors  and  a  f-inch  coat 
to  vertical  surfaces. 

The  difficulty  is  to  make  the  plaster  stick  (see  §  356).  The  wall 
should  be  thoroughly  cleaned  before  the  coating  is  applied,  and  the 
plaster  should  be  troweled  with  considerable  pressure;  and  if  the 
wall  is  under  water,  the  pressure  should  be  relieved  by  drainage  or 
by  pumping  until  the  plaster  has  set. 

Most  failures  with  this  method  of  waterproofing  occur  because 
the  wall  was  not  absolutely  clean.  The  plaster  can  usually  be  made 
to  adhere  if  the  concrete  wall  is  thoroughly  and  repeatedly  washed 
with  water;  but  if  the  wall  has  a  dense  hard  surface  of  nearly  neat 
cement,  it  may  be  necessary  to  wash  it  with  dilute  hydrochloric 
acid  to  dissolve  out  the  cement  and  roughen  the  surface.  Of  course 
the  acid  must  be  thoroughly  washed  off.  A  coat  of  ordinary  white- 
wash, or  a  layer  of  laitance,  or  an  almost  invisible  film  of  the  oil  or 
grease  used  to  keep  the  concrete  from  sticking  to  the  forms,  will  keep 
the  plastering  from  adhering  unless  they  are  scrupulously  removed. 

Sometimes  the  surface  is  cleaned  and  then  covered  with  a  coat 
of  tar;  and  while  the  tar  is  still  tacky,  the  impervious  plaster  is 
troweled  on.  The  tar  should  be  made  thick  by  boiling  and  should 
be  applied  very  hot,  when  it  will  adhere  to  the  smoothest  surface. 
The  tar  could  be  used  alone,  if  it  were  not  for  its  color  and  if  it  did 
not  become  brittle  by  oxidation. 
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383.  Asphalt  Coatirig.  Where  its  color  is  not  objectionable, 
asphalt  is  sometimes  used  to  make  concrete  or  masonry  water-tight. 
The  asphalt  should  not  flow  at  180°  to  200°  F.,  and  should  not  be 
brittle  at  0°  F.  The  surface  of  the  concrete  should  be  dry  and  warm, 
or  should  first  be  coated  with  paint  made  by  dissolving  asphalt  in 
naphtha.  The  asphalt  should  be  heated  to  al)Out  450°  F.  but  not 
more,  and  should  l)e  applied  without  unnecessary  cooling. 

384.  Bituminous  Shield.  This  method  of  making  concrete  water- 
proof consists  in  surrounding  the  structure  with  an  impervious  shield 
ivhich  keeps  the  water  away  from  the  concrete;  and  hence,  strictly 
speaking,  is  not  a  method  of  rendering  concrete  impervious.  The 
waterproof  diaphragm  consists  of  several,  usually  four  or  more, 
thicknesses  of  tarred  paper  or  felt  (usually  the  former)  cemented 
together  and  covered  with  tar.  Of  coui^e,  the  several  sheets  should 
break  joints,  and  every  precaution  should  be  taken  to  make  the 
shield  continuous  and  to  prevent  its  being  punctured  during  sub- 
sequent building  operations. 

Sometimes  the  shield  is  put  outside  of  the  wall,  in  which  case  it  is 
usual  to  protect  it  by  building  a  brick  wall  against  it.  With  this 
construction,  if,  after  the  building  is  completed,  the  diaphragm  is 
not  water-tight,  as  is  frequently  the  case  owing  to  imperfect  work- 
manship or  to  its  having  been  punctured,  it  is  sometimes  necessary 
to  tear  out  a  considerable  portion  of  the  original  wall  to  discover  and 
stop  the  leak;  and  hence  the  water-tight  shield  is  sometimes  placed 
on  the  inside  of  the  main  wall  and  a  brick  protecting  wall  is  built 
inside  of  the  waterproof  chaphragm,  so  that  if  repairs  of  the  water- 
proofing are  required  it  is  necessary  to  tear  down  only  the  lighter 
protecting  wall.  However,  other  things  being  the  same,  such  a 
shield  is  most  effective  on  the  outside. 

The  ol:)jection  to  this  method  is  its  relatively  great  cost  and  the 
amount  of  space  it  occupies;  and  the  advantage  claimed  for  it  is  that 
the  water-tightness  of  the  diaphragm  is  not  affected  by  the  cracks 
in  the  wall  due  to  settlement  or  to  expansion  and  contraction. 

386.  Contraction  Joints.  Concrete  is  usually  laid  in  warm 
weather,  and  consequently  in  cold  weather  contraction  cracks  are  likely 
to  appear  in  thin  walls  of  any  considerable  length,  since  the  resulting 
stress  is  greater  than  the  tensile  resistance  of  the  concrete;  and 
unless  care  is  taken  to  confine  these  cracks  to  straight  lines  by  proper 
contraction  joints,  they  may  seriously  disfigure  the  face  of  the  work. 
Concrete  laid  in  cold  weather  is  likely  to  expand  during  warm  weather; 
l)ut  this  usuallv  does  no  harm,  since  concrete  is  better  able  to  resist 
compression  than  tension.  Again,  concrete  which  sets  in  air  shrinks 
O.OOO.S  to  O.OOOo  per  unit  of  length,  and  that  which  sets  in  water 
swells  0.0002  to  0.0005,  the  change  being  greater  the  richer  the 
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concrete.  Air-hardened  concrete  swells  when  immersed  in  water, 
and  water-hardened  concrete  shrinks  when  exposed  to  the  air. 
Further,  the  cracking  pf  large  masses  of  concrete  is  sometimes  due, 
at  least  in  part,  to  the  cooling  of  the  cement  after  the  rise  of  tempera- 
ture caused  by  the  chemical  action  of  setting  (see  §  348). 

Therefore,  for  these  three  reasons,  it  is  customary  to  provide 
contraction  joints  at  intervals  in  concrete  structures,  or  to  reinforce 
the  concrete  with  sufficient  steel  to  enable  the  structure  to  with- 
stand the  tensile  stress  produced  by  the  contraction.  The  method 
of  preventing  contraction  cracks  by  reinforcing  the  concrete  will 
be  considered  in  the  next  chapter. 

Another  advantage  of  dividing  a  continuous  wall  into  sections 
by  vertical  joints  is  that  each  section  can  be  built  by  itself  with  a 
minimum  liability  of  unsightly  horizontal  seams  between  different 
days'  work. 

386.  Distance  Apart.  Contraction  joints  in  floors  exposed  to  the 
weather,  sidewalks,  curbs,  etc.,  are  usually  not  more  than  5  or  6  feet 
apart;  but  for  thicker  construction  they  can  be  much  farther  apart, 
since  the  temperature  of  the  interior  of  a  large  mass  of  concrete  is 
not  much  affected  by  external  temperature  changes.  It  is  customary 
to  build  retaining  walls  and  bridge  abutments  with  vertical  contrac- 
tion joints  25  to  50  feet  apart,  the  distance  varying  according  to 
the  thickness  of  the  wall;  and  sewers  and  culverts,  which  are  less 
exposed  to  changes  of  temperature,*  with  joints  60  to  75  feet  apart. 

387.  How  Made.  Vertical  contraction  joints  are  made  in  three 
ways,  viz.:  (1)  planes  of  weakness,  (2)  tongue-and-groove  joints, 
and  (3)  dowel  joints. 

1.  Planes  of  weakness  are  made  by  building  a  temporary  partition 
in  the  form,  and  casting  the  section  thus  enclosed  as  a  single  mass. 
When  the  concrete  is  set,  the  partition  is  removed  and  the  new  con- 
crete is  deposited  against  the  old  without  any  attempt  to  secure  a 
bond  between  the  new  and  the  old,  thus  leaving  a  vertical  plane 
of  cleavage  between  the  adjacent  sections.  To  mask  the  ragged 
appearance  of  the  joint,  sometimes  a  triangular  strip  is  nailed  to  the 
form  where  the  partition  joins  the  face  of  the  form  in  such  a  manner 
as  to  leave  a  vertical  triangular  groove  in  the  face  of  the  wall  with 
the  plane  of  the  contraction  joint  passing  through  its  apex.  Some- 
times a  sheet  of  tarred  paper  is  placed  in  the  joint  between  the 
sections  to  prevent  a  possible  adhesion  of  the  new  to  the  ol(?  concrete. 

2.  A  tongue-and-groove  contraction  joint  is  made  by  placing 
vertically  against  the  face  of  the  temporary  partition  or  bulkhead 
a  triangular  or  rectangular  or  U-shaped  timber  which  forms  a  vertical 
groove  in  the  end  of  the  first  section  of  the  concrete  into  which  the 
concrete  of  the  second  section  is  built,  thus  forming  a  concrete 
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tongue.  The  advantage  of  the  tongue-and-groove  joint  over  the 
plane  of  weakness  is  to  strengthen  the  wall  against  a  lateral  thrust 
applied  near  the  joint. 

3.  A  dowel  contraction  joint  is  frequently  employed  by  railroads, 
and  is  made  by  inserting  a  short  piece  of  railroad  rail  in  the  end  of 
a  section  of  a  retaining  wall  and  allowing  the  rail  to  project  a  short 
distance;  and  then  when  the  second  section  is  to  be  built  against 
the  first,  the  projecting  ends  of  the  rails  are  wrapped  with  paper 
or  coated  with  soap  or  axle-grease  to  prevent  the  adhesion  of  the 
concrete.  The  projecting  rails  bind  the  two  sections  together 
laterally,  l)ut  the  concrete  in  the  last-laid  section  is  free  to  slip  on 
the  rails  with  temperature  changes. 

388.  Effloresoenoe.  This  is  a  white  powder  on  the  face  of 
masonry,  due  to  the  soluble  salts  in  the  mortar  or  concrete  being 
dissolved  by  the  percolating  water  and  being  deposited  upon  the 
surface  when  the  water  evaporates,  which  frequently  disfigures  the 
face  of  concrete  walls.  Efflorescence  is  most  likely  to  occur  below 
the  horizontal  joints  and  is  particularly  noticeable  just  below  the 
horizontal  seam  l)etween  two  successive  davs'  work.  The  reason 
for  this  is  ius  follows:  The  concrete  is  placed  in  layers,  and  if  it  is 
laid  dry  and  tamped,  the  top  surface  will  be  richer  and  denser,  and 
consequently  will  stop  any  percolating  water  and  divert  it  to  the 
surface  of  the  wall;  and  this  impervious  film  is  more  marked  between 
the  concrete  laid  on  succeeding  days,  because  the  top  surface  of  the 
set  concrete  is  usually  treated  with  a  rich  mortar  to  insure  a  good 
bond  (§  345).  Efflorescence  appears  upon  concrete  which  has  been 
built  without  stopping  work  at  night  and  which  has  been  puddled 
in  and  not  tamped  in  layei's.  It  appears  particularly  after  a  period 
of  wet  weather,  owing  to  the  saturation  of  the  face  of  the  concrete 
with  water  which  dissolve's  the  soluble  salts  and  later  deposits  them 
upon  the  face  of  the  wall.  Efflorescence  usually  occurs  in  irregular 
patche^'^,  since  in  even  the  Ix^st  work  different  portions  of  the  concrete 
have  different  densities  owing  to  their  l>eing  richer,  or  containing 
more  or  less  water,  or  l>eing  tam}>ed  more  or  less  severely.  Different 
cements  contain  different  pwportions  of  soluble  salts,  and  hence 
give  different  amounts  of  efflorescence. 

389.  There  are  thixK^  methods  of  preventing  or  at  least  of  decreas- 
ing efflorescence,  as  follows: 

1.  Use  a  cement  that  has  Httle  or  no  soluble  salts  in  it.  There 
are  cements  upon  the  market  which  are  almost  entirely  free  from 
soluble  salts  (sulphates  and  chloritles*,  and  which  cause  little  or  no 
efflorescence. 

2.  Incline  tlio  top  surface  of  all  layers,  particularly  the  last  one 
laid  each  day,  toward  the  back  oi  the  wall  so  the  soluble  salts  will  be 
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carried  toward  the  back  instead  of  toward  the  face  of  the  wall;  but 
this  remedy  is  not  applicable  with  wet  or  at  least  with  sloppy  concrete, 
unless  the  last  concrete  laid  at  night  is  mixed  drier  to  permit  of  thus 
sloping  the  surface.  If  the  back  of  the  wall  is  stepped,  as  is  common 
in  bridge  abutments  and  retaining  walls,  the  top  of  the  step  should 
be  given  a  flat  downward  slope  away  from  the  body  of  the  wall,  to 
prevent  pools  of  water  from  standing  on  the  top  of  the  step  and 
soaking  into  the  body  of  the  concrete. 

3.  Make  the  concrete  waterproof,  since  if  the  water  is  kept  out 
it  will  not  dissolve  the  salts,  and  consequently  efflorescence  will  be 
prevented.  For  a  discussion  of  the  several  ways  of  making  concrete 
impervious,  see  §  363-83;  and  for  a  method  of  rendering  the  efflores- 
cence almost  invisible,  see  §  643. 

390.  Efflorescence  is  partially  removed  by  the  wind  and  the  rain, 
and  can  be  entirely  removed  by  scrubbing  the  surface  with  dilute 
hydrochloric  acid;  but  it  may  return.  This  scrubbing  process  is  ex- 
pensive in  brushes,  acid,  and  time. 

391.  GONORETE  IN  Sea  WATER.  The  action  of  sea  water  upon 
cement  and  concrete  is  not  well  understood.  However,  it  has  been 
established  that  under  certain  conditions  concrete  is  nearly  sure  to 
fail,  while  under  other  conditions  it  will  probably  withstand  the 
action  of  sea  water  at  least  for  a  considerable  time.  It  is  certain 
that  cement  which  contains  a  comparatively  high  per  cent  of  lime, 
alumina,  or  gypsum,  is  dangerous  for  use  in  sea  water,  since  the 
salts  in  the  sea  water  combine  with  these  elements  and  form  com- 
pounds which  swell  and  ultimately  destroy  the  mortar  or  concrete. 
Apparently  the  indirect  action  of  the  sulphates  in  sea  water  upon 
the  free  lime  in  the  cement  is  the  most  active  cause  of  disintegration. 
It  is  certain  that  a  c!c:i  ]c  concrete  withstands  the  action  of  sea  water 
better  than  a  porous  mixture,  and  that,  other  things  being  the  same, 
concrete  made  with  fine  sand  is  more  durable  than  that  made  with 
coarse  sand.  Sea  water  carrj'ing  silt  is  not  as  destructive  as  clear 
sea  water,  apparently  because  the  silt  closes  the  pores  of  the  concrete 
and  makes  it  less  permeable.  Waterproofing  the  concrete  would 
doubtless  increase  its  resistance  to  the  disintegration  by  sea  water; 
but  neither  clay  (§  372)  nor  alum  (§  377)  should  be  used  for  this  pur- 
pose, since  alumina  increases  the  destructive  action  of  sea  water.  It 
is  claimed  that  iron-ore  cement  (§  114)  is  not  affected  by  sea  water. 

392.  Effect  of  Alkali  on  Gonorete.  Recentlv  attention  has 
been  called  to  the  fact  that  the  natural  alkali  watei's  of  the  western 
part  of  this  country  seem  to  have  a  disintegrating  effect  upon  con- 
crete.*    Neither  the  cause  of  this  action  nor  the  remedy  is  yet  clearly 

*  Bulletin  No.  69,  Montana  Agricultural  College  Experiment  Station;  and  Trans. 
Amer.  Sec.  for  Testing  Materials,  vol.  viii  (1908),  p.  484-93. 
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established;  but  apparently  the  action  of  alkali  water  is  due  to  the  in- 
direct effect  of  the  soluble  sulphates  upon  the  free  lime  in  the  cement, 
and  apparently  the  damage  is  most  serious  on  surfaces  situated  be- 
tween high  and  low  water.  The  remedy  seems  to  be  to  use  sand  free 
from  soluble  salts,  and  either  to  make  a  concrete  so  dense  that  it 
will  be  practically  waterproof  or  to  protect  the  concrete  by  water- 
proofing it  (§  366).  It  is  probable  that  iron-ore  cement  (§  114)  will 
resist  the  action  of  alkali  water. 

393.  Effeot  op  Oil  on  Gonorete.  Until  recently  it  has  generally 
been  believed  that  oil  had  no  harmful  effect  upon  cement  and  con-' 
Crete;  but  it  has  recently  been  discovered  that  at  least  some  animal  and 
vegetable  oils  contain  acids  which  combine  w-ith  the  lime  of  the  cement 
and  form  compounds  which  by  their  expansive  action  disintegrate 
cement  mortar  and  concrete.*     Mineral  oils  produce  no  harmful  effect. 

This  effect  of  oil  is  not  very  serious,  since  ordinarily  concrete  is 
seldom  subjected  to  large  doses  of  any  kind  of  oil,  much  less  animal 
or  vegetable  oils  containing  harmful  acids.  The  damage  is  less  the 
denser  the  concrete,  and  the  longer  it  has  set.  Neither  the  alum 
and  soap  washes  nor  a  coat  of  paraffine  or  linseed  oil  or  sodium 
silicate  protects  the  concrete  against  the  disintegrating  effect  of  oil 

Art.  5.    Strength,   Weight,   and  Cost  of  Concrete. 

394.  Strength.  The  strength  of  concrete  depends  upon  the  kind 
and  anlount  of  the  cement,  the  kind  and  size  of  the  aggregate,  the 
proportions,  the  grading  of  the  aggregate,  the  amount  of  water,  the 
thoroughness  of  the  mixing,  the  amount  of  tamping,  the  age  of  the 
concrete,  and  the  conditions  under  which  the  concrete  seasons. 
The  strength  of  the  <*oncrete  varies  greatly  with  its  density,  which 
depends  chiefly  upon  the  grading  of  the  aggregate,  the  wetness  of 
the  concrete  and  the  amount  of  tamping — elements,  the  importance 
of  which  have  only  recently  been  recognized,  and  consequently  the 
reports  of  many  experiments  contain  no  information  on  these  im- 
portant factors.  This  incompleteness  of  the  reports  of  most  experi- 
ments is  because  tests  are  usually  made  to  determine  only  the  effect 
of  a  variation  in  some  one  factor  in  the  manufacture  of  concrete;  and 
as  the  other  factors  are  the  same  in  all  the  experiments  of  the  series, 
little  or  no  information  is  given  concerning  them,  and  consequently 
the  results  are  usually  valuable  only  foi-  the  one  purpose  for  which  the 
experiments  were  made.  This  piobably  explains  the  wide  variation 
sometimes  found  between  results  of  apparently  similar  experiments. 

Formerly,  when  only  massive  plain  concrete  was  used,  the  com- 
pressive strength  alone  was  regarded  as  important;   but  since  the 

*  Engineering  ^fetrs,  vol.  liil,  p.  279-S2. 
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introduction  of  reinforced  concrete,  the  transvei^se  and  the  shearing 
strength  have  become  of  interest.  A  few  data  will  be  given  concerning 
the  compressive,  transverse,  and  shearing  strengths  of  plain  concrete. 

396.  GoifPRESsiVE  Strength  of  Stone  Gonorete.  The  results 
of  experiments  to  det^ermine  the  crushing  strength  vary  materially 
with  the  form  of  the  test  specimen  and  also  with  the  condition  of  the 
pressed  surface.  Usually  the  test  specimen  is  a  cube,  but  occasion- 
ally prisms  much  taller  than  broad  have  been  used.  The  latter  give 
much  smaller  results  than  the  former.  The  smoothness  of  the  pressed 
surface  materially  affects  the  results  for  compressive  strength,  and 
unfortunately  there  is  no  agreement  as  to  the  method  of  preparing 
the  surface.  Probably  the  best  method  is  to  give  the  surface  a  coat 
of  neat  cement  paste  or  of  plaster  of  paris,  and  turn  it  upside  down 
upon  a  sheet  of  plate  glass.  If  there  is  plenty  of  time  for  the  cement 
to  set,  it  is  more  scientific  to  use  the  cement;  but  the  plaster  of 
paris  is  more  commonly  used,  because  of  its  more  rapid  set. 

396.  Dow's  Experiments.  Table  29  shows  the  results  of  a  series 
of  experiments  made  by  A.   W.   Dow,  Inspector  of  Asphalt  and 

TABLE  29. 

Crushing  Strength  of  Natural-  and  Portland-Cement 
Concrete,  in  Pounds  per  Square  Inch 


Ref. 
No. 


1 
2 

3 
4 
5 


7 

8 

9 

10 

11 

12 


Composition  of  Concrete 
BY  Volumes  Loose. 


Voids 
IN  Aggregate. 


Mortar. 


Aggregate. 

Sues  from 

2«^'  to  A". 


Ce- 

Sand. 

Broken 

ment. 

Stone.* 

1 

2 

6 

I 

2 

6t 

1 

2 

6: 

1 

2 

•   •   •   • 

1 

2 

3 

1 

2 

4 

1 

2 

6 

1 

2 

6t 

I 

2 

6: 

1 

2 

•    •    • 

1 

2 

3 

1 

2 

4 

Gravel 


Per 

Cent 

i ,  Volume. 


•  I 


Per 

Cent 

of 

VoiclH 
filled 
with 

Mortar. 


Natural  Cement. 

83.9 

83.9 

96.2 

6         29.3     129.1 

3         35.5     107.0 

2         37.8     100.6 

PortLnd  Cemeni. 


45. 

3 

45 

7 

:^ 

5 

29 

3 

35 

5 

37 

.8 

6 
3 
2 


45.3 
45.7 
39.5 
29.3 
35 . 5 
37.8 


83.9 

83.9, 

96.2 

129.1 

107.0; 

100.6 


Age  of  Cubes  when  Broken. 


Ten 
Days. 


228 


87 
108 


908 


694 
950 


'^fi-''^M^. 
Days.  I  M°»  ' 


Six 
Mos. 


539 


421 
364 


1790 


16;«) 
1850 


375 
596 


361 
593 


2  26( 
163( 


2  68t 


795 


One 
Year. 


344 
632 


2  51C 

1530 


1840 
2  070 


915 
829 
800 
763 
841 
915 


3C60 
1850 
2  700 
2  820 
2  750 
2  840 


♦  Gneiss,     f  Coarse,     t  Three  fourths  ordinary  stone,  one  fourth  granolithic. 
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Cement,  Washington,  D.  C*  Each  result  is  the  mean  of  two  1-foot 
cubes,  except  those  for  one  year,  which  are  the  mean  of  five.  Owing 
to  the  friction  of  the  hydrostatic  press  with  which  the  tests  were 
made,  the  results  are  3  to  8  per  cent  too  high.  With  the  natural 
cement  the  water  used  was  0.317  cu.  ft.  (20  lb.)  per  cu.  ft.  of  rammed 
concrete,  and  with  portland  cement  0.24  cu.  ft.  (12  lb.) — in  both  cases 
including  th^  moisture  in  the  sand.  The  sand  contained  4.4  per  cent 
of  water,  which  increased  the  volume  of  the  sand  and  made  the 
mortar  slightly  richer  than  as  stated. 

397.  Rafter's  Experiments.  Mr.  George  W.  Rafter,  under  the 
direction  of  the  State  Engineer  of  New  York,  tested  542  1-foot  cubes 
of  concrete  in  which  five  brands  of  portland  cement  and  one  of 
natural  were  used.f  The  sand  was  pure,  clean,  sharp  silica,  con- 
taining 32  per  cent  of  voids.  The  aggregate  was  sandstone  broken 
to  piiss  a  2-inch  ring,  and  had  37  per  cent  voids  when  tamped.  In 
half  the  blocks  the  mortar  was  a  little  more  than  enough  to  fill  the 
voids;  and  in  the  other  half  the  mortar  was  equal  to  about  80  per 
cent  of  the  voids. 

In  making  the  cubes  whose  strength  is  summarized  in  Table  30, 
three  brands  of  portland  cement  were  used  which  meet  the  specifi- 
cations of  Table  13,  page  81.  The  mortar  for  these  cubes  was  mixed 
as  *'dry  as  damp  earth,"  and  the  test  specimens  were  stored  under 
water  for  four  months  and  then  buried  in  sand.  The  age  when 
tested  ranged  from  550  to  650  days,  the  average  being  about  600. 

TABLE  30. 

Crushing  Strength    of    Portlaxd-Cement    and    Broken-Stone 

Concrete.  • 


\  I 

JIUS  Ul    UlUKCI 

1  MiHit;  iieaii 

\   iiiieii  > 

Mill  iiiuiiai — c 

>ee  8  om. 

Age  when  tested  600  daj-s. 

Rkf. 

Composition  of  thk  Mortar. 

No. 

Mr.AX  Crushi: 

s'G  Strength. 

No 

OF  ^  rB»;8 

C«ment 

Sana.                TiisTKD. 

Lb.  per  Sq.  In. 

Tons  perSq.  Ft. 

1 

1          1      :^ 

4  467 

322 

2 

\ 

2                1          6 

3  731 

268 

3 

3                     6 

2  553 

184 

4 

4                     6 

2  015 

145 

5 

5                     2 

1796 

129 

6 

1 
1 

6 

1 

1  3(i5 

98 

*  Rojx>rt  r>f  tho  OjH'rati<^u.s  of  the  I'.npiiutTinp  r>rp:irtniont  of  the  IMstrict  of 
Columbia  for  tJio  y«-ar  t'udinp  .hino  'M).  1S07,  ]v  !(>«>-<><». 

+  IV'-t^  of  MrtnK.  rto..  \Vat«»rtown  ArM-nal.  ISOS.  p.  415-,=>60:  or  Report  of  the 
New  York  State  ilngimt  r.  1S07,  p.  375-400;  cir  Trans.  Anier.  Soc.  of  C.  E.,  voL  xlii, 
i>.  104-54. 


Art.  5.]      Strength,  Weight,  and  Cost  of  Concrete. 


19^ 


The  cubes  were  crushed  on  the  U.  S.  Watertown  Arsenal  testing 
machine.     The  individual   results  agreed   well   among   themselves.  * 

The  cubes  summarized  in  Table  30  were  stored  under  water. 
An  equal  number  of  companion  blocks  stored  in  a  cool  cellar  gave 
82  per  cent  as  much  strength;  those  fully  exposed  to  the  weather, 
81  per  cent;  and  those  covered  with  burlap  and  wetted  several  times 
a  day  for  about  three  months  and  afterwards  exposed  to  the  weather, 
80  per  cent. 

The  cubes  of  Table  30  were  mixed  as  "dry  as  damp  earth." 
Companion  blocks,  of  which  the  mortar  was  mixed  to  the  **  ordinary 
consistency  used  by  the  average  mason,"  gave  90  per  cent  as  much 
strength;  and  those  mixed  to  "quake  like  Uver  under  moderate 
ramming,"  88  per  cent. 

The  cubes  containing  mortar  practically  equal  to  the  voids  in 
the  broken  stone  were  3  per  cent  stronger  than  those  containing 
mortar  equal  to  about  80  per  cent  of  the  voids. 

398.  Kimball's  Experiments.  Mr.  George  A.  Kimball,  Chief 
Engineer  of  the  Boston  Elevated  Railway  Co.,  made  372  1-foot 
concrete  cubes  which  were  tested  at  the  U.  S.  Arsenal  at  Watertown, 
Mass.*    The  results  are  summarized  in  Table  31.     The  mixing  of 


TABLE  31. 

Crushing   Strength   of   Portland-Cement   and    Broken-Stone 

Concrete. 

Results  are  in  pounds  per  square  inch. 


Ref. 

Proportions. 

AoK  WHEN  Tested. 

No. 

Cement. 

Sand. 

Stone. 

One 
Week. 

One 
Month. 

Three 
Months. 

Six 
Months. 

1 
2 
3 
4 

1 
1 
1 
1 

0 
2 
3 
6 

2 

4 

6 

12 

3  068 

1543 

1379 

591 

3  5.34 

2  416 

2  158 

993 

4  178 
2  896 
2588 
1  112 

5  231 
3  827 
3110 
1  366 

the  concrete  for  the  test  specimen  was  done  as  nearly  as  possible  like 
that  of  the  concrete  which  went  into  actual  construction.  The 
consistency  was  such  that  with  the  richer  mixtures  water  barely 
flushed  to  the  surface  under  severe  ramming,  while  with  the  leaner 
mixtures  the  surface  merely  appeared  moist.     The  cubes  were  stored 

*  Tests  of  Metals,  etc.,  Watertown  Arsenal,  1899,  p.  719-834. 
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in  a  room  the  temperature  of  which  was  usually  about  40°  F.,  although 
it  ordinarily  varied  from  28°  to  50°  and  twice  fell  to  20°.  When  the 
temperature  of  the  room  was  below  32°  the  cubes  were  covered  with 
burlaps.  Five  different  brands  of  portland  cement  wfere  used.  In 
the  first  line  of  the  table,  each  result  is  the  mean  of  fourteen  tests, 
and  in  the  remainder  of  the  table  each  result  is  the  mean  of  twenty-six. 

399.  Other  Results.  For  additional  data  on  the  crushing  strength 
of  gravel  concrete,  see  Table  26,  page  141 ;  and  for  data  on  the  strength 
of  gravel  and  broken-stone  concrete,  see  Fig.  11,  page  140. 

400.  Oompressiye  Strength  for  Different  Propertions.  M.  Feret,  the 
noted  French  authority,  as  a  result  of  an  elaborate  study  of  the 


TABLE  32. 

Compressive     Strength     of     Portland-Cement    Concrete    op 

Various  Proportions. 
Results  are  in  pounds  per  square  inch. 


Proportions. 

Age  1  Month. 

Age  6  Months. 

• 

a 

• 

a 
c5 

• 

a 

• 

a 

s 

m 

2 
\\ 
4 

• 
V) 

o  a  V 

>i| 

III 

CD  a 
'ofti  « 

J5 

00 

• 

111 

• 

•    • 

•3-5  8 

• 

8 

1 

li 

2880 
2  780 
2  680 

2  860 
2  750 
2  650 

2  840 
2  720 
2  610 

2800 
2  670 
2  540 

2  760 
2  610 

2  460 

1 

3  890 
3  750 
3  620 

3  870 
3  710 
3  570 

3  840 
3  680 
3  520 

3  780 
3600 
3  430 

3  730 
3530 
3330 

1 

2 

4 
5 
6 

2  560 
2  480 
2400 
2  320 

2540 
2  440 
2  350 
2260 

2  510 
2  410 
2  310 
2  230 

2  460 
2  350 
2  2.30 
2  140 

2  410 
2  290 
2  170 
2  060 

3  460 
3  340 
3  2;i0 
3  130 

3  420 
3300 
3  180 
3060 

3390 
3  250 
3  120 
3  010 

3320 
3  170 
3  010 
2890 

3  250 
3090 
2  930 
2  780 

1 

2J 

3 

4  1 

G 

2  370 
2  290 
2  210 
2  140 

2  340 
2  260 
2  180 
2  100 

2  320 
2  230 
2  130 
2060 

2  270 
2  180 
2  070 
1980 

2  2.30 
2  110 
2  000 
1  910 

3200 
3  090 
2  980 
2  890 

3  160 
3  050 
2  940 
2  830 

3  130 
3  010 
2880 
2  780 

3  070 
2  940 
2  790 
2  670 

3C20 
2  850 
2  700 
2  570 

1 

:i 

4 
o 
6 

8 

2  120 
2  060 
1  990 
1860 

2090 
2  O.SO 
1  950 
1  810 

2  060 
1  990 
1910 
1  770 

2  020 
1930 
1840 
1680 

1970 
1870 
1770 
1  600 

2  860 

2  780 

.  2  680 

2  510 

2  S'M) 
2  740 
2  630 
2  440 

2  780 
2  690 
2580 
2,390 

2  720 
2  610 
2  480 
2280 

2660 
2530 
2390 
2  160 

1 

4 

6 

7 

8 

10 

1710 
1660 
1610 
1510 

1  680 
1  6-20 
1  570 
1  460 

1  650 
1  590 

1  5:^ 

1  420 

1  ,'>90 
1530 
1  460 
1  340 

1  5.30 
1  460 
1  4(K) 
1  260 

2  310 
2  240 
2  170 
2  040 

2  270 
2  190 
2  120 
1  980 

2  220 
2  150 
2  070 
1920 

2  140 
2060 
1970 
1810 

2070 
1980 
1880 
1700 

1 

5 

10 

1  310 

1270 

1  230 

1  160 

1090 

1  770 

1  720 

1660 

1570 

1470 

1 

6 

12 

1  060 

1  020 

980 

910 

840 

;  1  4:^ 

1  ,380 

1320 

1230 

1140 
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compressive  strength  of  mortars,  established  the  following*principle: 
"For  any  series  of  plastic  mortars  made  with  the  same  binding 
material  and  inert  sands,  the  resistance  to  compression  after  the 
same  length  of  set  under  identical  conditions,  whatever  may  be  the 
nature  and  size  of  the  sand  and  the  proportions  of  the  elements  of 

which  each  is  composed,  is  solely  a  function  of  the  ratio  or 


w-\-a 

- — - — ; — r,  in  which  c  =  the  absolute  volume  of  the  cement  in  a  unit 
l-(c+s) 

of  volume  of  concrete,  s  =  the  absolute  volume  of  the  sand,  w=the 
absolute  volume  of  the  water  voids,  and  a  =  the  absolute  volume  of 
the  air  voids.''  Taylor  and  Thompson*  modified  this  principle  to 
make  it  applicable  to  concrete,  and  from  the  results  of  various  experi- 
ments deduced  a  formula  by  which,  knowing  the  compressive  strength 
of  any  one  proportion,  the  approximate  compressive  strength  of  any 
other  proportion  can  be  computed.  By  this  method  the  above 
authors  prepared  Table  32,  which  shows  the  relative  compi-essive 
strength  of  portland-cement  concrete  of  different  proportions  at 
one  month  and  at  six  months.  Notice  that  the  broken  stone  or 
gravel  having  the  greatest  per  cent  of  voids  gives  concrete  of  the 
greatest  strength.  This  anomaly  is  due  to  the  fact  that  t)ie  broken 
stone  haying  the  greatest  per  cent  of  voids  requires  the  greatest 
amount  of  cement  per  unit  of  volume  of  concrete,  and  the  greater 
amount  of  cement  has  more  influence  in  increasing  the  strength  than 
the  greater  per  cent  of  voids  has  in  decreasing  it. 

401.  Increase  of  Gompressiye  Strength  with  Age.  Messrs.  Taylor 
and  Thompson  in  the  investigation  referred  to  in  the  previous 
paragraph  deduced  t  the  ratios  shown  in  Table  33  which  are  useful 
in  determining  the  effect  of  age  upon  the  compressive  strength  of 
concrete.     Of  course  such  results  can  be  only  approximate  in  any 

TABLE  33. 
Effect  of  Age  on  the  Strength  of  Portland-Cement  Concrete. 


Referenck 

NUMBEB. 

Age  or  the  Concrete. 

Relative  Compbessive  Strength. 

1 
2 
3 

4 
5 

7  days. 
1  uionth. 
3  months. 
6  months. 
1  year. 

0.76 
1.00 
1.25 
1.35 
1.44 

♦  Tavlor  and  Thompson's  Concfete  Plain  and  Reinforced,  ed.  1905,  p.  237-44. 
t  Ibid.,  p.  241. 
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parti culaif  case,  owing  to  the  difference  in  the  conditions  between 
the  case  in  hand  and  the  experiments  from  which  the  ratios  were 
deduced. 

402.  Orushing  Strength  under  Concentrated  Load.  All  the  pre- 
ceding results  for  the  ci-ushing  strength  are  for  a  compressive  force 
applied  over  the  entire  upper  surface  of  the  test  specimen;  but  if  the 
load  is  applied  upon  only  the  central  portion  of  the  upper  surface,  a 
greater  unit  load  will  be  required  to  crush  the  specimen,  because  the 
outer  portions  will  support  the  interior  portion  and  materially  in- 
crease the  crushing  resistance  of  the  specimen. 

In  a  series  of  experiments,*  thirty-six  12-inch  cubes  of  1  :  0  :  2 
and  1  :  2  :  4  concrete  were  crushed  at  different  ages  by  applying  the 
load  over  the  entire  upper  surface  of  the  cube,  and  the  same  number 
of  companion  cubes  were  crushed  by  applying  the  pressure  over  an 
area  of  10  by  10  inches,  and  a  third  set  by  applying  the  stress  over 
an  area  of  8  by  8.25  inches.  The  second  series  gave  a  strength  i>er 
unit  of  loaded  area  112  per  cent  of  the  first,  and  the  third  128  per  cent. 
Different  ages  or  different  proportions  seem  to  make  no  difference  in 
the  above  per  cents. 

For  additional  data  concerning  the  difference  between  a  dis- 
tributed and  a  concentrated  load,  see  §  657. 

403.  Safe  Crushing  Strength.  The  safe  crushing  strength  depends 
upon  the  character  and  the  age  of  the  concrete  and  upon  the  method 
of  applying  the  load — whether  distributed  or  concentrated.  The 
results  of  laboratory  tests  are  higher  than  is  likely  to  be  realized  in 
actual  practice,  because  of  the  difference  in  the  conditions  under 
which  the  work  is  done.  For  this  reason  it  is  not  wise  to  assume 
that  the  ultimate  crushing  strength  of  a  1  : 2  :  4  portland-cement 
concrete  made  under  reasonably  good  working  conditions  is  more 
than  about  2,000  pounds  per  square  inch  at  30  days;  and  for  other 
proportions  this  value  may  be  reduced  according  to  the  ratios  in 
Table  32,  page  198,  and  for  other  ages  it  may  be  increased  according 
to  the  quantities  given  in  Table  33,  page  199.  In  any  important 
work  the  strength  should  l^e  determined  for  the  actual  conditions 
under  which  the  concrete  is  to  be  used.  On  account  of  the  difficulty 
of  securing  uniformity  in  concrete  work,  it  is  customary  to  assume 
a  comparatively  large  factor  of  safety. 

Table  34  gives  the  values  of  the  safe  crushing  strength  of  a  1  : 2  :  4 
portland-cement  concrete  made  where  the  materials  and  workman- 
ship are  carefully  inspected.  If  good  materials  and  careful  work- 
manship are  not  assured,  smaller  values  should  be  chosen.  Values 
for  other  proportions  and  other  ages  can  be  deduced  from  those 
given  in  Table  34  by  applying  the  ratios  of  Tables  32  and  33,  paged 

*  Tests  of  Metals,  1809,  p.  734-40. 
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TABLE  34. 

Maximum  Safe  Crushing  Strength  of  a  Good  1:2:4  Portland- 
Cement  Concrete  1  Month  Old. 


Ref. 
No. 

Method  of  Applying  the  Stress. 

Lb.  peb 
Sq.  In. 

Tons  per 
Sq.  Ft. 

1 

Bearing  of  steel  on  concrete   where  the  width  of  the 
bearing  area  is  not  more  than  50  per  cent  of  the 
width  of  the  upper  face  of  the  concrete 

1000 
500 

700 

600 

400 

72 

2 

Beanne  of  bridc^e  seat  subject  to  shock  ^ . . 

36 

3 

Bearing  on  mass  concrete  and  in  column  pedestals 
2  It.  SQuare  or  over 

50 

4 
5 

Maximum  compressive  stress  in  reinforced  concrete 
beams  or  on  the  toe  of  dams,  retaining  walls,  etc. 

Direct   compression  on  thin  plain-concrete  walls  or 
plain-concrete  columns  whose  length  does  not 
exceed  twelve  diameters    

43 

29 

198  and  199,  respectively.  The  dimensions  of  a  massive  concrete 
structure  seldom  depend  upon  the  strength  of  the  concrete.  For 
example,  the  dimensions  of  a  concrete  foundation  are  determined 
by  the  bearing  power  of  the  soil;  and  many  times  a  richer  mixture 
is  employed  than  is  necessary  to  support  the  load — ^sometimes  to 
secure  a  water-tight  foundation,  sometimes  to  secure  resistance  to 
frost,  but  often  through  ignorance  or  indifference.  But  in  the  design 
of  reinforced  concrete  buildings  the  crushing  strength  of  the  concrete 
is  an  important  factor;  and  a  rich  mixture  is  preferred  not  only 
because  of  its  greater  strength,  but  also  because  it  insures  greater 
adherence  to  the  steel,  makes  possible  the  earlier  removal  of  the 
forms  and  their  earlier  use  elsewhere,  and  gives  greater  security 
against  inferior  sand  and  imperfect  mixing.  The  cost  of  the  addi- 
tional cement  is  not  a  very  large  per  cent  of  the  total  cost  of  the 
building. 

404.  Grushikq  Strenqth  of  Cinder  Gonorete.  Table  35, 
page  202,  is  the  summary  of  fifty-two  tests  of  portland-cement 
cinder-concrete  cubes.*  The  cinders  were  used  as  they  came  from 
the  furnace  without  sifting,  the  larger  clinkers  only  having  been 
broken,  t 

*  Tests  of  Metals,  etc,  Waterto^v-n  Arsenal,  1898,  p.  415,  417,  661-72/  1903,  p.547 
1904,  p.  340. 

t  Tests  of  Metals,  1899,  p.  734-40. 
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TABLE  35. 

Compressive   Strength   of   Portland-Cement  and  Cinder 

Concrete. 


Rkf. 
No. 


1 
2 
3 
4 


Pboportions  by  Volumes. 


Cement. 


1 
1 
1 
I 


Sand. 


1 
2 
2 

3 


Cinders. 


3 
4 
5 
6 


Crushing  Stbength, 
Pounds  per  Square  Inch. 

One    Month. 

Three  Months. 

1686 

2  417 

1343 

1328 

687 

1302 

823 

788 

406.  Tensile  Strenqth  of  Gonorete.  A  knowledge  of  the  ten- 
sile strength  of  concrete  is  much  less  important  than  that  of  its  com- 
pressive strength,  for  in  massive  construction  the  tensile  strength 
is  of  no  importance,  and  in  the  construction  of  slabs,  beams,  and 
girders  no  dependence  is  placed  upon  the  tensile  strength  of  concrete 


TABLE  36. 

Tensile  Strength  of  Concrete. 


12 


i  :  o  gravel 


^ 


Refer- 

Proportions  by  ^ 

'OLUMES. 

Agk 
When 

Tl-:8TKD. 

Months. 

ENCK 

Number. 

Cement. 

Sand. 

Broken 
Stone. 

1 

2* 

4 

2 

1 

2 

4 

3 

2 

4 

4 

2 

4 

5 

2 

5 

6 

2 

5 

7 

3 

6 

8 

2 

4 

9 

2 

T) 

10 

2 

5 

11 

1 

:  5  grave 

I 

I               1 

1 

Number 

OF 

Tensile 
Strength. 

AUTHORITT. 

Tests. 

lb.  per  sq.  in. 

10 

207 

Woolson  t 

3 

161 

Woolson  t 

9 

205 

Henbyt 

4 

311 

HattJ 

1 

237 

Hattif 

3 

215 

Henby  t 

5 

115 

Henby  t 

2 

158 

Henbyt 
HattT 

1 

359 

3 

121 

Henbyt 

1 

253 

Hattf 
Hattif 

1 

290 

*  Taine^tone  screenings, 

t  Prof.  Ira  H.  Woolson.  Enyinecrinu  Sews,  \-(>l.  lii«,  p.  561-66. 
t  Mr.  W.  H.  Henby.  Jour.  As-soo.  Kng'^  Sor..  vol.  xxv,  p.  147-51. 
^  Prof.  W.  K.  Hatt,  Juur.  West.  Soc.  Eng*rs,  vol.  ix.  p,  234. 
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on  account  of  its  brittleness  and  its  liability  to  crack  from  shrinkage. 
However,  a  knowledge  of  the  tensile  strength  of  concrete  is  important 
in  problems  relating  to  the  use  of  reinforced  concrete  (Chap.  VIII), 
and  hence  will  be  briefly  considered. 

Table  36,  gives  values  of  the  tensile  strength  as  determined  by 
three  experimenters.  All  of  the  tests  were  made  upon  gigantic 
briquettes. 

TABLE  37. 

Transverse  Strength  of  Concrete  of  Various  Proportions.* 

Age  when  tested,  112  days. 


Ref. 

Propobtions  by  Weight. 

Number 
or  Tests. 

Modulus  or 

RUPTUBB, 

lb.  per  sq.  in. 

No. 

Cement. 

Screenings. 

Stone. 

1 

1 

0 

0 

6 

926 

2 
3 
4 
5 
6 

1 

1 

0 
1 
2 

3.5 
5 

6 
6 
6 
6 

586 
484 
479 
433 
278 

7 

8 

9 

10 

1 

2 

0 
3 
5 
7.5 

6 
6 
8 
4 

461 
307 
218 
249 

11 
12 
13 

1 

3 

2 
4 
7 

3 
8 
4 

231 
170 
169 

14 
15 
16 
17 

1 

4 

0 
3 
6 
9 

6 

3 

10 

3 

225 

203 

135 

f  115 

18 
19 
20 

1 
1 

6 

6 

0 

7 
12 

3 
6 
2 

164 

126 

93 

406.  The  tensile  strength  of  concrete  is  usually  obtained  by 
determining  the  transverse  strength  of  concrete  beams  and  com- 
puting the  stress  upon  the  extreme  fiber  (the  modulus  of  rupture) 
under  the  assumption  that  the  neutral  axis  is  at  the  center  of 
the  beam.  Table  37  gives  the  modulus  of  rupture  of  concretes 
of  various  proportions  of  portland  cement,  stone  screenings,  and 

*  Fuller  and  Thompson  in  Trans.  Amer.  Soc.  of  C.  E.,  voL  lix,  p.  94-95 
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crusher-run  stone  from  0.1  to  2.25  inches  in  diameter.    The  age 
of  the  concrete  when  tested  was  112  days. 

Table  38  shows  the  modulus  of  rupture  of  concrete  made  with 
four  different  aggregates  and  three  degrees  of  wetness,  tested  at  four 
ages.     Each  result  is  the  mean  of  three  experiments. 


TABLE  38.   • 

TiiANSVERSE  Strength   of  Concrete  of  Various  Aggregates, 

AND  Ages.* 

Modulus  of  Rupture  in  pounds  per  square  inch. 


Ref. 

Aggregate. 

Proportions 
BY  Volumes. 

Consistency. 

,         »                   ■ 

Age  in  Weeks. 

No. 

4 

13 

26 

1 
2 
3 

4 
5 
6 

'     7 
8 
9 

10 
11 
12 

Cinders 
Granite 
Gravel 
Limestone 

1:2:5 
1:2:4 
1:2:4 
1:2:4 

wet  ^ 

medium 

damp 

wet  ^ 

medium 

damp 

wet 

medium 

damp 

wet 

medium 

damp 

175 
198 
198 

375 
475 
499 

391 
451 
426 

422 
458 
537 

240 
231 
225 

501 
536 
591 

380 
477 
495 

487 
541 
521 

246 
277 
250 

539 
566 
618 

435 
520 
496 

507 
566 
589 

The  determination  of  the  transverse  strength  of  beams  affords 
a  convenient  method  of  comparing  the  strength  of  concretes  of 
different  proportions  and  ages.  Tables  37  and  38  are  given  partly 
to  permit  of  such  comparisons.  Compare  the  relative  transverse 
strengths  for  different  proportions  and  ages  as  given  in  Tables  37 
and  38  with  the  relative  compressive  strengths  as  given  in  Table 
32,  page  108,  and  Table  33,  pao:e  199. 

407.  Ratio  of  Tensile  to  Compressive  Strength.  The  ratio  of  the 
tensile  to  the  compi*ossive  sti-ength  of  concrete  usually  varies  from 
6  to  12  when  the  compressive  strength  is  determined  by  crushing 
cubes.  Candlot  gives  the  results  of  forty  sets  of  experiments  on 
cement  mortai-s  of  various  proportions,  tested  at  ages  varying  from 
1  week  to  3  yeais,  in  which  the  ratio  varies  from  5  to  12J,  which  ratio 
seems  to  be  intlependent  of  the  proportion  or  of  the  age. 

*  BuL  344  of  tho  V.  S.  G(M->l<>pcal  Survey — Results  of  Tests  made  at  the  Structural' 
Materials  Testing  Laboratories,  p.  3G-41. 
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408.  Shearing  Strength.  The  shearing  strength  of  concrete  is 
of  no  importance  in  massive  structures,  but  is  important  in  the  design 
of  reinforced  concrete  beams.  It  is  difficult  to  arrange  an  experi- 
ment to  determine  the  shearing  strength  of  concrete  without  in- 
volvitig  cutting  action  or  bending  stress.  In  Bulletin  No.  8  of  the 
University  of  Illinois  Engineering  Experiment  Station  the  various 
methods  employed  to  determine  the  shearing  strength  of  concrete 
are  discussed,  and  the  conclusion  is  drawn  that  most  of  the  methods 
are  deceptive  aijd  give  results  which  are  too  small. 


TABLE  39. 

Relative    Shearing    and    Crushing    Strength    op   Concrete.* 

Tests  made  by  Professor  Talbot  at  University  of  Illinois. 


Form 

Propor- 
tions 

Method 

Number 

Shfarivo  i 

Crushing 
Strength 

Ratio  of 
Shear 

OF 

Specimen. 

OF  THE 
CONCRETK. 

OF 

Storing. 

OF 

Tests. 

Strknoth. 
Ibper-jq.in.i 

ofCubks. 
lb  per sq.  in. 

TO 

Compres- 
sion. 

Plain 

1:3:6 

Air 

9 

679 

1230 

0.55 

plate 

1:3:6 

Water 

7 

729 

12;J0 

.59 

1:3:6 

Damp  sand 

4 

905 

2  428 

.37 

1:3:6 

Damp  sand 

1 

968 

1  721 

.56 

1:2:4 

Damp  sand 

5 

1  193 

3  210 

.37 

Recessed 

1:3:6 

Air 

17 

796 

1230 

0.65 

block 

1  :3:6 

Water 

5 

879 

1230 

.71 

1  :3:6 

Damp  sand 

4 

1  141 

2  428. 

.47 

1:3:6 

Damp  sand 

1 

910 

1721 

.53 

1:2:4 

Damp  sand 

5 

1257 

3  210 

.39 

Reinforced 

1:3:6 

Air 

4 

1051 

1230 

0.86 

recessed 

1:3:6 

Damp  sand 

4 

1821 

2  428 

.75 

block 

1:3:6 

Damp  sand 

1 

1  555 

1721 

.90 

1:2:4 

Damp  sand 

5 

2  145 

3  210 

.67 

Restrained 

1:3:6 

Damp  sand 

4 

1313 

2  ;28 

0.54 

beam 

1:3:6 

Damp  sand 

1 

1020 

1721 

.59 

1:2:4 

Damp  sand 

6 

1418 

3  210 

.44 

Table  39  gives  the  results  obtained  by  Professor  Talbot;  and 
Table  40,  page  206,  shows  results  obtained  by  Professor  Spofford 
at  the  Massachusetts  Institute  of  Technology.  These  two  series 
of  experiments  are  much  the  most  satisfactory  of  any  that  have  been 
made,  and  give  results  much  larger  tlian  any  former  experiments. 
Professor  Talbot  used  four  methods  of  testing, — in  three  of  which 
a  hole  was  punched  through  a  plate  (for  details  see  Table  39),  and 

*  Bulletin  No.  8  of  University  of  Illinois  Engineering  Experiment  Station,  p.  24 
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in  the  other  the  ends  of  a  square  beam  were  securely  clamped 
between  stiff  metal  blocks  and  the  load  was  applied  through  a  flat 
bearing  block.  Professor  Spofford  used  a  cylindrical  beam  the  ends 
of  which  were  clamped  in  cylindrical  bearings,  the  load  being  applied 
through  a  semi-cylindrical  bearing. 

TABLE  40. 

Relative  Shearing  and  Crushing  Strength  of  Concrete.* 

Tests  made  by  Professor  Spafford  at  Massachusetts  Institute  of 

Technology'. 


Propor- 

j 

Method  of 
Storing. 

Shearing  Strength. 
lb.  per  sq.  in. 

Crushing 

Strength 

OF  Cubes. 

lb.  per.  sq.  in. 

IlAno  OP 
Shear  to 
Compres- 
sion. 

tions. 

Maximum. 

Minimum. 

Average. 

1:2:4 
r;2:4 

1:3:5 
1:3:5 

'^1:3:6 
1:3:6 

Air 
Water 

Air 
Water 

Air 
Water 

1630 
2  090 

1590 
1380 

1450 
1200 

960 
1  180 

890 
840 

• 

950 
1030 

1 
1310      i 
1650      , 

1240 
1  120 

1  180 

1  120 

1 

2  070 
2  620 

1310 
1360 

950 
1270 

0.63 
0.63 

0.94 
0.82 

1.25 
0.88 

409.  Modulus  of  Elasticity.  The  modulus  of  elasticity  is  the 
ratio  of  the  unit  stress  to  the  corresponding  unit  elastic  deformation, 
and  is  an.  important  factor  in  the  design  of  reinforced  concrete 
structures.  The  value  of  the  modulus  increases  with  the  age  and  the 
richness  of  the  concrete,  and  decreases  with  the  increase  of  the  load. 
Apparently  the  modulus  is  the  same  for  tension  as  for  compression. 

Different  experimenters  have  obtained  verj^  different  results  for 
the  modulus,  owing  partly  to  variations  in  the  concrete,  partly  to  the 
different  stresses  between  which  the  modulus  is  taken,  partly  to  the 
difficulties  of  measuring  the  very  small  deformations,  and  partly 
to  whether  gross  or  net  deformations  are  used.  The  net  deforma- 
tions give  the  larger  values  for  the  modulus.  Values  have  been 
obtained  ranging  from  l,oOO.O(X)  to  5.000,000  lb.  per  sq.  in. 

Table  41  gives  the  modulus  for  different  proportions  and 
different  ages.  These  values  were  deduced  in  connection  with 
the  crushing  tests  described  in  J  398.  which  see.  In  computing 
the  results  in  Table  41  net  deformations  (the  total  deformations 
minus  the  sefi  were  used. 

410.  Elastic   Limit.    Concrete  shows  a  permanent  set  under 
mall  loads,  and  hence  concrete  can  hardly  l.>e  said  to  have  an  elastic 

*  Bulletin  No.  S.  University  of  Illinois  Engineering  Experiment  Statioii,  p.  S. 
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limit  in  the  usual  sense.  However,  there  appears  to  be  a  limit  to 
the  stress  which  can  be  repeated  indefinitely  without  continuing 
to  add  to  the  deformation,  and  for  practical  purposes  this  may  be 
taken  as  the  elastic  limit.  This  limit  is  from  50  to  60  per  cenftof  the 
ultimate  compressive  strength.  , 

411.  Weight.  The  weight  of  concrete  varies  with  the  unit  weight 
of  the  ingredients,  the  proportions,  the  maximum  size  and  the  grad- 
ing of  the  aggregate,  the  amount  of  the  water,  the  amount  of  ramming, 
and  the  age.  The  maximum  difference  between  portland  and  natural 
cemeDt  concrete,  due  to  the  greatw  weight  of  portland  cement, 
is  4  or  5  lb.  per  cu.  ft.  The  best  grade  of  1  :  2  :  4  concrete  when  diy 
weighs  about  as  follows:  trap  155  ib,  per  cu.  ft.,  conglomerate  or 
gravel  152  Ib.  per  cu.  ft.,  limestone  150  lb.  per  cu.  ft.,  sandstone 
145  lb.  per  cu.  ft.,  cinder  110  lb.  per  cu.  ft.;  and  a  1  : 3  : 6  mixture 
when  dry  weighs  as  follows:  trap  150  Ib.  per  cu.  ft.,  conglomerate  or 
gravel  145  lb.  per  cu.  ft.,  cinder  105  Ib.  per  cu.  ft.*  Concrete  made 
of  blast-fumace  slag  weighs  from  110  to  120  Ib.  per  cu,  ft.;  and  that 
made  of  coke  from  80  to  90  Ib.  per  cu.  ft. 


TABLE  41. 
Modulus  op  Elasticity  of  CoNCRBTE-f 


h 
II 

COHFOVnOH. 

Age. 

BcTHicr.N 

j 

1 

600" 

flOO  anil 
1000  lb. 

1000   and 
2  000  Ib, 

Slrengtli. 
lb.  per 

1 

2 

3 
4 

5 
6 

» 

9 
10 
11 

1 

3 
6 

■1 

12 

7  days 

3moB. 

6maa. 

7doya 
3mo3 

Imo. 
3  mos. 
6moB. 

2  593  000 
2G62  000 

3  671000 
3  646  000 

1869  000 
2  438  000 

2  976  000 

3  608  000 

1376  000 
1642  000 
IS20  000 

2  054  000 

2  445  000 

3  170  000 
3  567  000 

1530  000 
2  136  000 

2  6.56  000 

3  503  000 

i*384  666 
1  522  000 

1351000 

1  462  000 

2  158  000 
2  582  000 

i '219  666 

1805000 
1868  000 

1730 
2  567 
2  975 

1511 

2  360 

2  741 

3  068 

1  146 

1359 
1  592 

412.  OoiT  or  OoRaBBTB.    The  cost  of  concrete  depends  upon  the 
following:    (1)  the  unit  cost  of  the  materiafs;    (2)  the  proportions; 
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(3)  the  character  of  the  work — whether  foundation  work,  mass 
concrete   above   ground,    or   reinforced-concrete   building   work; — 

(4)  the  magnitude  of  the  job;  (5)  the  cost  of  labor  per  hour;  (6)  the 
houre  <vorked  per  day;  (7)  the  character  of  the  labor;  (8)  the  space 
available  for  the  storage  and  the  handling  of  the  materials;  (9)  the 
time  of  the  year;  (10)  the  probable  weather  conditions;  (11)  the 
amount  of  time  allowed  for  doing  the  work,  etc.  In  making  an 
estimate  of  the  probable  cost  of  any  proposed  work,  each  of  these 
items  must  be  carefully  studied;  and  in  using  published  data  on 
cost  of  concrete,  attention  should*  be  given  to  the  conditions  under 
which  the  work  was  done. 

413.  OoBt  of  Materials.  The  cost  of  concrete  depends  much 
more  upon  the  character  of  the  jLJonstruction  and  the  conditions 
under  which  the  work  is  done  than  upon  the  first  cost  of  the  materials. 

414.  The  Cement.  The  price  of  cement  (§  127-29)  varies  with 
the  conditicms  of  the  market  and  with  the  locality,  and  hence  it  is 
wise  to  consult  the  dealers  before  making  an  estimate.  Further, 
freight  is  a  considerable  part  of  the  delivered  price,  and  henge  quota- 
tions should  be  secured  f.o.b.  the  point  of  deliver}\  The  cost  of 
wagon  haul  will  usually  var}^  from  15  to  20  cents  per  ton-mile  de- 
pending upon  the  locality,  the  season,  and  the  character  of  the  roads; 
and  assuming  for  this  purpose  that  a  barrel  of  portland  cement  weighs 
400  pounds,  the  wagon  haul  will  var}*-  from  3  to"4  cents  per  barrel  per 
mile. 

The  amount  of  cement  required  for  a  cubic  yard  of  concrete 
can  be  obtained  from  Table  28,  page  158,  and  hence  the  cost  delivered 
at  the  work  can  easily  l)e  computed. 

416.  The  Sand.  The  cost  of  sand  varies  greatly  with  the  locality, 
since  in  some  places  sand  may  be  found  comparatively  near  the  work, 
while  in  others  it  must  be  transported  a  long  distance  (see  §  203). 
If  the  sand  is  found  near  the  work,  the  cost  of  haul  will  be  the  cost 
of  loading,  which  for  large  jobs  is  about  one  hour's  labor  per  cubic 
yard  and  for  small  jol)s  about  1  \  hours  per  cubic  yard,  plus  the  co.^^t 
of  transportation,  which  is  about  1  cent  per  100  feet  of  distance. 
If  the  sand  is  hauled  a  few  miles  instead  of  a  few  hundred  feet,  the 
cost  of  loading  is  relatively  small  and  may  be  included  in  the  cost  r{ 
hauling,  which  is  from  15  to  20  cents  per  ton-mile.  The  cost  of 
haul  j)er  unit  of  distance  is  more  for  short  distances  than  for  Ion;: 
ones  because  of  the  proportionally  greater  loss  of  time  on  account 
of  the  detention  of  the  wagon  or  cart  at  the  pit.  For  distances 
under  250  to  300  feet,  sand  can  be  hauled  in  wheelbarrows  more 
economically  tlian  in  cart:'  or  wagons.  In  computing  the  cost  of 
wagon  haul,  we  may  assume  sand  to  weigh  H  tons  per  cubic  yard; 
and  hence  the  wagon  haul  will  cost  from  22  to  30  cents  per  cubic  yard 
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per  mile.    Table  28,  page  158,  gives  the  amount  of  sand  required  per 
cubic  yard  of  concrete. 

416.  The  Aggregate,  If  the  aggregate  is  gravel,  the  data  in  the 
preceding  section  are  applicable  also  in  this  case.  Broken  stone  is 
bought  by  the  ton  or  by  the  cubic  yard,  and  for  this  purpose  a  yard 
of  stone  may  be  assumed  to  weigh  1^  tons.  For  data  on  the  price 
of  crushed  stone,  see  §  218. 

417.  Cost  of  Forms.  Under  this  head  will  be  included  only  the 
cost  of  forms  for  mass  concrete,  no  reference  being  made  to  the  forms 
employed  in  reinforced-concrete  buildings,  since  that  subject  is  too 
complicated  to  be  treated  in  the  space  here  available.  For  a  little 
data  on  the  cost  of  forms  for  reinforced-concrete  buildings,  see  the 
left-hand  side  of  Table  46,  page  258. 

The  cost  of  the  forms  of  mass  concrete  is  materially  affected  by 
nearly  all  the  items  affecting  the  cost  of  the  concrete  (see  §  412), 
and  in  addition  the  cost  of  the  forms  depends  also  upon  the  following: 
(1)  the  outlines  of  the  structure,  which  govern  the  amount  of  labor 
required  in  erecting  and  removing  the  forms  and  the  loss  in  cutting 
the  lumber;  (2)  the  consistency  of  the  concrete,  which  determines 
the  length  of  time  the  forms  must  remain  in  place  and  hence  governs 
the  amount  of  lumber  required  for  any  particular  job;  (3)  the  de- 
tails of  the  design  of  the  forms — whether  the  facing  planks  have 
square  edges,  beveled  edges,  or  are  tongued  and  grooved,  or  whether 
the  forms  are  sectional  or  not,  etc.;  (4)  the  composition  of  the  form- 
building  gang — whether  all  are  high-priced  and  expert  carpenters 
or  low-priced  unskilled  laborers,  or  whether  there  is  an  economic 
proportion  of  each;  (5)  the  care  employed  in  taking  down  the  forms; 
(6)  the  number  of  times  the  lumber  may  be  used;  and  (7)  the  surface 
finish  required  on  the  completed  concrete.  The  forms  sometimes 
support  the  runway  used  in  delivering  the  concrete,  in  which  case 
part  of  the  cost  of  the  forms  is  strictly  not  chargeable  to  form-work 
proper. 

•  The  cost  of  forms  is  usually  given  per  cubic  yard  of  concrete, 
but  this  form  of  statement  does  not  discriminate  between  thin  and 
thick  masses,  nor  between  structures  having  a  regular  or  irregular 
contour.  It  would  be  of  advantage  to  all  concerned,  if  the  cost  of 
materials  and  of  labor  for  forms  were  each  stated  in  three  ways,  viz.: 
(1)  per  cubic  yard  of  concrete;  (2)  per  square  yard  of  finished  sur- 
face; and  (3)  per  thousand  feet  of  lumber  used.  Unfortunately, 
the  records  of  the  cost  of  work  are  seldom  kept  in  this  form,  and  the 
published  data  seldom  give  any  detailed  information  as  to  the  cost 
of  the  forms. 

There  is  greater  diversity  in  the  cost  of  the  forms  than  in  any 
other  element  of  the  cost  of  concrete.     In  eighteen  cases  of  culverts, 
14 
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bridge  abutments,  retaining  walls,  arches,  canal  locks,  and  reservoirs, 
the  cost  of  lumber  ranged  from  $16  to  $20  per  thousand  feet.  The 
amount  of  lumber  varied  from  6  to  70  feet  per  yard  of  concrete,  usu- 
ally from  12  to  25;  and  the  cost  of  lumber  ran  from  9  to  88  cents  per 
cubic  yard  of  concrete,  in  most  cases  from  25  to  55.  The  cost  of 
labor  varied  from  $7  to  $10  per  thousand  feet  of  lumber;  and  from 
28  cents  to  $1.10  per  cubic  yard  of  concrete,  without  any  uniformity 
about  any  intermediate  values.  In  the  eighteen  cases  the  total 
cost  of  forms  ranged  from  32  cents  to  $1.95  pet  cubic  yard,  six  being 
below  75  cents,  six  between  75  cents  and  $1.00,  and  six  between 
$1.00  and  $1.95. 

In  making  estimates  for  bridge  and  culvert  construction  on  a 
prominent  western  railway  system,  the  cost  of  forms  is  taken  at 
35  to  85  cents  per  cubic  yard,  depending  upon  the  cost  of  lumber 
and  the  contour  of  the  structure. 

418.  Ck>Bt  of  Hand  Mixing.  The  cost  of  labor  in  mixing  concrete 
by  hand  and  putting  the  same  into  place,  exclusive  of  the  cost  of 
forms  and  of  finishing  the  surface  of  the  concrete,  may  be  divided 
as  follows:  (1)  loading  the  cement,  sand,  and  stone  into  the  wheel- 
barrows, buckets,  or  cars  employed  to  transport  the  materials  from 
the  stock  piles  to  the  mixing  board;  (2)  transporting  and  dumping 
the  materials;    (3)  mixing  the  materials;    (4)  loading  the  concrete; 

Cost  of   Labor  in   Mixing   and   Placing   Concrete   by   Hand. 

1.  Loading  sand,  stone,  and  cement $0. 17 

2.  Wheeling  60  ft.  in  barrows  (4  cents  +  1  cent  for  each  30  ft.)    .  .06 

3.  Mixing,  6  turns  at  5  cents  each .30 

4.  Loading  concrete  into  barrows .12 

5.  Wheeling  30  ft.  (4  cents+ 1  cent  for  each  30  ft.) 05 

6.  Dumping  barrows  (1  man  helping  the  barrow-man) .05 

7.  Spreading  and  hea\'y  ramming .15 

Total  cost  of  productive  labor     $0.90 

Foreman  at  $2.70  a  day .10 

Total  cost  of  labor  exclusive  of  forms  and  finishing  surface    $1 .  00 

(5)  transporting  the  concrete  to  place;  (6)  dumping;  (7)  spreading 
and  ramming;  (S)  superintendence;  (9)  finishing  the  surface;  and 
(10)  general  expense,  including  building  cement  house,  sand  bin, 
runways,  etc.,  and  interest,  depreciation,  etc.  Gillette's  Handbook 
of  Cost  Data,  pages  2G0-S0.  analyzes  each  of  the  first  seven  items 
above,   and  presents  the   above  summary,   '' under  the  assuniption 
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that  the  concrete  is  to  be  put  into  a  deep  foundation  requiring 
wheeling  a  distance  of  30  ft.,  that  the  stock  piles  are  on  plank  60  ft. 
distant  from  the  mixing  board,  that  the  specifications  call  for  6  turns 
of  gravel  concrete  thoroughly  rammed  in  6-in.  layers,  and  that  a 
gang  of  sixteen  men  at  $1.50  a  day  each  is  to  work  under  a  foreman 
receiving  $2.70  a  day." 

*'To  estimate  the  daily  output  of  this  gang  of  laborers,  divide 
the  daily  wages  of  the  16  men,  expressed  in  cents,  by  the  labor  cost 
of  the  concrete  in  cents,  and  the  quotient  will  be  the  cubic  yards  of 
output  of  the  gang." 

*'In  street-paving  work  where  no  man  is  needed  to  help  dump 
the  wheelbarrows,  and  where  it  is  usually  possible  to  shovel  concrete 
direct  from  the  mixing  board  into  place,  and  where  half  as  much 
ramming  as  above  assumed  is  usually  satisfactory,  we  see  that 
items  4  to  7,  instead  of  amounting  to  37  cts.,,are  only  one  half  of  the 
last  item,  viz.,  7i  cts.  This  makes  the  total  cost  of  labor  only  60 
cts.,  instead  of  90  cts.  If  we  divide  2,400  cents  (the  total  day's 
wages  of  16  men)  by  60  cents  (the  labor  cost  per  cu.  yd.),  we  have 
40,  which  is  the  cubic  yards  of  output  of  the  16  men.  This  greater 
output  of  the  16  men  reduces  the  cost  of  superintendence  to  7  cts. 
per  cu.  yd." 

The  above  examples  are  fairly  representative  of  well  organized 
work,  but  if  the  superintendence  is  inefficient  the  cost  of  labor  may 
easily  be  25  per  cent  more;  and  if  the  job  is  large,  or  if  the  men  have 
long  been  in  the  gang,  the  above  cost  may  be  reduced  a  little. 

In  making  estimates  on  a  prominent  western  railroad  system  the 
cost  of  labor  in  mixing  and  placing  concrete  in  bridge  and  culvert 
construction  is  taken  at  90  per  cent  of  the  price  paid  per  day  for 
common  labor.  This  includes  the  cost  of  unloading  all  concrete 
material  and  tools,  building  concrete-mixing  platforms  and  run- 
ways, mixing  by  hand  and  placing;  but  does  not  include  the  cost 
of  excavating,  the  cost  of  forms  or  of  train  service. 

419.  OoBt  of  Machine  Mixing.  When  concrete  is  mixed  by 
machinery,  the  Ingredients  and  the  concrete  are  sometimes  handled 
l)y  hand  and  sometimes  the  materials  are  fed  into  the  mixer  by 
machinery  and  the  concrete  is  transported  in  buckets  or  cars  moved 
by  power.  In  the  first  case,  the  only  economy  of  machine  mixing 
over  hand  mixing  is  in  the  reduction  of  the  cost  of  the  mixing;  but 
in  the  second  case,  nearly  every  item  is  materially  reduced.  The 
cost  of  machine  mixing  will  depend  upon  the  size  of  the  mixer;  but 
under  ordinary  circumstances  the  cost  of  mixing  with  hand  feeding 
and  bearing  away  will  be  about  10  cents  per  cubic  yard;  while  with 
gravity  feed  from  bins  and  power  transportation  the  cost  of  mixing, 
exclusive  of  interest,  depreciation,  and  cost  of  setting  up  and  taking 
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down  the  machine,  may  be  as  low  as  3  cents  per  cubic  yard,  and  a 
cost  of  2  cents  has  been  claimed.*  With  the  price  of  labor  stated 
in  §  418,  machine  mixing  with  manual  attendance  will  save  about 
20  cents  per  cubic  yard;  but  ordinarily  the  men  who  do  the  mixing 
will  receive  more  than  the  minimum  wages,  and  hence  the  diflFerence 
between  hand  and  machine  mixing  will  usually  be  greater  than  20 
cents  per  cuV)ic  yard;  and  if  the  price  of  labor  is  more  than  in  §  418, 
the  saving  will  be  still  greater.  In  Chicago  the  cost  of  machine 
mixing,  under  four  different  foremen  on  five  or  six  jobs  each  of  200 
to  500  cubic  yards  each,  ranged  from  28.5  to  38.5  cents  per  cu.  yd., 
the  average  being  33.9;  and  for  hand  mixing  under  four  foremen 
on  several  jobs,  the  range  was  from  49.0  to  58.3  cents  per  cu.  yd., 
the  average  being  53.0. f 

420.  Examples  of  Cost.  A  few  examples  showing  the  cost  of 
concrete  in  massive  construction  immediately  follows;  and  for 
additional  data,  consult  the  index  under  the  title  of  the  particular 
structure,  as  Abutment,  Arch,  Jkiilding,  Culvert,  Pier,  Retaining 
Wall,  etc.,  or  the  heading:   Concrete,  Cost  of. 

421.  Foundation  for  Sea-WalL  The  following  is  the  analysis 
of  the  composition  and  cost  of  the  concrete  employed  for  the  founda- 
tions of  the  sea-wall  at  Lovell's  Island,  Boston  Harbor:  J 

Cement 0.83  bbl.  @  $1.54=11.26 

Sand 0.25  cu.  yd.     @       .70=      .17 

Gravel 0.90  cu.  yd.     @       .27-      .24 

Total  materials 1 .27  cu.  yd. 


Labor,  mixing  mortar 0.06  days 

Labor,  mixing  concrete 0.11  days 

Labor,  tninsporting  concrete 0.06  days 

Labor,  ranmiing  concrete 0 .  03  days 

Total  labor 0.26  days 


$1.67 

@ 
@ 
@ 
@ 

1.20=  0.08 
1.20=      .13 
1.20=      .08 
1.20=      .04 

.33 

.• 11 

Tools,  implements,  etc 

Total  cost  1  cu.  yd.  of  concrete  ?n  jilace $2.11  • 

The  proportions  for  this  concrete  were  1  cement,  3  sand,  and  4  gravel. 
It  was  unusually  cheap,  owing  j)artly  to  the  use  of  pebbles  instead 
of  broken  stone.     If  the  broken  stone  had  been  used,  it  would  have 

*  Kor  ail  illustrated  do.'4crii)tion  of  representative  concrete  power-mixing  and 
luindliiiK  plants  with  records  of  their  cost  of  operation,  see  Engineering-Contrcuiingf 
vol.  xxvii.  p.  Uifi-CS    -April  17.  1907. 

■f  Ktifjinccrinff-Contracling,  vol.  xxix,  ]>.  221. 

X  Compiled  fnuu  (Jillinore's  Limes,  Hydraulic  Cements  and  Mortars,  p.  247. 
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cost  probably  4  to  6  times  as  much  as  the  gravel.  The  amount  of 
labor  required  was  also  unusually  small,  this  item  often  being  2 
to  2^  times  as  much  as  in  this  case. 

422.  Foundation  for  BlaM  Furnace.  The  following  is  the  analysis* 
of  the  cost  of  nearly  10,000  yards  of  concrete  as  laid  for  the  founda- 
tions of  a  blast  furnace  plant  near  Troy,  N.  Y.  The  concrete  con- 
sisted of  1  volume  of  packed  cement  to  7  of  sand,  gravel,  and  broken 
stone.  The  concrete  was  carried  from  15  feet  below  the  surface  to 
13  feet  above  the  surface.  No  forms  were  used.  The  labor  was 
performed  by  men  who  had  worked  about  the  blast  furnace  and  who 
expected  that  kind  of  work  again  as  soon  as  the  repairs  were  com- 
pleted; and  the  price  per  day  paid  for  the  labor  in  mixing  and 
placing  the  concrete  was  unusually  small,  but  the  time  per  cubic 
yard  was  proportionally  larger  than  usual — compare  this  example 
with  that  in  §  421  and  §  423. 

Cement,  1.23  bbl 0.18  cu.  yd.  @  $1.00  =  $1.23 

Sand 0.10      "  @     0.30=      .03 

Gravel 0.36      "  @     0.30=      .11 

Brokenstone 0.74      "  @     1.41=1.04 

Total  materials 1 .  :^      " 

Labor,   handling  cement 0 .  02  day 

"         unloading  stone 0. 14    ** 

mixing 0.85    " 

"        superintendence 0.01    *' 


=$2.41 

@ 

@ 
@ 
@ 

1.00=      .02 
1.00=      .14 
1.00=      .85 
9.61=      .10 

=$1.11 

. 

Totallabor 1.02    " 

Total  cost  of  yard  of  concrete  in  place =  $3 .  52 

423.  Retaining  Wall.  The  following  is  the  cost  of  constructing 
the  concrete  retaining  wall  on  the  Chicago  Sanitary  Canal. f  The 
average  height  of  the  wall  was  10  ft.  in  Sec.  14,  and  22  ft.  in  Sec.  15. 
The  thickness  on  top  wjis  6  ft.,  and  at  the  bottom  it  was  equal  to 
half  the  height.  The  stone  was  taken  from  the  adjacent  canal 
excavation.  The  body  of  the  wall  was  made  with  natural  cement, 
but  the  coping  and  facing,  each  3  inches  thick,  were  made  with 
Portland  cement.  The  proportions  were  1  volume  of  cement,  lA 
volumes  of  sand,  and  4  volumes  of  unscreened  limestone.  The 
cost  of  plant  employed  in  Sec.  14  was  $9,600,  and  in  Sec.  15  was 
$25,420.  The  contract  price  for  the  concrete  in  Sec.  14  was  $2.74, 
and  in  Sec.  15  $3.40  per  cu.  yd. 

*  Trans.  Am.  Soc.  of  C.  E.,  vol.  xv,  p.  875. 

t  Jour.  West.  Soe.  of  Eng'rs,  vol.  iii,  p.  1310-32. 
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Items  op  Expense. 


Cost  per  Cubic  Yard. 
Sec.   14         Sec.   15 


Labor,   general .... 
"         on  the  wall 


it 
It 
It 
tt 


mixing  concrete 

placing  and  removing  forms 

transporting  materials 

quarrying  stone 

crushing  stone 


Total  for  labor. 


Material,  cement,  natural         @  $0.65  per  bbl. 

Portland         @  $2.25  "     '* 
sand @  $1 .  35  per  cu.  yd. 

Total  for  materiaU 


Machinery,  cost  of  operating 
Total  cost  p^  cu,  yd. 


$0,078 

$0,082 

.108 

.116 

.121 

.250 

.150 

.142 

.142 

.081 

.303 

.275 

.073 

.128 

$0,975 

$1,074 

0.863 

0.930 

.305 

.180 

.465 

.476 

$1,633 

$1,586 

.407 

.567 

$3,015         $3,227 


424.  Arch  Culverts.  Table  42  shows  the  cost  of  concrete  in 
five  arch  culverts  built  under  a  railroad  trestle  by  negro  labor.* 
The    proportions    of    the    concrete    were    1:3:6.      The    mixing 

TABLE  42. 
Cost  of  Concrete  in  Arch  Culverts. 


Span  of  Arch. 

lO-ft. 

12-ft. 

12-ft. 

12-ft. 

16-ft. 

Concrete  in  Each. 

354  cu.  yd. 

292  cu.  yd. 

406  cu.  yd. 

1217  cu.  yd. 

986  cu.  yd. 

Materials: 
Cement,  per  cu.  yd. 
Sand,       ''     "     " 
Stone,      '*     "     '' 
Lumber,"     "     '* 

$2.26 
.18 
.47 
.47 

$1.82 
.18 
.53 
.43 

$2.10 
.19 
.46 
.30 

$1.85 
.14 
.34 
.30 

$2.02 
.14 
.58 
.55 

Total,    "     "     " 

$3 .  38 

$2.90 

$3 .  05 

$2.63 

$3.29 

Labor: 

Unloading  material 

Building  forms  .  .  . 

Mixing  and  placing 

concrete 

.18 
.01 

1.09 

.18 
.47 

1 .  35 

.16 
.73 

1.22 

.11 
.55 

.42 

1.26 

Total    

$2 .  48 

S2 .  00 

$2.11 

$1.08 

$1.67 

Grand  total 

$5.86 

$4.96 

$5.16 

$3.71 

$4.96 

*  Trans.  Eng'g  Assoc,  of  the  South,  vol.  xvii,  p.  32-39. 
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and  placing  were  done  by  hand,  except  that  in  the  last  12-foot  culvert 
the  mixing  was  done  with  a  machine. 

425.  Cost  of  Mixing  and  Placing.  Table  43  gives  the  details 
of  the  cost  per  cubic  yard  of  the  labor  required  in  mixing  and 
laying  concrete  for  the  Buffalo,  N.  Y.,  breakwater.*  The  total 
amount  of  concrete  laid  was  14,587  cu.  yd.  The  conditions  under 
which  the  work  was  done  varied  considerably  from  year  to  year, 
which  accounts  for  the  difference  in  the  cost.  The  work  summa- 
rized in  Table  43  was  done  by  day's  work,  and  is  unusually  high;  but 
in  1902  under  a  contractor  most  of  the  work  of  transporting  and 
mixing  was  done  by  machinery,  when  the  cost  of  mixing  and  placing 
was  reduced  to  45  cents  per  cubic  yard  exclusive  of  fuel,  forms,  and 
plant  rental,  t  The  latter  is  about  the  usual  cost  when  most  of  the 
work  is  done  by  machinery. 

TABLE  43. 
Cost  of  Mixing  and  Laying  Concrete. 


Ret. 
No. 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 


Items  or  Expense. 


Transporting  cement  from  store-house 

Measuring  cement 

Mixing  cement  paste 

Measuring  sand  and  pebbles 

Measuring  broken  stone 

Mixing  concrete 

Transporting  concrete 

Spreading  and  ramming  concrete.  . . . 

Placing  forms 

Building  temporary  railway 

Total  per  cu.  yd 


Concrete  Mixed  by 


Hand. 


1888 


$0. 


078 

212 

172 
070 
557 
,185 
.270 
.240 


$1 . 790 


MachiDery. 


1887 


$0,128 
.26 
.186 
.285 
.198 
.152 
.445 
.502 
.176 


$2,098 


1889 


$0,098 
.024 
.084 
.116 
.101 
.103 
.166 
.392 
.263 
.181 


$1,528 


426.  Labor  to  Mix  and  Lay.  Table  44,  page  216,  gives  the  details 
of  the  labor  required  in  mixing  and  laying  concrete  in  the  construc- 
tion of  the  Boyd's  Corner  dam  in  New  York  and  a  reservoir  in  St. 
Louis,  Mo.t 

427.  Eeonomic  Ooncrete.  Sometimes  there  is  a  question  as  to 
the  relative  economy  of  concrete  made  with  natural  cement  and  with 

♦  Report  of  Chief  of  Engineers,  U.  S.  A.,  for  1890,  p.  2808-35. 
t  Engineering  News,  vol.  1,  p.  312-13. 
X  Trans.  Amer.  Soc.  C.  E.,  vol.  iii,  p.  360. 
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Portland,  although  owing  to  the  great  decrease  in  the  prce  of  portland 
cement  in  the  past  few  years,  portland-cement  concrete  is  usually 
the  more  economical.  However,  if  such  an  investigation  is  to  be 
made,  proceed  as  follows:  The  crushing  strength  of  both  natural- 
cement  and  portland-cement  concrete  is  given  in  Table  29,  page  195, 
with  both  broken  stone  and  gravel.  A  study  of  these  results  shows 
that  the  relative  strength  of  natural  and  portland  concrete  is  different 
at  different  ages.  For  example,  taking  averages  for  10  days,  the 
Portland  concrete  was  6  times  as  strong  as  the  natural  concrete; 
while  at  a  year  the  portland  concrete  was  only  3  times  as  strong  as 
the  natural  concrete.     At  45  days  and  also  at  6  months,  the  portland 

TABLE  44. 
Labor  Required  in  Mixing  and  Laying  Concrete. 


Kind  of  Labor. 


Mixers  —  hand  work, 
days    

Derrick  and  car  men, 
days   

Engine,  hours   

Handling  sand,  days    . 

Handling  stone,  days   . 

Carts,  days 

Ramming,  days 


Labor  per  Cubic  Yard. 


New  York  Storage  Reservoir. 


Mixed  on  level 
and  wheeled  in. 


From  27 

to  10  feet 

below 

surface. 


0.223 


i 


0.101 

0.065 
0.125 


From  10 
below  to 
6  above 
surface. 


0.227 


0.114 

0.076 
0.078 


Hoisted  by 

steam  and  run 

on  cars. 


From  6 

to  28 

feet 

above 

surface. 


0.145 

0.088 
0.152 
0.065 
0.127 
0.046 
0.071 


From 

28  to  45 

feet 

above 

surface. 


0.121 

0.070 
0.108 
0.071 
0.098 
0.035 
0.073 


St.  Louib  Reservoir. 


AU  work  on  level 
— ^wheeled  in. 


0.603 


0.183 

0.088 
0.125 


0.537 


0.134 

0.057 
0.107 


0.399 


! 


0.250 

0.068 
0.128 


concrete  was  4  times  stronger  than  the  natural  concrete;  and  at  3 
months  5  times  as  strong.  Taking  averages  for  like  dates  and  com- 
positions, the  portland-cement  concrete  was  3.7  times  as  strong  as 
natural-cement  concrete.  Table  28,  page  158,  may  be  employed  to 
find  the  ingredients  per  cubic  yard  for  natural  cement  as  well  as  for 
Portland;  and  hence  the  cost  of  materials  for  each  may  be  easily 
computed.  If  the  cost  of  a  cubic  yard  of  portland-cement  concrete 
is  more  than  8.7  times  that  of  a  cubic  yard  of  natural-cement  concrete, 
then  the  latter  is  on  the  average  the  more  economical;  but  if  the 
portland-cement  concrete  costs  less  than  3.7  times  that  of  the  nat- 
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ural-cement  concrete,  then  the  former  is  on  the  average  the  more 
economical. 

However,  uniformity  of  product  is  more  important  than  average 
strength,  and  for  this  reason  alone  portland  cement  is  usually  pre- 
ferred to  natural.  Of  course  the  relative  cost  will  vary  with  the 
condition  of  the  cement  market  and  with  the  locality. 

428.  Sometimes  a  similar  question  arises  as  to  the  relative 
economy  of  gravel  or  broken  stone  for  concrete.  The  relative 
strengths  of  gravel  and  broken-stone  concretes  are  stated  in  §  284. 
The  relative  economy  of  concrete  made  with  broken  stone  and 
gravel  will  vary  with  the  cost  of  each;  but  as  a  rule,  when  gravel 
costs  less  than  80  per  cent  of  that  of  broken  stone,  gravel  is  more 
economical.  However,  some  engineers  prefer  broken  stone  to 
gravel,  because  of  the  danger  that  the  latter  n^ay  be  unduly  dirty — 
see  §  286. 

429.  The  following  example,  from  actual  practice,  illustrates 
the  possibilities  in  the  way  of  combinations  between  portland  and 
natural  cements,  and  gravel  and  broken  stone.  The  specifications 
called  for  a  concrete  composed  of  1  volume  of  natural  cement,  2 
volumes  of  sand,  and  4  volumes  of  broken  stone.  The  contractor 
found  that  at  current  prices  a  concrete  composed  of  1  volume  of 
Portland  cement  and  9  volumes  of  gravel  would  cost  about  the  same 
as  the  concrete  specified.  A  test  of  the  strength  of  the  two  con- 
cretes showed  that  at  a  week  the  portland-gravel  concrete  was  1.52 
times  as  strong  as  the  natural-cement  and  broken-stone  concrete; 
and  at  a  month  1.59  times  as  strong.  Therefore  the  portland-gravel 
concrete  was  the  more  economical,  and  was  used. 


CHAPTER  VIII 
REINFORCED  CONCRETE 

431.  Definition.  Reinforced  concrete  is  usually,  though  some- 
what inaccurately,  defined  as  a  combination  of  steel  and  concrete 
in  which  the  steel  takes  the  tension  and  the  concrete  the  compression. 
For  example,  if  one  or  more  steel  rods  be  imbedded  near  the  tension 
side  of  a  concrete  beam,  the  steel  will  resist  the  tension  and  the 
concrete  the  compre^ion.  Concrete  is  stronger  in  compression  than 
in  tension,  while  steel  is  stronger  in  tension;  and  hence  in  the  above 
combination  each  material  is  serving  the  purpose  for  which  it  is  best 
adapted. 

The  preceding  definition  of  reinforced  concrete  is  defective  since 
the  steel  is  sometimes  employed  to  resist  shear,  as  at  the  ends  of 
short  or  heavily  loaded  beams,  and  is  also  sometimes  employed  to 
take  direct  compression,  as  in  columns.  Furthermore,  steel  is 
sometimes  embedded  in  concrete  to  prevent  contraction  cracks  due 
to  changes  of  temperature.  Therefore,  it  is  more  exact  to  say  that 
reinforced  concrete  is  concrete  having  metal  embedded  in  it  so  that 
the  two  materials  assist  each  other  in  supporting  the  stresses  imposed 
upon  the  structure. 

The  term  reinforced  concrete  does  not  include  those  combinations 
of  steel  and  concrete  in  which  the  steel  is  designed  to  carry  all  of  the 
load,  as,  for  example,  a  steel  column  encased  in  concrete.  In  such 
combinations  the  concrete  is  intended  only  to  protect  the  steel  from 
corrosion  and  fire,  the  steel  being  designed  to  support  the  concrete 
as  well  as  the  other  loads;  but  in  reinforced  concrete  the  proportions 
and  positions  of  the  steel  and  the  concrete  are  designed  to  distribute 
the  loads  between  the  two  materials. 

432.  Formerly  there  was  a  great  diversity  of  names  applied  to 
this  combination  of  steel  and  concrete,  among  them  being  steel-con- 
crete, armored  concrete,  and  concrete-steel ;  but  in  the  last  few  years 
the  term  reinforced  concrete  has  been  almost  universally  adopted. 

433.  History.  Apparently  the  first  use  of  reinforced  concrete 
was  in  a  row-boat  built  by  J.  L.  Lambert  in  France  in  1850.  This 
boat  was  exhibited  at  the  Paris  Exposition  in  1855,  and  in  1902  was 
still  in  good  condition  and  in  use.  In  1865,  Jean  Monier,  a  French- 
man, made  liir^e  concrete  /^ower-pots  which  were  strengthened  by  an 
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eml^ded  wire  net:  and  in  1S(>7  he  tix>k  out  a  patent  for  reinforced 
roncrete  flower-pots.  pi|x*s.  tanks,  etc.  Later  lie  tix^k  out  patents 
for  the  use  of  reinforreil  iimrrete  in  hridjje  construction:  and  in  1875 
buih  a  reinforceil  concrete  arch-briil»re,  pn>hal>Iy  tlie  first  in  the  world. 
Monier  is  frequently  referred  to  as  the  father  of  reinfon*eil  concrete 
construction.  However,  reinforceil  concrete  construction  had  made 
but  little  progress  in  Europe  before  18S7.  but  after  this  date  it  made 
rapid  progress — at  first  chiefly  through  the  efforts  of  Hennebique. 

In  1875,  W.  A.  Ward  built  a  dwelling  at  Port  Chester.  X.  Y.,  in 
which  the  walls,  floors,  and  roof  were  made  of  reinforced  concrete. 
This  building  was'in  perfect  condition  in  1905.  However,  rein- 
forced concrete  construction  made  practically  no  progress  in  America 
imtil  1885-90  when  Ransome  built  a  reinforced  concrete  arch-bridge 
and  several  notable  reinforced  concrete  buildings  in  and  near  San 
Francisco.  Reinforced  concrete  construction  was  not  extensivelv 
used  in  America  before  1900. 

434.  Since  the  uses  described  above,  manv  svstems  of  reinforce- 
ment  have  been  proposed  and  many  patents  have  been  granted; 
and  reinforced  concrete  has  come  into  extensive  use  in  all  kinds  of 
engineering  and  architectural  construction.  Reinforced  concrete 
has  \ieen  more  extensively  used  in  Europe  than  in  America,  chiefly 
liecause  during  the  last  three  decades  of  the  last  century  the  price 
of  cement  was  much  more  favorable  to  the  development  of  concrete 
construction  in  Europe  than  in  America;  but  the  recent  develop- 
ment of  the  port  land-cement  industry  in  America  has  greatly  stimu- 
lated the  use  of  concrete,  and  in  the  last  few  years  reinforced  con- 
crete has  been  extensively  used  in  America.  The  use  of  reinforced 
concrete  is  the  most  important  step  in  structural  engineering  since 
the  introduction  of  steel  for  building  purposes. 

436.  Portland  vs.  Natural  OJbbient.  .  In  some  localities  it  is 
sometimes  economical  to  use  natural  cement  in  some  forms  of  massive 
concrete  construction;  but  for  somewhat  obvious  reasons  it  is  not 
wise  to  attempt  reinforced  concrete  construction  with  natural 
cement.  Portland  cement  is  universally  used  in  reinforced  con- 
crete. 

436.  Advantages  of  Reinforced  Concrete.  Reinforced  con- 
crete has  a  number  of  strong  points  as  a  structural  material.  It  is  a 
combination  of  two  important  building  materials  in  which  each  is 
used  for  that  purpose  for  which  it  is  best  adapted.  Volume  for 
volume,  steel  costs  about  fifty  times  as  much  as  concrete,  and  for 
the  same  cross  section  steel  will  support  about  300  times  as  much  in 
tension  as  concrete  and  about  thirty  times  as  much  in  compression; 
and  hence  to  support  a  load  in  tension  by  concrete  will  cost  about 
six  times  as  much  as  with  steel,  but  to  support  a  load  in  compression 
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bv  concrete  will  cost  oiilv  about  six  tentlis  as  much  as  with  steel. 
Therefore,  in  reinforced  concrete  each  material  not  only  resists  the 
kind  of  stress  to  which  it  is  best  adapted,  but  the  principles  of  economic 
design  are  also  fulfilled. 

Reinforced  concrete  has  a  comparatively  high  degree  of  elasticity, 
so  that  it  can  be  deformed  considerably  without  serious  result — an 
important  property  for  a  structural  material. 

Reinforced  concrete  has  high  fire-resisting  qualities,  and  has  a 
less  first  cost  than  other  fire-proof  construction. 

Reinforced  concrete  is  a  form  of  masonry  which  has  as  much 
strength  in  tension  as  in  compression. 

437.  Objection  to  Reinforced  Concrete.  The  most  serious  ob- 
jection to  the  use  of  reinforced  concrete  relates  to  its  permanency. 
C'oncrete  is  w^eak  in  tension,  and  consequently  when  reinforced 
concrete  is  subjected  to  any  considerable  tension,  the  concrete  is 
likely  to  crack,  and  may  permit  the  entrance  of  water  or  acid  gases 
which  may  corrode  and  finally  destroy  the  steel.  It  is  certain  that 
steel  embedded  in  ordinary  concrete  not  subject  to  bending  stresses 
or  temperature  changes,  is  protected  reasonably  well,  if  not  per- 
fectly; but  this  does  not  prove  that  tensile  stresses  may  not  open 
cracks  wude  enough  for  the  penetration  of  w^ater  or  acid  gases. 
How^ever,  the  danger  is  not  very  great,  since  in  the  first  place  the 
cracks  are  exceedingly  small  and  hence  neither  water  nor  gases  in 
any  appreciable  quantities  is  likely  to  reach  the  steel;  and  in 
the  second  place,  even  if  the  crack  extends  to  or  past  the  reinforce- 
ment, the  steel  is  likely  to  be  protected  by  the  film  of  •ement 
w^hich  usually  covers  the  metal;  and  in  the  third  place,  any  acid 
gas  that  does  enter  the  cracks  is  likely  to  be  neutralized  by  the 
alkali  of  the  cement. 

Obviously  this  danger  is  much  greater  with  such  structures  as 
dams,  retaining  walls,  and  footings,  than  with  buildings  and  certain 
classes  of  bridges;  but  the  danger  of  the  deterioration  of  the  steel 
in  most  reinforced  concrete  structures  is  not  serious,  and  most 
engineers  believe  that  reinforced  concrete  in  at  least  most  positions 
will  be  indefinitely  preserved.  Notice  that  the  use  of  waterproof 
concrete  or  of  a  waterproof  coating  would  not  prevent  the  cracks, 
although  the  incorporation  in  the  concrete  of  a  water-repelling  com- 
pound (§  873-75)  might  prevent  the  penetration  of  water.  Of 
course  a  w^ater-tight  shield  (§  884)  would  keep  water  away  from  the 
steel. 

438.  The  quality  of  the  concrete  depends  upon  the  materials 
and  the  workmanship  employed  in  it,  but  these  are  matters  easily 
understood  and  easily  guarded  against.  However,  reinforced 
concrete  w^ork  requires  greater  care  than  mass  concrete  work,  since 
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the  chief  field  of  usefulness  of  reinforced  concrete  is  in  the  construc- 
tion of  comparatively  small  units,  such  as  beams,  floors  and  columns, 
where  a  single  batch  made  of  poor  materials  or  badly  mixed  might 
endanger  the  whole  structure. 

Formerly  there  was  much  discussion  as  to  the  correct  methods 
to  be  employed  in  computing  the  stresses  in  reinforced  concrete;  but 
within  the  past  few  years  experiments  have  established  the  prin- 
ciples involved,  and  now  the  strength  of  a  reinforced  concrete  struc- 
ture can  be  computed  about  -as  accurately  as  that  of  any  other 
similar  construction. 

439.  Olassifioation  of  Reinforced  Concrete  Structural 
Members.  Reinforced  concrete  structural  members  may  be  divided 
into  (1)  beams,  (2)  columns,  (3)  arches,  and  (4)  pipes.  Slabs,  such  as 
are  used  for  the  floors  of  buildings  and  of  some  bridges  and  for  roofs, 
are  simply  beams  of  relatively  small  depth  and  great  breadth. 
Although  concrete  arches  are  usually  only  curved  beams,  the  prin- 
ciples of  mechanics  and  of  construction  involved  are  so  different 
from  those  for  simple  beams  as  to  justify  the  classification  of  rein- 
forced concrete  arches  as  distinct  structural  members.  The  theory 
of  the  resistance  of  pipes,  whether  subject  to  internal  or  external 
pressure,  is  at  present  but  little  understood,  and  will  not  be  con- 
sidered in  this  volume. 

The  theory  of  reinforced  concrete  beams  and  columns  will  be 
discussed  in  the  next  two  articles  of  this  chapter;  and  concrete 
arches  will  be  discussed  in  Chapter  XXIII. 

Art.  1.    Reinforced  Concrete  Beams. 

440.  Theory  of  Flexure  of  Concrete  Beams.  The  theory  of 
flexure  for  a  homogeneous  material,  like  steel  or  wood,  is  based  upon  two 
fundamental  principles,  viz.:  (1)  a  plane  cross  section  of  an  unloaded 
beam  remains  a  plane  after  bending,  and  hence  the  unit  deformations 
of  the  fibers  at  any  section  of  a  beam  are  proportional  to  their  dis- 
tances from  the  neutral  surface;  and  (2)  the  stress  is  proportional 
to  the  strain  or  deformation,  and  hence  the  unit  stresses  in  the  fibers 
at  any  section  of  a  beam  are  proportional  to  their  distances  from  the 
neutral  surface. 

Fig.  22,  page  222,  represents  these  two  laws  as  applied  to  a  beam 
when  subject  to  a  vertical  load  acting  down  upon  it.  According  to 
the  first  law,  if  ab  represents  the  unit  shortening  at  the  top  face  of  the 
beam,  ef  will  be  the  deformation  at  a  distance  ac  below  the  upper 
surface;  and  similarly,  if  cd  represents  the  unit  extension  of  the 
lower  fiber,  gh  will  be  the  extension  of  a  fiber  at  a  distance  dh  above 
the  bottom.     According  to  the  second  law,  if  ab  represents  the  com- 
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pressive  stress  in  a  fiber  at  the  top  of  the  beam,  ej  will  be  the  com- 
pressive stress  on  a  fiber  at  a  distance  ae  below  the  top. 

441.  In  concrete  the  deformations  are  not  proportional  to  the 
stresses  producing  them,  and  (!onseqiiently  the  second  law  as  above 
is  not  applicable  to  concrete  beams.  Fig.  23  shows  the  character- 
istic relation  between  the  deformations  and  the  stresses  for  a  material 
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Fig.  22. — Stress-Deformation  Diagram  for  a  Homogeneous  BIaterial. 


in  which  the  deformations  are  not  proportional  to  the  stresses  pro- 
ducing them.  The  deformations  are  obtained  by  testing  specimens 
in  direct  compression  and  also  in  direct  tension.  Fig.  23  is  drawn 
by  plotting  unit  stresses  as  abscissas  and  unit  deformations  as 
ordinates. 

Fig.  24  shows  the  stress  diagram  corresponding  to  the  stress- 
deformation  curve  of  Fig.  23.  Fig.  24  is  constructed  as  follows: 
Since,  according  to  principle  1  above,  the  deformations  of  the 
fibers  are  proportional  to  the  distances  from  the  neutral  axis,  the 
distances  01,  02^  03 ^  and  OA  will  represent  to  some  scale  the  deforma- 
tions ;  and  if  the  unit  deformation 
'  ^o'V^'yf  ^f'-^astt-^  at  the  point  1  in  Fig.  24  is  repre- 
sented by  01,  the  corresponding 
stress  can  be  determined  from  the 
stress-deformation  diagram  in  Fig. 
23  by  using  the  .proper  scale. 
The  distance  la  in  Fig.  24  rep- 
resents the  stress  at  the  point  i, 
and  similarly  for  points  2,  3,  and  A. 
The  lower  branch  of  the  curve  is 
determined  in  a  similar  manner. 
Connecting  the  })oints  A'chaOB' 
gives  the  stress-defonnation  diagram  for  the  section  AB,  Notice 
that  the  stress-deformation  diagram  of  Fig.  24  is  really  only  the 
stress-d(»f()rmation  curve  of  Yv^.  23  drawn  to  a  new  scale. 

442.  Principles  of  Mechanics  Applicable  to  Concrete.  From 
the  mechanics  of  beams  we  have  the  three  following  principles: 
1.  The  total  compression,  C,  and  the  total  tension,  T,  of  the 
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Fig.  23.  — STUKSS-l)KFt)RMATION  I>I  V(;HAM 
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cross  section  are  proportional  to  the  areas  OAA'  and  OBB' ,  Fig.  24, 
respectively;  and  hence,  to  some  scale,  these  areas  represent  the 
total  compression  and  the  total  tension  acting  at  the  cross  section. 

2.  The  resultant  tension,  T,  and  the  resultant  compression,  C, 
act  through  the  centroids  of  the  compressive  and  tensile  areas  in  the 
8tre68  diagram. 


FiQ.  24. — Stbebs-Deformation  Diaobam  fob  a  Non-homooexeous  Beam. 
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3.  When  the  beam  is  subjected  to  pure  bending,  that  is,  when  all 
the  forces  acting  on  the  beam  are  at  right  angles  to  it,  the  resultant 
tension  is  equal  to  the  resultant  compression,  and  these  two  forces 
constitute  a  couple,  the  moment  of  which  is  the  resisting  moment  of 
the  beam. 

443.  Strength  of  Plain  Oonorete  Beam.  Fig.  25  shows  a 
characteristic  stress-deformation  diagram  for  concrete,  obtained  by 
testing  specimens  in  direct  tension 
and  in  direct  compression.  Notice  in 
Fig.  25  that  a  stress  equal  to  three 
fourths  of  the  compressive  strength 
of  the  concrete  gives  only  one  half 
as  much  deformation  as  at  failure,  and 
that  a  stress  equal  to  half  of  the  com- 
pressive strength  gives  only  three 
tenths  as  much  deformation  as  at 
failure. 

To  .show  the  relationship  of  Fig.  25 
and  the  principles  in  the  preceding 
section  to  the  strength  of  a  plain  con- 
crete beam,  suppose  that  a  beam  made 
of  the  same  concrete  as  that  from 
which  Fig.  25  was  deduced  is  loaded 
until  the  stress  in  the  lowest  fiber  at 
the  center  is  equal  to  BB'.  The  total  tensile  resistance  of  the  beam  is 
then  represented  by  the  area  OBB\  and  the  point  of  application  of  the 
resultant  tension  is  at  the  center  of  gravity  of  that  area.     The  total 
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compressive  resistance  must  be  equal  to  the  area  OBB\  and  Oaa' 
is  such  an  area  Hence  the  stress  diagram  for  the  ultimate  strength 
of  the  beam  is  a^OB\  and  aa'  is  the  compression  in  the  upper  fiber 
at  the  time  of  rupture  of  the  beam  on  the  tension  side.  Fig.  25 
shows  the  wastefulness  of  using  plain  concrete  as  a  beam,  for  the 
compression,,  aa^,  on  the  upper  fiber  when  the  beam  fails  on  the 
tension  side  is  only  about  one  tenth  of  AA'y  the  crushing  strength 
of  the  conjcrete.  The  area  OAA'  represents  the  compressive  strength 
of  the  concrete  that  is  available,  while  only  the  portion  Oaa'  is  used. 
The  purpose  of  adding  steel  reinforcement  is  to  make  available 
the  whole  of  the  compressive  resistance  of  the  concrete.  The  exact 
amount  of  steel  required  to  utilize  the  entire  compressive  strength  of 
the  concrete  depends  upon  the  elastic  properties  of  the  steel  and  of 
the  concrete,  but  steel  having  a  cross  sectional  area  equal  to  from  1 
to  2  per  cent  of  the  total  area  of  the  beam  will  develop  the  entire 
compressive  resistance  of  the  concrete. 

444.  Formulas  for  Bending  of  Reinforced  Concrete  Beams. 
Reasons  for  Differences.  Numerous  formulas  have  been  proposed  for 
the  strength  of  reinforced  concrete  beams;  but  they  may  be  grouped 
into  two  classes,  viz.:  (1)  emperical  formulas,  those  that  express  the 
results  of  experiments;  and  (2)  rational  formulas,  those  that  are 
based  upon  the  principles  of  mechanics  and  the  laws  of  the  strength 
of  materials  involved.     Only  the  latter  will  be  considered  here. 

The  numerous  rational  formulas  differ  among  themselves  for 
three  reasons,  viz.:  (1)  according  to  the  amount  of  the  tensile  re- 
sistance of  the  concrete  considered ;  (2)  according  to  the  distribution 
of  the  compressive  fiber  stresses  assumed;  and  (3)  according  to  the 
method  employed  of  applying  the  factor  of  safety. 

1.  When  the  load  is  first  applied  to  a  reinforced  concrete  beam, 
the  tensile  resistance  of  the  beam  is  the  sum  of  the  tension  in  the 
steel  and  that  in  the  concrete;  but  as  the  load  increases,  the  con- 
crete cracks  on  the  lower  side  of  the  beam,  and  thus  decreases  the 
amount  of  tension  taken  by  the  concrete.  When  the  beam  fails, 
these  cracks  extend  nearly  to  the  neutral  axis;  and  hence  the  un- 
broken tensile  area  is  quite  small,  and  as  it  is  quite  near  the 
neutral  axis  the  moment  of  its  resistance  is  practically  negligible. 
It  is  the  almost  universal  custom  to  neglect  in  formulas  for  practice, 
the  effect  of  the  tensile  resistance  of  the  concrete. 

2.  As  shown  in  Fig.  25,  the  stress-deformation  curve  for  concrete 
in  compression  is  nearly  a  straight  line  up  to  and  even  beyond 
ordinary  working  stresses,  and  the  most  common  working  formulas 
are  based  upon  a  straight-line  stress-deformation  relation.  In  ex- 
perimental work  it  is  usually  necessary  to  use  the  curved  stress- 
deformation  relation;   but  some  engineers  have  added  useless  com* 
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plication  by  taking  account  of  the  curvatui^of  the  stress-deformation 
diagram  in  deducing  working  formulas.  When  the  curvature  is 
taken  into  account,  th^  stress-deformation  curve  is  usually  assumed 
to  be  the  arc  of  a  parabola  with  its  vertex  at  A'  (Fig.  25)  or  above. 

3.  There  are  employed  two  methods  of  applying  the  factor  of 
safety.  One  is  to  apply  the  factor  to  the  ultimate  strength  of  the 
concrete  and  of  the  steel,  and  employ  the  safe  working  strength  in 
the  formula  for  the  safe  strength  of  the  beam;  and  the  other  method 
is  to  deduce  a  formula  for  the  ultimate  strength  of  the  beam,  and 
then  apply  a  factor  of  safety  to  this  result  to  determine  the  safe  load 
fot  the  beam.  The  second  method  was  formerly  the  more  common; 
but  the  first  is  the  more  simple  and  the  more  logical,  and  has  now 
become  the  more  common.  One  objection  to  the  use  of  formulas 
for  the  ultimate  strength  is  that  most  of  them  do  not  take  account 
of  the  curvature  of  the  stress-deformation  line;  and  the  few  that  do, 
thereby  add  complication  without  compensating  advantage. 
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Fig.  26. — Distribution  of  Fiber  Stress  in  Reinforced  Concrete  Beams. 


446.  Fig.  26  shows  the  distribution  of  fiber  stress  in  the  concrete, 
assumed  in  different  formulas  for  reinforced  concrete  beams.*  No. 
9  represents  the  distribution  usually  assumed  and  the  one  employed 
in  this  volume. 

446.  Formulas  for  Safe  Working  Strength.  We  are  now  prepared 
to  deduce  formulas  for  the  safe  working  strength  of  a  reinforced 
concrete  beam,  in  accordance  with  the  preceding  principles  and 
under  the  following  assumptions: 

1.  The  tensile  i*esistance  of  the  concrete  is  neglected. 

2.  The  stress  diagram  for  compression  is  a  straight  line  up  to  the 
safe  compressive  strength  of  the  concrete. 

*  The  first  nine  are  from  Turneaure  and  Maurer's  Principles  of  Reinforced  Con- 
crete Construction,  p.  53 
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3.  There  are  no  temperature  or  shrinkage  stresses  in  either  the 
steel  or  the  concrete. 

447.  The  following  nomenclature  will  be  uped:* 
/g  =  unit  fiber  stress  in  the  steel; 

/c  =  unit  fiber  stress  in  the  concrete  at  its  compressive  face; 

eg  =  unit  elongation  of  the  steel  due  to  the  stress  /.; 

Bq  =  unit  shortening  of  the  concrete  due  to  the  stress  /,; 
Eg  =  modulus  of  elasticity  of  the  steel; 
Ec  =  modulus  of  elasticity  of  the  concrete  hi  compression; 

n  =  ratio  E^  -^  E^] 

T  =  total  tension  in  the  steel  at  any  section  of  the  beam; 

C  =  total  compression  in  the  concrete  at  any  section  of  the 
beam; 
Afg  =  resisting  moment  as  determined  by  the  steel; 
Afc  =  resisting  moment  as  determined  by  the  concrete; 
M  =  bending  moment  or  resisting  moment  in  general; 

b  =  breadth  of  a  rectangular  beam; 

d  =  distance  from  the  compressive  face  to  the  plane  of  the  steel ; 

k  =  ratio  of  the  depth  of  the  neutral  axis  of  a  section  below 
the  top  to  the  distance  d; 

j  ==  ratio  of  the  arm  of  the  resisting  couple  to  the  distance  d; 

A  =  area  of  cross  section  of  the  steel ; 

p  =  A  -r-  6  d,  and  is  called  the  steel  ratio. 

448.  Position  of  Neutral  Axis.  The  first  step  is  to  determine 
the  position  of  the  neutral  axis.  Since  cross  sections  that  were 
plane  before  bending  remain  plane  after  bending,  the  unit  deforma- 
tions of  the  fibers  vary  as  their  distances  from  the  neutral  axis;  anc^ 
hence,  in  Fig.  27, 

Cg      d—kd 
e^        kd 

But  Cg  =  ^,  and  ^c  =  ^,  and  therefore 


e. 

/s      ^c 

h 

d-kd     1  —  k 

«c 

E.  /c 

«/c 

kd          k 

(1) 


For  simple  bending  the  total  tension  is  equal  to  the  total  compression 
and  hence 

/,  .1  ^ifcbkd      . (2) 

*  Thp  notation  and  the  formulas  aro  from  Tumeaure  and  Maurer's  Principles  of 
Rpinforced  Concrete  Construction,  John  Wiley  and  Sons,  New  York  City,  1907,  by 
perniis«ion.  This  is  much  the  best  treatment  of  the  subject  the  author  has  seen,  and 
was  freely  used  in  preparing  what  unmediately  follows.  The  reader  is  referred  to  that 
volume  for  a  fuller  discussion  of  the  subject  than  that  attempted  here. 
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Fig.  27. 


Combining  equations  1  and  2,  substituting  p  =  A  h-  6d,  and  solving, 
gives: 

k  =  V  2pn  +  (p  ny  -  pn       ....      (3) 

Equation  3  shows  that  the  position  of  the  neutral  axis  depends  only 

upon  the  proportion  of  the 
steel  arid  the  ratio  of  the 
modulii  of  elasticity.  For  val- 
ues of  n  =  15  and  of  p  be- 
tween 0.75  and  1  per  cent, 
k  varies  from  0.38  to  0.42;  but 
is  ordinarily  taken  as  f . 

449.  Arm  of  Resisting 
Couple.  To  find  the  arm  of 
the  resisting  couple,  jd,  Fig.  27, 
notice  that  the  distance  of  the 
centroid    of    the    compressive 

stress   from  the  top  of  the  beam  is  J  kd;  and  therefore  the  arm 

of  the  couple,  jd  =  d  —  ^  kd  or 

;  =  1  -  J  A (4) 

It  should  be  noticed  that  /  does  not  vary  much  with  p,  and  that  for 
n  =  15  and  p  between  0.75  and  1.0  per  cent — common  values, — ^the 
average  value  of  ;  is  about  J. 

460.  Resisting  Moment.  If  the  amount  of  reinforcement  is 
insufficient  to  utilize  the  full  compressive  resistance  of  the  concrete, 
then  the  resisting  moment  of  the  beam  depends  upon  the  steel,  and  is 

M,  ^Tjd^U  Ajd^kpjhd^       .      .      .     (5) 

On  the  other  hand,  if  the  beam  is  over-reinforced,  its  resisting 
moment  depends  upon  the  concrete  and  is 

M^  ==^Cjd  =  if^hkdjd  =  ifo  kibd"    .      .      ..(6) 

To  find  the  actual  resisting  moment  in  any  particular  case,  the  two 
values  of  M  must  be  computed,  and  the  smaller  one  taken. 

461.  Application  of  Preceding  Equations.  The  preceding  equa- 
tions are  all  that  are  really  necessary  in  solving  problems  involving  the 
bending  moment  of  reinforced  concrete  beams. 

,    To  determine  the  unit  fiber  stress  on  the  steel  for  a  given  bending 
moment,  M,  solve  equation  5  thus: 


/.    =T 


M 


M 


A  jd     pjhdr 
To  find  the  fiber  stress  on  the  concrete,  solve  equation  6  thus: 


(7) 


/c  = 


2M 
kjbd' 


(8) 
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To  find  the  value  of  /©  in  terms  of  /g,  eliminate  M  between  equations 
7  and  8,  and  find 

/c=^ (9) 

To  determine  the  amount  of  steel  required,  solve  equations  1  and  9, 
and  then 

P-7-p-r ^- (10) 


/c    \<  J 


Ekiuation  10  shows  that  for  the  same  values  of  —and  t;— ,  the  ratio 

/c  ^c 

of  the  area  of  the  steel  to  that  of  the  concrete  above  the  center  of  the 
steel  is  the  same  for  all  sizes  of  beams;  that  is,  the  amount  of  steel 
depends  only  upon  the  two  ratios  above. 

To  find  the  area  of  the  beam:  If  the  value  of  p  adopted  is  less  than 
that  given  by  equation  10,  then  the  area  of  the  beam  should  be  deter- 
mined from  equation  5,  that  is,  from  the  relation 

W^  =  ,— .; (11) 

but  if  the  value  of  p  selected  is  more  than  that  determined  by  equa- 
tion 10,  then  the  area  of  the  beam  should  be  determined  from  equa- 
tion 6,  that  is,  from  the  relation 

"=p^ <"' 

462.  Additional  Information.  For  a  description  and  discussion' 
of  three  series  of  carefully  conducted  and  comprehensive  experi- 
ments, giving  much  interesting  and  instructive  information  con- 
cerning the  strength  and  theory  of  flexure  of  reinforced  concrete 
beams,  see  Bulletins  No.  1,  4,  and  14  of  the  University  of  Illinois 
Engineering  Experiment  Station. 

463.  T-Beams.  Sometimes  in  the  construction  of  concrete 
floors  for  buildings  and  bridges,  the  slab  and  the  reinforced  team 
supporting  it  are  constructed  as  a  monolith;  and  consequently  a 
portion  of  the  shib  on  each  side  of  the  beam  acts  as  compression 
area  to  bnlance  the  tension  in  tlu^  steel  in  the  lower  part,  of  the  team. 
Such  a  member  is  usually  called  a  T-beam,  but  sometimes  a  ribted 
slab.  In  a  T-beam  the  slab  is  called  the  flange,  and  the  team  proper 
the  stem. 

The  formulas  for  T-beams  are  more  complicated  than  those  for 
simple  beams,  because  the  neutral  axis  may  Iw  in  either  the  flange 
or  the  stem,  and  it  is  not  possible  to  determine  which  except  by 
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trial.  The  computations  for  T-beams  are  further  comph'cated  by 
the  fact  that  such  beams  are  often  made  continuous  over  the  sup- 
ports, which  produces  tension  on  the  upper  side  of  the  beam  at  the 
support  and  requires  the  introduction  of  reinforcement  at  this  point. 

For  formulas  for  T-l)eams,  see  Turneaure  and  Maurer's  Principles 
of  Reinforced  Concrete  Construction,  pages  78-84;  and  for  a  de- 
scription and  discussion  of  a  series  of  cai-efully  conducted  experiments 
on  T-beams,  see  Bulletin  No.  12  University  of  Illinois  Engineering 
Experiment  Station.  • 

464.  Beams  Reinforced  for  Compression.  Ordinarily  it  is  more 
economical  to  carry  compressive  stresses  by  concrete  than  by  steel; 
but  occasionally  the  depth  of  the  reinforced  beam  is  so  limited  that 
the  desired  bending  moment  requires  so  much  tensile  reinforcement 
that  the  concrete  can  not  safely  give  sufficient  compressive  resistance 
to  counterbalance  the  tension  in  the  steel,  and  consequently  it  is 
necessary  to  reinforce  the  concrete  also  for  compression.  Again, 
steel  is  sometimes  placed  in  the  compression  side  of  a  continuous 
beam  to  provide  for  possible  negative  moment;  and  if  this  steel  is 
properly  embedded,  it  may  also  take  a  portion  of  the  compres- 
sion. For  the  formulas  for  beams  reinforced  for  compression, 
see  Turneaure  and  Maurer's  Principles  of  Reinforced  Concrete,  pages 
84-89. 

466.  Bond  between  Steel  and  Concrete.  In  order  that  the  re- 
inforcement and  the  concrete  may  act  in  unison,  it  is  necessary  that 
there  be  adhesion  or  bond  between  the  steel  and  the  concrete.  Ob- 
viously, for  a  beam  uniformly  loaded  the  tension  on  the  steel  is  a 
maximum  at  the  center  of  the  beam  and  decreases  each  way  toward 
the  end,  the  difference  in  the  tension  between  any  two  points  being 
transmitted  to  the  concrete  by  the  bond  between  the  steel  and  the 
concrete.  This  increment  (or  decrement)  of  the  tension  in  the  steel 
is  finally  transferred  to  the  compression  area  of  the  concrete,  and 
becomes  an  increment  (or  decrement)  to  the  compressive  stress  in  the 
concrete  above  the  neutral  axis. 

To  find  a  formula  for  the  bond  stress  proceed  as  follows:    Let 
V  =  the  total  vertical  shear  at  any  section,  that  is,  the  reaction  at 
the  endsupport  minus  the  load  between  the  support  and  the 
section;  and 
X  =  distance  along  the  beam. 

Differentiating  equation  5,  page  227, 

dM      dT  .,  .^_. 

But  from   the  principles  of  mechanics  of  beams  --z —  =  V;  and 
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substituting  V  and  transposing 

dT       V 

-J—  Is  the  rate  of  change  in  the  total  tensile  stress  in  the  reinforcement 
ax 

at  the  section  under  consideration,  and  is  for  a  unit  of  length  of  the 
beam;  and  measures  the  force  that  is  transmitted  to  the  concrete 
by  the  bond  or  adhesion.     If      ^ 

B  =  the  bond  per  unit  of  area  of  th6  surface  of  the  bar, 

m  =  the  number  of  reinforcing  bars, 

s  =  the  surface  of  a  bar  per  unit  of  length, 
then 

V 
Bms^— (15) 

V  can  be  determined  when  the  condition  of  loading  is  known,  and 
jd  can  be  found  by  equation  4,  page  227,  or  really  by  equation  3, 
page  227;  and  therefore  the  bond  stress  required  per  unit  of  surface 
of  the  reinforcing  rods  can  be  determined  by  equation  15  above. 
It  should  be  noticed  that  the  bond  stress  depends  upon  /,  which  in 
turn  depends  upon  the  steel  ratio  and  upon  the  ratio  of  the  coefficient 
of  elasticity  of  the  steel  to  that  of  the  concrete. 

Equation  15  is  for  horizontal  reinforcement,  and  if  the  reinforcing 
bars  are  inclined  or  bent  up  from  the  horizontal,  the  above  dififer- 
entiation  is  no  longer  true,  since  jd  then  becomes  a  variable.  How- 
ever, for  reasons  that  will  appear  in  the  next  section,  this  limitation 
is  not  important. 

466.  The  bond  is  due  to  the  adhesion  of  the  cement  and  also 
to  the  gripping  action  of  the  concrete  in  setting;  and  may  be  deter- 
mined either  by  applying  a  direct  pull  or  push  to  a  bar  embedded 
in  concrete, .or  by  applying  the  preceding  formula  to  the  results 
obtained  by  testing  a  reinforced  concrete  beam.  The  following 
conclusions  concerning  bond  are  the  results  of  experiments.*  Dif- 
ference in  the  size  of  the  reinforcing  rods  makes  little  or  no  difference 
in  the  bond  resistance.  Flat  bars  give  considerably  less  resistance 
than  round  ones;  and  bars  having  a  surface  as  they  come  from  the 
rolls  give  about  twice  the  resistance  of  those  having  a  polished 
surface.  The  bond  resistance  is  greater  for  wet  than  for  dry  concrete, 
and  is  greater  for  rich  than  for  lean  mixtures;  and  increases  with  the 
age  of  the  concrete.  Since  concrete  setting  in  air  contracts  while  that 
setting  in  water  expands,  it  is  probable  that  the  bond  is  greater  for 

*  Tumeaure  and  Maurer's  Principles  of  Reinforced  Concrete  Construction, 
p.  33-35;  Bulletin  No.  8,  University  of  Illinois  Engineering  Experiment  Station, 
p.  26-33;  Jour.  West.  Soc.  Eng'rs,  vol.  xii,  p.  100-17. 
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concrete  setting  in  air  than  in  water;  but  this  has  not  been  proved 
by  experiment.  A  small  amount  of  rust  on  the  steel  increases  the 
bond  resistance;  but  if  the  rust  is  thick  enough  to  form  scales,  it 
greatly  decreases  the  bond.  After  the  bond  has  been  broken,  plain 
rods  give  a  frictional  resistance  of  about  two  thirds  of  the  original 
bond  resistance. 

The  bond  stress  for  plain  round  mild  steel  rods  in  beams  failing 
by  tension  of  the  steel  varied  from  70  to  193  lb.  per  sq.  in.;  while 
applying  a  direct  pull  to  similar  bars  embedded  in  similar  concrete 
gave  bond  resistances  from  200  to  500  lb.  per  sq.  in.*  Other  experi- 
menters get  results  for  the  direct  tests  running  as  high  as  750  lb. 
per  sq.  in.  for  plain  round  rods,  while  the  results  for  deformed  bars 
(§  465)  are  still  higher.  Only  a  few  experiments  have  been  made  to 
determine  the  bond  resistance  developed  in  a  beam  under  stress,  but 
apparently  the  value  thus  determined  is  only  about  70  per  cent  of 
that  obtained  by  direct  experiment.  However,  it  is  safe  to  conclude 
that  a  beam  reinforced  with  plain  round  steel  bars  is  ordinarily  in  no 
danger  of  failing  through  insufficient  bond  between  the  steel  and  the 
concrete;  in  other  words,  at  the  time  when  a  beam  fails  by  tension 
in  the  steel,  the  factor  of  safety  of  the  bond  resistance  is  2 j  to  4  for 
ordinary  structural  steel,  and  1}  to  2^  for  steel  having  an  elastic 
limit  of  55,000  lb.  per  sq.  in.f 

467.  Before  the  laws  of  flexure  of  reinforced  concrete  were  clearly 
understood,  there  were  introduced  a  number  of  special  or  deformed 
bars  whose  surface  has  such  a  shape  as  to  increase  the  bond  stress 
considerably.  Several  of  the  more  common  of  these  bars  are  shown 
in  Fig.  28,  page  236.  Since  plain  bars  ordinarily  give  more  than 
enough  bond  resistance  to  develop  the  elastic  limit  of  the  steel,  it  is 
clear  that  generally  there  is  no  advantage  in  these  special  forms,  the 
only  exception  being  for  short,  heavily  loaded  beams  in  which  there 
is  not  space  for  sufficient  embedment  of  the  rods  to  deyelop  the 
required  bond  stress  with  plain  steel  rods  (see  §  472).  Some  con- 
structors employ  deformed  bars  where  the  concrete  is  to  set  under 
water  (see  §  456). 

A  misinterpretation  of  the  cause  of  failures  of  reinforced  concrete 
beams  seemed  to  show  that  the  failure  was  due  to  the  slipping  of  the 
reinforcing  rod  in  the  concrete ;  but  the  true  interpretation  proba!)ly 
is  that  the  sUpping  was  the  result  and  not  the  cause  of  the  failure, 
i.e.,  the  slipping  took  place  after  failure  due  to  some  other  cause. 

468.  ViBRTlOAL  Shear.  In  the  common  theory  of  flexure  it  is 
assumed  that  the  vertical  shear  is  uniformly  distributed  over  a  vertical 
cross  section  of  the  beam,  and  that  therefore  the  unit  shearing  stress 

♦  Bulletin  No.  4,  University  of  Illinois  Engineering  Experiment  Station,  p.  25. 
t  Prof.  A,  N.  Talbot  in  Jour.  West.  Soc.  of  Eng'rs,  vol.  ix,  p.  404. 
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at  any  section  is  equal  to  the  total  vertical  shear  divided  by  the  area 
of  the  section.  But  it  is  known  that  at  any  point  of  a  beam  there 
exists  both  vertical  and  horizontal  shearing  stresses  which  vary 
in  intensity  from  the  neutral  surface  to  the  tension  and  compression 
sides  of  the  beam,  and  that  nt  any  point  tiio  vertical  shearing  unit 
stress  is  e(iual  to  the  horizontal  shearing  unit  stress.  The  common 
theory  of  flexure  neglects  the  horizcmtal  slu»aring  stresses,  and 
thereby  errs  on  the  side  of  safety.  It  is  proposed  to  make  an  in- 
vestigation to  see  whether  or  not  the  horizontal  shearing  stresses  may 
be  neglected  in  reinforced  concrete  l)eams. 

In  a  reinforced  concrete  beam,  the  bond  stresses  transmitted  to 
the  concrete  are  the  increments  of  the  tensile  stress  in  the  reinforcing 
bars,  and  the  horizontal  shearing  stress  in  the  concrete  transfers 
these  tensile  increments  to  the  compressive  increments  of  the  com- 
pression area  of  the  concrete.  The  amount  of  horizontal  tensile 
sti'esses  transmitted  from  the  reinforcing  bars  per  unit  of  length 
of  beam  is,  by  equation  15,  page  230, 

V 
B  m  s  =  TT  • 
]d 

This  stress  is  distributed  over  a  horizontal  section  of  the  beam  just 
above  the  reinforcing  bars,  and  is  uniform  l>etween  the  top  of  the 
bai-s  and  the  neutral  axis.  From  the  principles  of  the  mechanics 
of  a  beam,  the  horizontal  shear  is  a  maximum  at  the  neutral  axis; 
and  therefore  the  above  is  the  maximum  horiz(mtal  shear.  Calling 
?'  the  maximum  horizontal  unit  shearing  stress,  and  h  the  breadth 
of  the  beam,  the  maxinuun  resistance  per  unit  of  length  of  the  team 
then  is  hv.    Therefore,  hv  =  B  m  s,  and 

Since  j  is  usually  about  J,  v  =  -^,  ,  approximately;  or  the  actual 

maximum  unit  vertical  shearing  stress  is  about  one  seventh  more 
than  if  the  shearing  stress  were  considered  as  lx)ing  uniformly  dis- 
tributed over  a  veilical  section  extending  from  the  top  of  the  beam 
to  the  center  of  the  rciinforcement. 

a 

The  maximum  unit  shearing  stresses  developed  in  reinforced 
concrete  beams,  as  computed  by  equation  1(5  al)ove,  is  very  much 
less  than  the  shearing  strength  of  concrete.  In  a  series  of  eleven 
Ixjams,  r  varied  from  SO  to  151  lb.  per  sq.  in.;  and  in  another  series 
of  nine  teams,  from  60  to  126;*  while  the  shearing  strength  of  the 
concrete  was  eight  or  ten  times  the  largest  of  these  values  (see  Tables 

♦  Bulletin  No.  4,  Uuiveruity  of  Illinoia  Engineering  ExiKTinient  Station,  p.  48,  50. 
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39  and  40,  pages  205  and  206).  Therefore,  in  view  of  the  above,  and 
also  since  the  conditions  in  the  beam  are  more  favorable  for  develop- 
ing a  high  value  of  the  shearing  stress  than  in  any  form  of  direct  test 
yet  devised,  it  is  not  likely  that  a  reinforced  concrete  beam  will  fail 
by  shear. 

459.  Diagonal  Tension.  Reinforced  concrete  beams  are  some- 
times said  to  fail  by  shear  when  they  really  fail  by  diagonal  tension. 
The  latter  method  of  failure  will  now  be  considered. 

In  treatises  on  the  mechanics  of  materials,  it  is  shown  that  at  any 
point  in  a  beam  there  are  not  only  the  vertical  and  horizontal  shear- 
ing stresses  discussed  in  the  preceding  section,  but  also  tensile  or 
compressive  stresses  in  every  diagonal  direction.  It  is  proved  in 
treatises  on  mechanics  of  materials  that  if  2  =  the  horizontal  unit 
tensile  stress  at  any  point  in  a  beam,  v  =  the  vertical  (or  horizontal) 
unit  shearing  stress,  and  t  =  the  maximum  tensile  stress  at  that 
point,  then 

t=-iz  +  V|?T^ (17) 

The  direction  of  the  maximum  diagonal  stress  makes  an  angle 

2v 
with  the  horizontal  equal  to  half  of  the  angle  whose  tangent  is  — . 

In  computing  the  maximum  bending  moment,  only  the  horizontal 
component  of  the  diagonal  tension  was  considered,  because  at  the 
point  where  the  maximum  bending  occurs  the  vertical  component  is 
zero;  and  in  computing  the  maximum  shear  in  the  preceding  section, 
the  tension  in  the  concrete  was  omitted  because  its  effect  in  the  dis- 
tribution of  the  shear  is  very  small.  But  in  investigating  certain 
methods  of  failure  of  reinforced  concrete  beams,  it  is  necessary  to 
consider  the  diagonal  tension. 

When  the  diagonal  tensile  stress  in  a  reinforced  concrete  beam 
becomes  as  great  as  the  tensile  strength  of  the  concrete,  the  beam 
will  fail  in  diagonal  tension,  provided  there  is  no  metallic  web  rein- 
forcement. The  characteristic  form  of  failure  by  diagonal  tension  is 
a  crack  near  the  quarter  point,  starting  at  the  lower  side  of  the  beam 
and  running  diagonally  upward  toward  the  center.  In  computing 
the  maximum  resisting  moment  of  a  reinforced  concrete  beam,  it  is 
rightly  assumed  that  the  steel  takes  all  of  the  tension;  but  at  points 
near  the  end  of  the  beam  the  bending  moment  is  less  than  at  the 
center  and  the  concrete  may  resist  some  of  the  horizontal  tension. 

To  illustrate  an  approximate  method  of  computing  this  stress, 
assume  that  the  stress  in  the  steel  at  a  particular  point  is  3,000  lb. 
per  sq.  in.,  that  the  modulus  of  elasticity  of  the  steel  is  30,000,000 
and  of  the  concrete  1,500,000,  and  that  the  unit  shearing  stress  in  the 
lower  part  of  the  beam  at  the  same  section  is  100  lb.  per  sq.  in.    Then 
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the  horizontal  tension  on  the  concrete  at  the  level  of  the  steel  will  be 

1,500,000 
^'^  X  30,000,000  =  ^^^  ^^-  P^^  ^- ^^-    . 

and  from  equation  17  above,  the  maximum  diagonal  tension 

t  =  i  (150)  +  Vi  (150)^  -f  (100)*  ==  200  lb.  per  sq.  in. 

This  stress  is  at  least  approaching  the  ultimate  tensile  strength  of 
concrete  (see  Table  36,  page  202),  and  shows  the  possibility  of  a 
beam's  failing  by  diagonal  tension.  Only  relatively  short  and  deep 
beams  are  likely  to  fail  by  diagonal  tension.  The  above  diagonal 
stress  makes  an  angle  with  the  horizontal  of  26^® — half  the  angle 
whose  tangent  is  2v  -v-  z. 

The  diagonal  tensile  stresses  may  be  reduced  by  keeping  the 
horizontal  tension  in  the  concrete,  z,  low  by  the  use  of  a  large  area 
of  steel  at  points  where  the  shear  is  great,  or  by  making  the  depth 
of  the  beam  great  and  thereby  reducing  the  unit  vertical  shear,  v. 
A  beam  may  be  reinforced  for  diagonal  tension  in  either  of  two  ways, 
viz.:  (1)  by  bending  up  part  of  the  reinforcing  rods  at  the  ends  of 
the  beams  into  a  diagonal  position,  or  (2)  by  introducing  special  web 
reinforcement,  which  may  be  either  vertical  or  inclined  (see  §  466). 

460.  The  Reinforcement.  There  are  numerous  systems  of  rein- 
forcing conci-ete,  which  differ  from  each  other  in  regard  to  the  form, 
quality,  or  position  of  the  metal  used;  but  as  many  of  the  systems 
were  proposed  before  the  fundamental  principles  governing  the 
strength  of  reinforced  concrete  were  discovered,  no  description  of 
them  will  be  give  here.* 

461.  Quality  of  the  Steel.  Various  grades  of  steel  are  used.  The 
physical  properties  of  the  three  grades  ordinarily  employed  are  as 
follows: 

Soft.  Medium.  Hard. 

Elastic  Limit,  lb.  per  sq.  in.  30-,S5,000     35-40,000    50-  60,000 

Ultimate  Strength,  lb.  per  sq.  in.       50-60,000    60-70,000    80-100,000 

Experiments  with  reinforced  concrete  beams  show  that  the 
elastic  limit,  and  not  the  ultimate  strength,  is  the  proper  basis  for 
determining  the  working  load  on  the  steel  or  for  fixing  the  factor  of 
safety, — as  was  to  be  expected. 

462.  There  has  been  considerable  discussion  as  to  the  relative 
merits  of  soft  and  hard  steel  for  reinforcement,  although  the  advan- 
tages seem  to  be  in  favor  of  soft  steel. 

The  advantages  of  hard  steel  are:    1.  Its  greater  elastic  limit 

*  For  iin  extended  atrouiit  of  the  viirious  systems,  particularly  those  employed 
in  Europe,  sec  Christophe's  Le  Hf^ton  Anii^  et  scs  Applications,  1902,  p.  10-72. 
This  is  the  first  book  published  on  reinforced  concrete. 
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permits  a  greater  unit  working  stress,  and  hence  allows  the  use  of  a 
less  amount  of  steel.  However,  the  smaller  the  diameter  of  the  rod, 
the  higher  the  price  per  pound.  2.  For  the  same  sizes,  hard  or  high- 
carbon  steel  is  usually  10  or  15  per  cent  cheaper  than  soft  steel,  since 
it  is  usually  made  by  re-rolling  Bessemer  steel  rails. 

The  advantages  of  soft  steel  are:  1.  It  is  more  uniform  in  quality, 
and  hence  more  reliable.  2.  It  is  ordinarily  more  easily  obtained. 
3.  It  is  more  readily  bent  or  welded.  4.  Soft  steel  resists  impact 
stresses  better.  5.  The  concrete  is  less  likely  to  crack.  The  modulus 
of  elasticity  for  all  grades  of  steel  is  substantially  the  same,  and  hence 
the  stretch  of  any  grade  of  steel  will  be  proportional  to  the  unit 
working  load;  and,  therefore,  since  the  concrete  and  the  steel  stretch 
together,  the  use  of  soft  steel  with  a  lower  unit  working  stress  is  less 
likely  to  produce  unsightly  cracks  on  the  tension  side  of  the  beam. 
6.  For  the  same  size  of  rods,  soft  steel  gives  the  larger  ratio  of  adhe- 
sive strength  or  bond  resistance  to  tensile  strength. 

463.  Amount  of  Steel.  The  amount  of  steel  required  to  resist 
the  bendiijg  moment  of  a  beam  can  be  computed  by  equation  10, 
page  228;  and  is  dependent  solely  upon  the  ratios  of  the  unit  working 
stresses  in  the  concrete  and  the  steel,  and  of  thie  coefficients  of  elas- 
ticity of  these  two  materials.  The  amount  of  steel  used  in  ordinary 
practice  for  balanced  reinforcement  (that  in  which  the  steel  is  just 
enough  to  develop  the  full  strength  of  the  concrete)  varies  from  1  to 
1^  per  cent  of  the  area  of  the  concrete  above  the  center  of  the  rein- 
forcement for  soft  steel,  and  from  0.75  to  1  per  cent  for  high  carbon 
steel.  However,  repeated  experiments  *  show  that  the  latter  amount 
is  insufficient  to  develop  the  full  compressive  resistance  of  a  well- 
made  concrete  composed  of  1  volume  loose  portland  cement,  3  vol- 
umes well-graded  sand,  and  6  volumes  of  well-graded  limestone  (for 
packed  cement  the  above  proportions  are  equivalent  to  1  :  3^  :  7i). 

464.  Beam  Reinforcement.  The  reinforcing  steel  must  be  of 
such  form  and  size  that  it  can  easily  be  encased  in  the  concrete;  and 
to  prevent  undue  concentration  of  stress  on  the  concrete,  the  steel 
should  be  in  comparatively  small  sections.  However,  if  the  rods 
are  made  extremely  small,  they  are  likely  to  be  so  close  together  as 
to  interfere  with  the  placing  of  the  concrete.  Round  rods  are  prefer- 
able to  either  square  or  flat  bars,  since  they  can  be  embedded  in  the 
concrete  more  easily  and  more  completely.  The  rods  should  be 
straight  or  nearly  so,  as  otherwise  a  pull  will  straighten  and  lengthen 
them,  and  thereby  break  the  bond  with  the  concrete.  Wire  cables 
are  sometimes  used  as  reinforcement;  but  for  the  reason  just  stated, 
they  are  not  as  suitable  as  solid  rods.  The  reinforcement  for  beams 
is  usually  rods  varying  from  i  or  f  inch  in  diameter  to  IJ  or  2  inches. 

*  BuUetin  No.  4,  University  of  lUinois  Eng*g  Exp't  Station,  p.  24. 
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466.  Before  the  relations  existing  in  a  reinforced-concrete  beam 
between  the  shearing  strength,  the  bond  stress,  and  the  resisting 
moment  were  clearly  understood,  there  were  introduced  in  this 
country  a  number  of  patented  bars  having  surfaces  designed  to 
increase  the  bond  between  the  steel  and  the  concrete.     Such  bars. 


a.     Corrugated  Flat  Bar. 


b.     Corrugated  Square  Bar. 
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c.     Corrugated  Round  Bar. 


d.     Diamond  Bar. 


e.     Twisted  Bar. 


/.     Twisted  Lug  Bar. 
Fin.  2S. — Typical  Deformed  Bars. 

usually  railed  dofornied  bars,  have  been  used  extensively  in 
America,  but  hardly  at  all  in  Europe.  Fig.  28  shows  six  of  the 
many  deformed  l)ars  on  the  market.  Notice  that  the  first  is  flat, 
the  second  square,  and  all  of  the  others  round,  although  e  and  / 
were  S(|uare  before  bein<»;  twisted.  Deformed  bars  are  required 'as 
a  rule  only  for  short,  heavily  loaded  beams  (§  456). 
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"  466.  Web  Reinj  or  cement.  In  §  459  it  was  shown  that  under 
certain  conditions,  beams  are  liable  to  fail  by  diagonal  tension  unless 
provided  with  web  reinforcement.  Theoretically,  the  best  method 
of  reinforcing  against  diagonal  tension  failures  is  to  place  the  steel 
in  the  line  of  the  greatest  stress;  but  as  the  direction  of  the  diagonal 
tension  changes  from  point  to  point,  this  condition  can  not  be 
exactly  fulfilled.  However,  it  is  enough  to  place  sufficient  steel  so 
that  it  will  carry  a  considerable  component  of  the  diagonal  tension. 
There  are  several  methods  of  placing  web  reinforcement. 

1.  The  most  common  method  is  to  use  several  rods  for  the  hori- 
zontal reinforcement,  and  bend  one  or  more  of  them  upward  as  they 
approach  the  end  of  the  beam, — where  they  are  not  needed  to  resist 
bending  and  where  they  are  needed  to  resist  diagonal  tension. 
Two  of  the  many  variations  of  this  method  are  shown  in  a  and  6, 
Fig.  29,  page  238.  The  bent  rods  often  pass  over  the  support  and 
thus  aid  in  fixing  thetend  of  the  beam,  in  which  case  the  rods  at  the 
top  and  near  the  ends  of  the  beam  resist  tension.  An  objection  to 
using  the  bent  rod  to  resist  diagonal  tension  is,  that  to  have  a  sufficient 
number  of  bent  rods  requires  so  many  horizontal  rods  that  near  the 
center  of  the  beam  they  are  so  close  together  as  to  interfere  with 
the  placing  of  the  concrete. 

2.  Short  rods,  vertical  or  inclined,  may  be  placed  at  points  along 
the  beam  and  extend  from  the  horizontal  reinforcing  rods  up  into 
the  concrete.  It  is  desirable,  but  not  vitally  necessary,  that  they  be 
fastened  to  the  main  rods.  On  account  of  the  difficulty  of  placing 
the  short  rods,  this  is  not  a  common  method  of  web  reinforcement. 

3.  In  Europe  a  very  common  form  of  web  reinforcement  consists 
of  some  form  of  loops  made  of  a  bar  or  band,  usually  called  stirrups, 
placed  vertically  with  the  loop  passing  under  the  horizontal  rein- 
forcing rods.  The  horizontal  distance  between  these  stirrups 
decreases  from  the  center  toward  the  end  of  the  beam.  Four  of  the 
most  common  arrangements  of  stirrups  are  shown  in  c  and  d,  Fig. 
29.  The  Hennebique  system,  '^hich  has  been  frequently  used  both  in 
Europe  and  America,  combines  the  bent  rod  and  the  stirrup.  The 
stirrups  would  be  more  efficient  if  leaned  at  45^  toward  the  end  of 
the  beam,  but  it  is  difficult  to  put  and  keep  them  in  this  position. 
Sufficient  experimental  work  has  not  been  done  to  discover  the  law 
of  the  size  and  the  spacing  of  the  stirrups.  The  only  rule  in  use  for 
spacing  the  stirrups  is  the  following  somewhat  indefinite  empirical 
one:  Make  the  distance  of  the  first  stirrup  from  the  end  of  the  beam 
one  fourth  of  the  depth  of  the  beam,  the  second  from  the  first  one 
half  of  the  depth,  the  third  from  the  second  three  quarters  of  the 
depth,  and  the  fourth  from  the  third  equal  to  the  depth  of  the  beam. 
Sometimes  the  stirrups  are  placed  only  near  the  end  of  the  beam  as 
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a.     Bent  Baia. 


^^^ 


b.     Bent  Ban. 


D 
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d,     Stimipa  and  Bent  Bars. 


\\x  ..  x/x  1 


/.     Cunimbgs  Loop  Bbib, 
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above,  and  sometimes  they  are  spaced  equally  distant  from  the 
fourth  one  as  above  to  the  center  of  the  beam.  Obviously  the 
distance  between  the  stirrups  should  vary  somewhat  with  the  span, 
but  the  law  has  not  been  worked  out.  The  efficiency  of  a  stirrup 
depends  upon  its  bond  resistance;  and  hence,  as  its  length  is  not 
great,  it  should  be  looped  or  anchored  at  its  upper  end. 

4.  e,  Fig.  29,  shows  the  Kahn  bar  which  resists  both  hori- 
zontal and  diagonal  tension.  It  is  in  effect  a  system  of  inclined 
stirrups  firmly  attached  to  the  body  of  the  bar.  The  bar  is  rolled 
of  the  cross  section  shown,  after  which  the  fins  are  sheared  from  the 
bar  for  a  portion  of  their  length  and  then  bent  to  the  desired  angle. 
This  bar  is  in  very  common  use  in  America.  It  is  frequently  bent 
up  at  its  ends  as  described  in  paragraph  1  above. 

5.  /,  Fig.  29,  shows  the  Cummings  loop  bars.  A  shows  the  bars 
in  position  to  receive  the  concrete,*^  is  an  end  view,  and  C  and  D 
show  the  bars  knocked  down  ready  for  shipment.  These  bars  are 
made  in  a  variety  of  sizes,  widths,  and  lengths. 

6.  The  difficulty  of  placing  a  number  of  bent  bars  properly  led 
to  the  invention  of  the  system  shown  in  ^,  Fig.  29,  called  the  unit 
girder-frame  system. 

7.  There  is  a  more  elaborate  form  of  the  type  shown  in  ^,  Fig.  29, 
in  which  the  individual  members  of  a  frame  are  connected  to  each 
other  by  a  pin,  and  the  ends  of  two  adjoining  frames  are  connected 
together  by  a  link  and  pin.  This  is  known  as  the  pin-connected 
girder-frame  system. 

467.  Slab  Reinforcement}  The  reinforcement  for  slabs  is  usually 
rods,  woven  or  welded  wire-net,  or  expanded  metal.  In  one  style 
of  floor  construction  the  reinforced  concrete  slab  rests  upon  the 
beams  or  girders,  in  which  case  the  reinforcing  rods  may  run  in  one 
direction  or  in  two  directions  at  right  angles  to  each  other.  In 
another,  but  less  common,  form  of  construction,  called  the  mush- 
room system,  there  are  no  beams  or  girders;  and  the  reinforcing 
rods  run  from  column  to  column  in  two  directions  at  right  angles 
to  each  other  and  also  from  column  to  column  in  both  diagonal 
directions. 

In  reinforced  concrete  floor-construction  the  slabs  are  frequently 
fixed  at  all  four  edges,  in  which  case  the  calculation  of  the  stress  is 
quite  difficult  and  somewhat  uncertain.  For  an  approxijnate 
solution  of  this  problem,  see  Tumeaure  and  Maurer's  Principles  of 
Reinforced  Concrete  Construction,  pages  240-44.  The  formulas  for 
a  steel  plate  fixed  at  two  or  four  edges  (see  Lanza's  Applied  Mechanics, 
9th  ed.,  pages  909-22)  are  frequently  applied  to  continuous  concrete 
slabs,  although  there  is  serious  question  whether  they  are  applicable, 
since  gteel  has  equaP  tensile  and  compressive  resistance  in  all  direc- 
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tions  and  on  both  faces,  while  reinforced  concrete  does  not  have. 
Taylor  and  Thompson's  Concrete  Plain  and  Reinforced,  pages  317- 
17c,  gives  tables  of  safe  loads  for  slabs  fi:?^ed  at  two  and  at  four  edges. 

468.  The  Gonorete.  The  l>est  grade  of  concrete  should  be  used 
in  reinforced  concrete,  since  the  higher  the  allowable  compressive 
stress  the  shallower  and  usually  the  cheaper  the  l>eam.  Some 
slightly  approximate  computations*  seem  to  show  that  it  is  better 
to  use  a  1  :  2  :  4  mixture  for  which  the  safe  working  stress  at  a  month 
is  500  lb.  per  sq.  in.  than  a  1  :  3  :  6  mixture  for  which  the  safe  working 
stress  is  350  lb.  per  sq.  in.,  unless  the  latter  is  10  per  cent  the  cheaper. 
A  rich  mixture  is  particularly  desirable,  if  no  metallic  web  reinforce- 
ment is  used,  to  leasen  the  danger  of  failure  in  diagonal  tension. 

The  maximum  size  of  the  aggregate  is  usually  limited  to  f  or 
1  inch,  and  the  concrete  is  mixed  wet  or  sloppy. 

469.  WORKING  Stress  for  Beams.  Impact  of  Live  Load.  It  is 
well  known  that  the  live  load,  owing  to  its  motion  or  impact,  pro- 
duces gi*eater  stresses  than  the  same  load  at  rest;  but  the  amount 
of  this  increased  effect  is  largely  a  matter  of  judgment.  The  effect 
of  the  live  load  will  depend  chiefly  upon  the  relative  live-load  and 
dead-load  stresses  on  the  member  under  consideration.  In  comput- 
ing the  stresses  in  certain  parts  of  railroad  bridges,  the  impact  effect 
of  the  live  load  is  assumed  to  add  100  per  cent  to  the  stresses;  but 
in  reinforced  concrete  work,  the  effect  of  impact  is  likely  to  be  much 
less  than  this.  In  fixing  safe  unit  working  stresses  it  ivUl  be  assumed 
that  the  live  load  has  been  increased  by  some  per  cent  of  itself  to  reditce 
it  to  an  equivalent  static  load. 

470.  Tension  in  Steel.  The  safe  working  stress  of  the  steel  is 
usually  taken  at  40  per  cent  of  the  clastic  limit,  or  for  soft  steel 
(see  §462)  at  15,000  or  16,000  lb.  per  sq.  in.  There  is  only  a  little 
gain  in  econoniy  in  using  steel  having  a  high  elastic  limit  at  a  greater 
stress  than  16,000  lb.  per  sq.  in. 

471.  The  Joint  Committee  on  Reinforced  Concrete  of  four  national 
engineering  societies  recommend  that  "the  tensile  stress  in  the  steel 
shall  not  exceed  16,000  lb.  per  sq.  in.^'f 

472.  Bond  Stress.  The  ultimate  bond  strength  of  plain  round 
soft  steel  bars  is  about  250  to  400  lb.  per  sq.  in.  of  surface  of  contact, 
and  the  usual  working  stress  is  75  lb.  per  sq.  in.  Assuming  a  bond 
stressfcof  75  and  a  tensile  stress  of  15,000,  the  length  a  round  rod  must 
be  embedded  if  it  is  to  develop  its  full  working  stress  is  (15,000  X  i<P) 
-^  (75  X  c?)  =  50  diameters.  For  a  large  rod  and  a  short  beam  it 
might  be  impossible  to  secure  an  embedment  that  would  develop 
the  entire  strength  of  the  rod,  in  which  case  the  end  of  the  rod  should 

♦  Trans.  Amer.  Soo.  C.  E.,  vol.  Ivi,  p.  385. 

t  Proc.  Amer.  Soc.  of  C.  E.,  February,  1009,  p.  106-07. 
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be  anchored  by  bending  a  short  piece  at  the  end  at  right  angles  to  tke 
body  of  the  bar  or  better  by  passing  the  rod  through  a  steel  plate, 
or  a  deformed  bar  should  be  used.  TLe  bending  of  the  rod  to  make 
it  act  as  web  reinforcement  also  increases  its  bond  resistance. 

473.  The  Joint  Committee  recommend:  *'The  bond  stress  be- 
tween concrete  and  plain  reinforcing  bars  may  be  assumed  at  4  per 
cent  of  the  compressive  strength  at  28  days,  or  80  lb.  per  sq.  in.  for 
2000-lb.  concrete;  and  in  the  case  of  drawn  wire,  2  per  cent  or  40  lb. 
per  sq.  in.  for  2000-lb.  concrete.'* 

474.  Compression  in  Concrete.  The  safe  working  stress  on  the 
extreme  fiber  of  the  concrete  at  a  month  is  usually  assumed  at  500 
or  600  lb.  per  sq.  in.,  and  occasionally  at  700  lb.  per  sq.  in.  Numerous 
tests  of  beams  failing  by  compression  in  the  concrete  show  a  com- 
pressive strength  greater  than  that  usually  obtained  with  cubes.  On 
the  other  hand,  the  strength  of  concrete  for  a  repeated  load  is  less 
than  for  a  once-applied  load.  Of  couree,  the  concrete  grows  stronger 
with  age;  but  if  the  reinforcement  is  designed  to  develop  the  full 
strength  of  the  concrete  at  a  month,  the  safe  strength  of  the  steel 
limits  the  safe  strength  of  the  beam,  and  hence  the  strength  of  the 
beam  does  not  increase  with  age.  Apparently  this  relation  is  some- 
times overlooked. 

476.  The  recommendation  of  the  Joint  Committee  is:  "The 
extreme  fiber  stress  of  a  beam,  calculated  on  the  assumption  of  a 
constant  modulus  of  elasticity  for  concrete  under  working  stresses, 
may  be  allowed  to  reach  32.5  per  cent  of  the  compressive  strength 
at  28  days,  or  650  lb.  per  sq.  in.  for  2000-lb.  concrete.  Adjacent  to 
the  support  of  continuous  beams,  stresses  15  per  cent  higher  may  be 
used." 

476.  Shear  in  Concrete.  If  a  beam  has  no  web  reinforcement, 
the  unit  vertical  shear  should  be  kept  low  to  prevent  failure  by 
diagonal  tension;  but  if  the  beam  has  web  reinforcement,  the  unit 
vertical  shear  may  be  considerably  larger.  For  the  first  case  the 
unit  vertical  shear,  as  computed  by  equation  16,  page  232,  may  be 
taken  at  40  lb.  per  sq.  in.;  and  for  the  second  case  at  100  lb.  per 
sq.  in. 

477.  The  Joint  Committee  recommend:  *' Where  pure  shearing 
stress  occurs,  that  is,  uncombined  with  compression  normal  to  the 
shearing  surface,  and  with  all  tension  normal  to  the  shearing  plane 
provided  for  by  reinforcement,  a  shearing  stress  of  6  per  cent  of  the 
compressive  strength  at  28  days,  or  120  lb.  per  sq.  in.  on  2000-lb. 
concrete,  may  be  allowed.  In  calculations  of  beams  in  which 
diagonal  tension  is  considered  to  ue  taken  by  the  concrete,  the 
vertical  shearing  stresses  should  not  exceed  2  per  cent  of  the  com- 
pressive strength  at  28  days,  or  40  lb.  per  sq.  in.  for  2000-lb.  concrete.'' 

16 
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478.  Coefficient  of  Elasticity  of  Concrete.  Table  41,  page  207, 
shows  the  vahies  of  the  coefficient  of  elasticity  as  obtained  from 
compression  tests  of  12-inch  cubes.  These  results  are  given  to 
show  the  effect  of  age  and  composition  upon  the  coefficient;  but 
they  are  not  as  suitable  for  use  in  beam  formulas  as  results  deduced 
from  experiments  upon  beams,  since  the  restraint  upon  the  concrete 
in  the  two  cases  is  quite  different,  and  also  since  the  coefficient 
deduced  from  beam  experiments  has  been  employed  in  adjusting 
the  constants  in  the  formulas  for  the  strength  of  beams  to  make  the 
computed  results  agree  with  those  obtained  by  experiments. 

Numerous  l^eam  experiments  by  Professor  Talbot*  show  that 
for  a  1  :  3  :  6  limestone  concrete  about  60  days  old  and  the  straight- 
line  stress-deformation  relation,  the  coefficient  should  be  taken  at 
not  more  than  2,000,000  lb.  per  sq.  in.  Turneaure  and  Maurer 
recommend  2,000,000  as  a  minimum  (apparently  for  a  1:3:6 
concrete)  and  3,000,000  as  a  maximum  (apparently  for  a  1:2:4 
concrete).  It  is  usual  to  consider  the  coefficient  =  2,000,000,  i.e., 
to  consider  E^  -r-  E^  =  15. 

479.  FiREPROOFiNO.  It  is  usual  to  make  the  concrete  below 
the  reinforcement  1^  to  2  inches  thick  in  beams,  and  ^  to  1  inch  in 
slabs.  This  layer  of  concrete  frequently  acts  as  fireproofing,  and  is 
often  so  called;  but  it  also  has  another  important  function — that 
of  holding  the  steel  reinforcement  in  place  and  enabling  it  to  transmit 
stress  to  the  concrete  above  it.  The  above  allow  ance  gives  rea,sonabie 
protection  from  fire,  and  is  sufficient  to  hold  the  steel  in  place. 

480.  EooNOMio  Design  of  Beams.  The  most  economic  propor- 
tion of  steel  depends  upon  (1)  the  relative  cost  of  a  cubic  unit  of  the 
steel  and  the  concrete,  (2)  the  ratio  of  the  coefficients  of  elasticity 
of  the  two  materials,  and  (3)  the  unit  working  stress  for  each  ma- 
terial. The  problem  of  determining  the  most  economical  proportion  of 
steel  is  capable  of  a  mathematical  solution;  but  different  results  are 
obtained  according  to  which  one  of  the  two  following  initial  assump- 
tions is  made:  (A)  the  stress  in  the  concrete  is  constant  or  (B)  the 
stress  in  the  steel  is  constant;  and  also  according  to  which  one  of 
the  three  following  limiting  conditions  of  design  is  assumed;  (a) 
breadth  of  l>eam  constant,  (6)  depth  of  beam  constant,  (c)  ratio 
of  breadth  to  depth  constant.  Finally  the  results  differ  still  further 
according  to  the  beam  formula  employed  (§  445). 

The  only  practicable  method  of  solving  the  problem  is  to  make 
a  solution  for  both  of  the  conditions  A  and  B  for  each  of  the  condi 
tion;5  a,   6,    and  c,  using  the  values    for   the    ratios   1,  2,   and  3 
above  that  fit  the  case  in  hand:    and  then  by  inspection  select  the 
most  economical  result.     For  an  example  of  such  a  solution, 

*  Bulletin  No.  4,  Univerjity  of  Illinois  Eng'g  Exp.  Station,  p.  71-72. 
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Engineering  News,  Vol.  I  vii,  pages  686-88.  The  following  conclusions 
are  from  that  article. 

1  "When  the  depth  is  unlimited,  a  girder  will  come  under  condi- 
tion c,  that  is,  breadth  divided  by  depth  constant;  and  a  floor  slab 
will  come  under  condition  6,  that  is,  breadth  constant. 

2.  "  When  the  depth  of  the  beam  is  limited,  the  cheapest  beam 
is  very  probably  an  over-reinforced  beam. 

3.  "  Whenever  an  over-reinforced  beam  is  the  cheapest,  there  is 
a  fairly  wide  range  of  percentages  of  reinforcement  within  which  the 
cost  will  vary  only  slightly.'' 

481.  Tumeaure  and  Maurer's  Principles  of  Reinforced  Concrete 
Construction,  pages  175-84,  gives  a  method  of  solution  along  the 
above  lines,  and  also  several  diagrams  to  facilitate  its  application 
in  practice. 

Art.  2.    Reinforced  Concrete  Columns. 

482.  Long  vs.  Short  Ck)NORETE  Columns.  Ordinarily  it  is  not 
necessary  to  take  account  of  the  flexure  of  a  concrete  column,  since 
the  ratio  of  length  to  least  width  will  seldom  exceed  12  or  15,  while 
tests  show  that  there  is  little  or  no  decrease  in  strength  due  to 
bending  for  ratios  of  20  to  25.  Hence  for  central  loads  only  com- 
pression need  be  considered. 

483.  EOOENTRIO  Loads.  Many  concrete  columns  are  loaded  more 
or  less  eccentrically,  particularly  wall  columns,  which  have  all  of  the 
floor  load  on  one  side.  If  the  load  is  eccentric,  that  is,  if  the  center 
of  gravity  of  the  load  is  to  one  side  of  the  center  of  the  column,  the 
resulting  concentration  of  pressure  must  be  allowed  for.  The 
maximum  fiber  stress  may  be  computed  by  the  formula 

P       Mc 
/e  =  1  +  - (1) 

in  which  /e  is  the  maximum  unit  compression,  P  is  the  total  load, 
A  is  the  total  area,  M  the  moment  due  to  the  eccentric  load  and  is 
=K:[ual  to  Pe  in  which  e  is  the  eccentricity,  c  is  the  distance  of  the  most 
remote  fiber,  and  /  is  the  moment  of  inertia.  A  comparatively  small 
eccentricity  may  produce  a  very  considerable  excess  of  stress. 

484.  Strength  of  Plain  Conorete  Columns.  Table  45,  page 
244,  gives  the  strength  of  plain  concrete  columns,  and  is  here  included 
to  permit  subsequent  comparisons.  Notice  that  the  richer  mixtures 
give  considerably  higher  strength.  Fig.  30  shows  the  relation  be- 
tween the  strength  and  the  proportion  of  cement,  the  amount  of 
cement  being  given  in  terms  of  the  weight  of  the  sand  and  the  stone.* 

*  Bulletin  No.  20,  University  of  Illinois  Eng'g  Exp.  Station,  p.  22. 
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TABLE  45. 
Strength  of  Plain  Coxcretb  Columns.* 


K>F. 

Ho. 

Fmpobtionb  of 

COMCBBTI. 

Tebteb, 
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No.  or 
Tcnv. 

ib.  per  tq.  in. 

I 
2 
3 

4 

£ 

6 

1  :  11 :  3 
1:2    :4 
1:3    ;6 
1:4    :8 

1-2    ;4 
1:2    :3i 

64 

66 
62 
63 

192 

14  mo. 

2 
7 
2 
2 

6 
2 

2300 
1740 
1032 
576 

2025 
2  710 

Fig.  30  shows  that  cement  is  an  effective  reinforcing  material.  For 
example,  a  cubic  yard  of  1  : 2  . 4  concrete  will  require  0.42  barrel 
of  cement  more  than  a  1  r  3  :  6  mixture,  and  will  therefore  cost  10  or 
15  per  cent  more;  but  the  strength  of  tho  1:2:4  column  is  168  per 
cent  of  that  of  a  1  :  3  : 6  mixture.  If  only  compressive  resistance  is 
required,  it  is  more  economioal  to  use  an  increased  amount  of  cement 
than  to  employ  any  form  of  steel  reinforcement;  but  in  practice 
columns  are  subjected  to  bending  moments,  and  plain  concrete,  owin^ 
to  its  small  tensile  strength,  is  noi 
suitable  for  use  where  tensile  stresses 
are  to  lie  resisted.  Therefore  steei 
reinforcement,  which  will  aid  the 
column  in  resisting  bending  mo- 
ments, is  advantageous.  Further, 
steel  is  a  more  reliable  material 
than  concrete;  and  hence  steel  re- 
inforcement is  particularly  advan- 
tageous in  small  columns,  where 
spots  of  improperly  proportioned 
or  badly  mixed  concrete  are  rela- 
tively more  serious. 

486.  QOLViatl  Reintoboxmint. 
Columns  are  reinforced  in  either 
of  two  ways:  (1)  by  longitudinal 
i-ods  extending  the  full  length  of 
the  column,  and  (2)  by  circumferentially  wound  metal.  In  the 
first  case  the  steel  supports  a  portion  of  the  load  directly;   and  in 

•  BuUetia  No.  20,  University  of  lUinoia  Ea^g  Exp.  SUtion,  p.  20. 
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the  second  the  steel  gives  lateral  support  to  the  concrete  and  thereby 
increases  its  load-carrying  power. 

The  longitudinal  reinforcement  may  be  either  plain  rods,  deformed 
bars,  or  Kahn  bars;  and  is  occasionally  a  light  lattice  column,  made 
heavy  enough  to  carry  the  forms  of  the  story  above.*  If  only  one 
rod  is  used,  it  is  placed  at  the  center;  and  if  several  are  used,  they 
are  placed  symmetrically  about  the  center  and  usually  about  2 
inches  from  the  outside  of  the  column.  The  circumferential  rein- 
forcement is  usually  either  a  succession  of  hoops  or  a  spirally  wound 
wire  or  round  rod  or  flat  bar;  but  sometimes  it  is  a  cylinder  of 
wire  net  or  expanded  metal.  The  circumferential  reinforcement  is 
placed  outside  of  the  column  proper,  although  in  practice  about  2 
inches  of  concrete  or  mortar  is  placed  outside  of  the  steel  for  fire 
protection. 

Usually  the  two  methods  are  used  together,  the  longitudinal 
rods  being  bound  together  transversely  at  intervals,  and  the  hoops 
or  the  spiral  being  held  in  position  by  vertical  spacing-bars  which 
are  often  so  large  as  to  give  considerable  longitudinal  reinforcement. 

486.  Theory  of  LoNoiruDiNAL  REUiFOEOEBaNT.  To  compute 
the  strength  of  a  column  having  longitudinal  reinforcement,  let 

A   «  the  total  cross  section  of  the  column, 

A^  =  the  cross  section  of  the  steel, 

/  o  =  the  unit  working  stress  in  the  concrete, 

n  =»  ratio  of  the  modulus  of  elasticity  of  the  steel  to  that  of  the 
concrete  at  a  stress  /©  as  determined  from  groSs  deforma- 
tion =  ^,  -J-  Ec, 

P   =  the  total  safe  strength  of  the  column, 

p   =  the  ratio  of  steel  to  total  area  =  A.  -i-  A. 

Assuming  that  the  steel  and  the  concrete  adhere  together,  the 
ratio  of  the  unit  stress  in  the  steel  to  that  in  the  concrete  will  be  equal 
.to  the  ratio  of  the  coefficient  of  elasticity  of  the  steel  to  that  of  the 
concrete  for  the  stress  /c  as  determined  from  gross  deformations; 
and  therefore  the  unit  stress  in  the  steel  will  be  n  /c,  and  the  total 
stress  in  the  steel  will  he  nfc  A^  =  nf^pA,  The  area  of  the  concrete 
is  A  -^  pAy  and  the  total  stress  in  the  concrete  is  f^  A  (1 — p).  Con- 
sequently the  total  strength  of  the  column, 

P  =  n/epA+/,A(l-p) 

^Af,[l  +  {n-l)p]      ....      (2) 

The  above  equation  shows  that  the  strength  of  a  reinforced 
concrete  column  varies  as  the  unit  stress  in  the  concrete,  but  not 

*  For  illustrations  of  examples  see  Trans.  Amer.  Soc.  C.  E.,  vol.  Ix,  p.  443-504, 
particularly  p.  445,  483-86. 
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directly,  since  the  higher  /c  for  any  particular  grade  of  concrete  the 
lower  Ec  and  hence  the  lower  n.  A  high  grade  concrete  which  will 
permit  the  use  of  a  higher  value  of  /c,  will  give  a  higher  value  of  E^ 
and  hence  a  higher  value  of  n. 

The  term  (n — l)p  shows  the  effect  of  the  steel.  For  example, 
if  n  =  15  and  p  =  0.01,  (n — 1)^  =  0.14,  which  shows  that  1  per  cent 
of  reinforcement  adds  14  per  cent  to  the  strength  of  the  plain  concrete 
column.  The  greatest  relative  effect  of  the  steel  occurs  with  poor 
conci-ete  of  low  modulus.  The  unit  stress  in  the  steel  =  nf^]  and 
since  n  usually  varies  from  10  to  15,  and  /^  from  300  to  500,  the 
stress  in  the  steel  will  vary  from  3,000  to  7,500  lb.  per  sq.  in.,  and 
consequently  the  stress  in  the  steel  reinforcement  will  always  be 
relatively  low. 

487.  Experiments  show  that  there  is  no  material  difference  in 
the  strength  of  a  column  whether  it  is  reinforced  with  plain,  de- 
formed, or  Kahn  bare;  and  also  that  there  is  practically  no  difference 
between  weak  and  strong  lateral  connection  between  the  longitudinal 
reinforcing  bars. 

488.  Theory  of  Circumferential  Reinforoebsent.  If  a  ma- 
terial is  subjected  to  compression  and  restrained  laterally,  lateral  com- 
pressive stresses  will  be  developed  which  tend  to  neutralize  the 
principal  compressive  stresses  and  thus  increase  the  resistance  to  rup- 
ture. If  the  lateral  stresses  were  equal  to  the  principal  stresses, 
there  would  be  no  rupture  because  there  could  be  no  shear.  The 
effectiveness  of  the  lateral  i-estraint  depends  upon  the  ratio  of  the 
lateral  to  the  longitudinal  deformation  of  the  material.  This  ratio  is 
known  as  Poisson's  ratio.  Apparently  the  only  experiments  made 
to  determine  Poisson's  ratio  for  concrete  are  those. by  Prof.  A.  N. 
Talbot,  which  gave  values  from  0.10  to  0.16  for  a  1  : 2  :  4  concrete 
GO  days  old  at  ordinary  working  loads,  with  values  as  high  as  0.25 
or  0.30  near  the  ultimate  strength.* 

Knowing  Poisson's  ratio  it  is  possible  to  deduce  the  relation 
between  the  lateral  and  the  longitudinal  stresses,  and  also  the  por 
tion  of  the  longitudinal  stress  left  unbalanced.     Let 

%i    =  Poisson's  ratio, 

C  =  the  total  longitudinal  unit  stress,  in  lb.  per  sq.  in., 

c   =  the  excess  of  the  longitudinal  over  the  lateral  compressive 

unit  stress— the  only  portion  of  C  that  is  significant, 
/,  =  the  unit  tensile  stress  in  the  steel,  in  lb.  per  sq.  in., 
p   a=  the  ratio  of  the  area  of  the  steel  to  the  total  area  of  the 
column,  the  steel  l)eing  considered  as  a  thin  cylinder  sur- 
rounding the  concrete, 

*  Bulletin  No.  20,  University  of  Illinois  Eng'g  Exp.  Station,  p.  47. 
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n   «  the  ratio  of  moduli  of  elasticity  determined  as  in  §  486. 
It  can  be  shown*  that 


(i  +  — HiiiP — "^ 

V        2  +  np(l  — 2tt)y    • 


(3) 


,    „    ^J^^ (A) 

'■      2  +  np(l  — 2u) ^' 

If  there  is  no  reinforcement  p  =0 ,  and  hence  from  equation  3, 
C  ^  c.  If  p  =  0.01  (1  per  cent),  and  u  be  taken  at  0.16  (its  maximum 
value  for  working  stresses)  and  n  at  20  (its  maximum),  then  C  = 
1.015c.  In  other  words,  under  the  most  favorable  circumstances, 
steel  equivalent  to  1  per  cent  of  the  area  of  the  column  increases  the 
working  strength  of  the  concrete  only  1.5  per  cent;  whereas  1  per 
cent  of  longitudinal  reinforcement  increased  the  strength  14  per  cent 
(see  §  486).  From  equation  4  it  is  seen  that  with  the  values  assumed 
above,  the  unit  stress  in  the  steel  is  only  3.00  c,  or  say  3.00  X  500  ~ 
1,500  lb.  per  sq.  in.  These  examples  are  extreme  cases  chosen  to 
show  (1)  that  circumferential  reinforcement  is  not  nearly  as  efficient 
as  the  same  amount  of  metal  used  as  longitudinal  reinforcement, 
and  (2)  that  with  circumferential  reinforcement  only  comparatively 
small  stresses  can  be  developed  in  the  steel  with  ordinary  working 
stresses  in  the  concrete.  These  conclusions  are  borne  out  by  ex- 
periments. Tests  made  by  Professor  Talbot  f  show  that  with  a 
1:2:4  concrete  60  days  old,  a  stress  of  800  lb.  per  sq.  in.  in  the 
concrete  developed  only  1,100  lb.  per  sq.  in.  in  the  steel. 

However,  although  circumferential  reinforcement  adds  but 
little  to  the  safe  working  strength  of  a  column,  it  adds  materially 
to  its  ultimate  strength.  When  the  load  on  the  column  reaches  the 
ultimate  strength  of  the  corresponding  plain  concrete  column,  the 
amount  of  shortening  increases  very  rapidly  and  the  lateral  expan- 
sion increases  correspondingly  rapidly.  During  this  stage  the 
elasticity  of  the  reinforcement  imparts  to  the  column  as  a  whole  a 
considerable  degree  of  elasticity.  The  shortening  of  the  circum- 
ferentially  reinforced  column  at  its  maximum  load  is  six  to  twelve 
times  that  of  a  plain  concrete  column  at  its  maximum  load.  The 
effect  of  circumferential  reinforcement  on  the  ultimate  strength 
of  the  column  is  two  to  three  times  as  great  as  would  be  caused  by 
the  same  amount  of  longitudinal  reinforcement;  but  the  exces- 
sive amount  of  shortening  and  the  liability  to  lateral  deflection 
nake  it  doubtful  whether  this  increase  in  strength  can  be  utilized 

*  Tumeaure  and  Maurer's  Principles  of   Reinforced  Concrete  Construction,    p. 
110-11. 
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to  any  great  extent  in  ordinary  practice.  Circumferentially  rein- 
forced columns  exhibit  a  greater  toughness  near  their  maximum 
load  than  either  plain  or  longitudinally-reinforced  concrete  columns, 
but  do  not  have  as  great  stiffness  at  working  loads. 

489.  Empirical  Fommlas  for  Cicumferentially  Reinforced  Ctolonms. 
The  ultimate  compressive  strength  of  a  1:2:4  concrete  column 
reinforced  with  bands  is  expressed  by  the  empirical  formula 

C  =  1,600  +  65,000p (5) 

and  that  of  columns  having  spiral  reinforcement  by 

C  -  1,600  +  100,000p* (6) 

C  and  7>  have  the  significance  stated  in  §  488.  The  first  term  of  the 
above  equations  is  the  unit  ultimate  strength  of  a  1:2:4  plain 
concrete  column;  but  the  second  terms  are  practically  the  same 
for  a  1  :  li  :  3  or  a  1  :  4  :  8  concrete.  There  is  no  material  difference 
between  mild  and  high-carbon  reinforcement. 

490.  Working  Stress  for  Columns.  Compression  on  Concrete. 
A  comparison  of  the  results  in  Table  45,  page  244,  with  those  in 
Tables  29  (page  195),  30  (page  196)  and  31  (page  197)  shows  that  con- 
crete in  the  form  of  a  column  is  not  as  strong  as  in  a  cube — doubtless 
because  of  the  less  restraint; — and  a  comparison  of  Table  45  with 
the  results  of  tests  of  beams  shows  that  the  compressive  strength  of 
concrete  is  greater  in  a  beam  than  in  a  column.  In  consideration  of 
the  above  facts  it  is  not  safe  to  assume  that  the  ultimate  strength 
of  a  1  :  2  :  4  concrete  column  30  days  old  is  more  than  1,600  lb.  per 
sq.  in.  To  determine  the  strength  of  other  proportions  or  other  ages 
apply  the  proper  ratio  from  Tables  32  (page  198)  and  33  (page  199), 
respectively.  In  consideration  of  the  effect  of  impact  and  of  repeti- 
tion of  the  load  and  also  of  the  danger  of  improper  proportions  or  of 
poor  mixing,  it  is  not  safe  to  use  a  less  factor  of  safety  than  four; 
and  therefore  the  safe  unit  working  stress  for  a  1  : 2  : 4  concrete  30 
days  old  should  not  be  taken  at  more  than  400  lb.  per  sq.  in. 

491.  The  recommendation  of  the  Joint  Committee  is:  "For 
concentric  compression  on  a  ylain  concrete  column  or  pier,  the 
length  of  which  does  not  exceed  12  diameters,  22.5  per  cent  of. the 
compressive  strength  at  28  days,  or  450  lb.  per  sq.  in.  on  2000-Ib. 
concrete,  may  be  allowed.  For  columns  with  the  several  types  of 
reinforcement    the    following    working   stresses   ai*e   recommended: 

'^a.  Columns  with  lontjitudinal  reinforcement  only,  the  unit 
stress  as  in  the  paragraph  al)ove  Bars  composing  longitudinal 
reinforcement  shall  be  straight,  and  shall  have  sufficient  lateral 
support  to  he  securely  held  in  place  until  the  concrete  has  set.     In 

*  Hullrtiii  No.  20,  University  of  Illinois  Eng'g  Exp.  Station,  p.  43. 
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all  caseS;  longitudinal  steel  is  assumed  to  carry  its  proportion  of 
stress. 

"6.  Columns  with  reinforcement  of  bands  or  hoops,  stresses  20 
per  cent  higher  than  given  for  a.  Where  bands  or  hoops  are  used, 
the  total  amount  of  such  reinforcement  shall  not  be  less  than  1  per 
cent  of  the  volume  of  the  column  inclosed.  The  hoops  or  bands 
are  not  to  be  counted  upon  directly  as  adding  to  the  strength  of  the 
columns.  The  clear  spacing  of  such  bands  or  hoops  shall  not  be 
greater  than  one  fourth  of  the  diameter  of  the  inclosed  column. 
Adequate  means  must  be  provided  to  hold  the  bands  or  hoops  in 
place,  so  as  to  form  a  column  the  core  of  which  shall  be  straight  and 
well  centered. 

"c  Columns  reinforced  with  not  less  than  1  per  cent  and  not 
more  than  4  per  cent  of  longitudinal  bars  and  with  bands  or  hoops, 
stresses  45  per  cent  higher  than  given  for  a. 

"d.  Columns  reinforced  with  structural  steel-column  units  which 
thoroughly  encase  the  concrete  core,  stresses  45  per  cent  higher  than 
given  for  a.*' 

492.  Tension  in  Steel.  Since,  for  ordinary  working  stresses  in  the 
concrete,  the  stress  in  the  steel  with  either  longitudinal  or  circum- 
ferential reinforcement  is  much  less  than  the  ordinary  working  stress 
of  even  low  steel,  no  consideration  need  be  given  here  to  the  unit 
working  stress  of  that  material. 

493.  Ooefflcient  of  Elasticity  of  Concrete.  The  value  of  the 
modulus  of  elasticity  of  concrete  to  be  used  in  computing  the 
strength  of  a  reinforced  column  is  that  for  gross  deformations  for  the 
unit  working  stress  /c,  and  is  less  than  that  computed  from  elastic 
deformations  (Table  41,  page  207);  and  since  it  is  wise  to  employ  a 
rich  concrete  in  columns,  the  modulus  should  be  taken  at  2,500,000 
to  3,000,000  lb.  per  sq.  in.  for  concrete  30  days  old. 

494.  Factor  of  Safety  of  Column.  The  unit  stress  in  the  steel  of 
a  longitudinally  reinforced  column  is  n  times  the  unit  stress  in  the 
concrete  (see  §  486),  and  since  n  increases  as  the  stress  in  the  con- 
crete, it  follows  that  at  the  ultimate  load  the  steel  takes  a  greater 
proportionate  stress  than  at  working  loads;,  and  consequently 
the  ultimate  strength  of  the  column  is  greater  than  the  working  load 
multiplied  by  the  factor  of  safety  of  the  concrete,  that  is,  the  factor 
of  safety  of  the  column  will  be  greater  than  the  factor  of  safety  of  the 
concrete.  A  further  result  of  the  fact  that  as  the  load  increases  the 
stress  taken  by  the  steel  increases,  is  that  the  factor  of  safety  increases 
with  the  percentage  of  steel 
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496.  Within  the  space  here  available  it  is  not  possible  to  give  a 
comprehensive  discussion  of  this  branch  of  the  subject;  and  hence 
only  a  few  general  principles  will  be  considered. 

496.  The  Forms.  Since  reinforced  concrete  construction  usually 
consists  of  slabs,  beams,  columns,  or  comparatively  thin  walls,  the 
cost  of  the  forms  is  at  best  a  large  part  of  the  total  cost  of  the  struc- 
ture, not  infrequently  running  as  high  as  50  per  cent;  and  hence  the 
design,  erection,  and  removal  of  [the  forms  are  important  matters. 
In  the  main  the  statements  that  were  made  in  §  320-30  concerning 
forms  for  mass  concrete  apply  also  to  the  forms  for  reinforced  con- 
crete; but  with  the  latter  there  are  a  number  of  additional  matters 
that  require  particular  attention. 

Since  the  forms  constitute  such  a  large  part  of  the  cost  of  a 
reinforced  concrete  structure,  and  since  there  is  usually  opportunity 

to  use  a  form  for  any  particular 
member  a  number  of  times,  it  is 
highly  important  that  the  forms 
shall  be  so  designed  as  to  permit 
^  rapid  erection   and  easy  removal 

at  an  early  date  without  undue 
destruction  of  the  forms  or  with- 
out damage  to  the  concrete.  It  is 
desirable  to  remove  the  column 
forms  without  disturbing  the  sup- 
ports of  the  beams  and  girders 
bearing  on  the  columns,  since  then 
any  defect  in  the  column  may  be 
detected  and  remedied  before  any 
considerable  load  comes  upon  it. 
The  bottoms  of  the  forms  for 
beams  and  girders  must  be  left  in 
place  and  be  supported  until  the 
beam  has  gained  strength  enough 
to  be  self-supporting,  but  the  sides 
may  be  removed  as  soon  as  the  concrete  has  taken  an  initial  set; 
and  therefore  the  forms  for  beams  and  girders  should  be  so  designed 
that  the  sides  may  be  removed  without  disturbing  the  bottoms. 
The  supports  for  the  forms  for  beams  and  girders  should  be  designed 
so  that  they  may  l^e  removed  one  at  a  time — beginning  at  the  ends. 

497.  Fig.  31,  32,  and  33  are  forms  used  by  a  prominent 
construction    company,    and    are   designed    to    meet    the  require- 
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Fig.  31. —  Form  for  Rectangular 
Column. 
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merits  stated  above.  In  Fig.  31  the  sides  of  the  cohmins  are  made 
in  panels  by  nailing  the  planks  to  cleats;  but  the  panels  are  held 
together  by  bolts  instead  of  by  nails  or  screws.  The  panel  parallel 
to  the  bolt  is  held  in  place  by  spacing  pieces,  a,  a,  \Yhich  rest  against 
hard-wood  wedges  l3e- 
tween  the  bolt  and  the 
form,  and  which  are 
placed  as  near  as  possi- 
ble to  the  end  of  the  bolt. 
Cleats,  plain  or  moulded, 
are  nailed  to  one  set  of 
panels  so  as  to  give  a 
chamfered  or  a  fluted 
corner  to  the  column. 
Some  constructors  also 
place  a  similar  beveled 
strip  in  the  corners  of 
the  beam  and  girder 
forms,  chiefly  to  prevent 
the  breaking  off  of  the 
sharp  comer  in  removing 
the  forms.  Notice  the  narrow  strips  on  two  opposite  sides  of  Fig.  31, 
which  are  to  facilitate  the  change  of  this  dimension  of  the  column 
from  floor  to  floor.  Some  constructors  secure  adjustability  of 
column  forms  by  building  the  mould  in  eight  pieces, — four  corner 


Fig.  32. — Form  for  Octagonal  Column. 


section  DD 


B 


F 


O    \      B 


1=S 

Section  A  A 


rP 


iiiimimimmNi. 


6 


r 

D 


^^' 
^ 


(inftjjrtfijjfitiiijiinrrr^ 


1 


'>,ff  i^inii^irrnwfit^ 


7 


'—J     lizi 


inintii 


Fig.  33. — Forms  for  Column,  Girder,  Beam,  and  Floor. 

pieces  and  four  intermediate  sides  composed  of  plain  plank,  different 
widths  of  plank  being  used  for  different  sized  columns. 

Fig.  32  is  the  form  for  an  interior  column,  which  is  made  octagonal 
partly  for  architectural   appearance  and  partly  to  save  concrete 
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when  circumferential  reinforcement  is  used.  Many  constructors 
use  round  columns  instead  of  octagonal  ones,  but  the  forms  for  the 
latter  are  the  cheaper.  It  is  claimed  that  the  extra  cost  of  octagonal 
over  rectangular  forms  is  just  about  balanced  by  the  saving  of 
concrete. 

In  Fig.  33,  C  represents  the  column,  G  the  girder,  and  F  the  floor 
slab.  The  special  feature  in  Fig.  33  is  the  method  of  supporting 
(1)  the  floor  form  upon  the  beam  forms,  (2)  the  beam  form  upon  the 
bottom  of  the  girder  form,  and  (3)  the  girder  form  upon  the  horizontal 
clamps  of  the  column  form.  It  is  claimed  for  this  method  that  all 
the  forms  for  a  floor  may  be  erected  before  any  of  the  posts  to  support 
the  green  concrete  are  put  into  place.  (These  posts  are  not  shown 
in  Fig.  33.)  The  form  for  the  bottom  of  the  floor  slab  is  a  panel 
which  overlaps  the  beam  forms,  and  therefore  requires  less  accurate 
fitting  than  the  usual  box-shaped  type,  since  any  slight  inaccuracies 
of  dimensions  are  taken  up  at  the  junction  between  the  floor  slab 
and  the  beam  where  the  error  is  inconspicuous.  The  edges  of  these 
panels  are  beveled  to  facilitate  their  removal'  in  taking  down  the 
forms.  Notice  the  wedge-shaped  pieces,  ly,  w,  shown  in  the  Section 
D  D,  which  are  inserted  to  facilitate  the  removal  of  the  forms. 

In  taking  down  these  forms  the  column  forms  are  removed  first. 
Next,  the  posts  under  the  girders  are  taken  down,  when  the  girder 
bottom  drops  and  is  removed,  and  then  the  posts  are  replaced  against 
the  concrete  to  support  it  for  a  time  longer.  The  nails  are  next 
drawn  from  the  wedge-like  keys,  Wj  w,  these  keys  are  knocked  out, 
the  posts  are  removed  from  under  the  beams,  and  the  beam  form 
comes  down  in  one  picee.  The  girder  sides,  being  beveled  at  the 
end,  are  easy  to  remove;  and  the  bottom  of  the  form  for  the  floor 
slab,  being  beveled  at  all  four  edges,  also  comes  out  readily. 

498.  The  above  is  a  brief  description  of  some  of  the  requirements 
to  be  met,  and  also  an  explanation  of  one  method  of  meeting  them; 
but  different  constructors  give  different  weight  to  the  various  re- 
quirements, and  differ  as  to  the  best  methods  of  meeting  them.  For 
detailed  descriptions  of  the  different  methods  employed  in  practice, 
see  the  books  mentioned  in  §  510. 

One  of  the  recent  innovations  in  form  construction  deserves 
special  mention.  In  one  case  a  reinforced  concrete  shell  was  used 
for  forms  for  columns.  Shells  l\  inches  thick,  moulded  in  short 
sections,  were  set  vertically  end  on  end  to  the  proper  height,  and 
were  then  filled  with  concrete.  A  similar  plan  w^as  followed  in  conduit 
construction,  short  sections  of  reinforced  concrete  shells  being  used 
as  both  lining  and  centering  for  the  concrete  conduit.  This  method 
decreases  the  cost  of  forms  and  facilitates  their  erection;  but  such 
construction    is  lacking  in  transverse  strength — one   of   the  most 
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important  advantages  of  good  reinforced  concrete  columns  and 
conduits. 

499.  Plaoiko  the  BElNFOBGEBasifT.  There  is  always  more  or  less 
diflSculty  and  uncertainty  in  properly  placing  the  reinforcement  for 
beams  and  slabs  when  it  consists  of  separate  rods.  Sometimes  the 
steel  is  supported  by  chairs  resting  on  the  bottom  of  the  forms  and 
sometimes  it  is  suspended  by  wires  attached  to  rods  resting  upon  the 
top  of  the  forms.  The  chairs  are  sometimes  blocks  of  cement  mortar 
with  a  groove  in  the  top,  or  sometimes  a  thin  square  steel  plate  about 
4  inches  on  a  side  with  a  hole  in  its  center,  the  two  halves  of  which  are 
bent  to  an  angle  of  60  to  90  degrees  with  each  other  to  form  feet  for 
the  chair,  the  hole  forming  a  seat  for  the  reinforcing  rod. 

Sometimes  the  steel  is  kept  at  the  right  distance  above  the 
bottom  of  the  beam  by  first  depositing  say  2  inches  of  concrete  in 
the  forms  and  then  laying  the  steel  upon  the  concrete;  but  this 
procedure  is  objectionable  since  (1)  the  placing  of  the  steel  is  likely 
to  interfere  with  the  placing  of  the  concrete,  (2)  there  is  liability 
that  the  concrete  in  the  bottom  of  the  forms  will  set  before  the 
succeeding  layer  is  added,  and  (3)  a  comparatively  dry  concrete  is 
required  which  is  more  expensive  to  lay  and  does  not  give  as  good 
adhesion  to  the  steel  as  a  wet  mixtiire. 

600.  It  is  sometimes  necessary  to  splice  the  reinforcing  rods. 
There  are  in  common  use  four  methods  of  doing  this.  1.  Simply 
lap  the  rods,  and  trust  that  the  grip  of  the  concrete  will  bind  them 
firmly  together.  This  is  not  very  satisfactory.  2.  The  rods  are 
lapped  and  wrapped  with  soft  steel  wire.  With  plain  rods  this  is  only 
a  slight  improvement  upon  lapping.  3.  A  better  method  is  to  lap 
the  rods  and  fasten  them  together  with  a  screw  clamp.  With 
deformed  bars  and  a  good  clamp  this  is  quite  satisfactory.  4.  For 
plain  bars  the  best  method  is  to  thread  the  ends  of  the  rods  and  use  a 
screw  coupling. 

In  anchoring  rods  by  bending  the  end,  short  bends  should  be 
avoided,  as  otherwise  there  is  a  concentration  of  pressure  on  the 
concrete  at  the  angle  of  the  bend  which  will  crush  the  concrete  and 
prevent  the  effect  sought. 

601.  Plaoino  the  Concrete.  Before  beginning  to  deposit  con- 
crete, it  is  important  to  see  that  all  sticks,  chips,  shavings,  and  even 
sawdust  are  removed]  from  the  forms — particularly  from  column 
forms,  where  they  are  likely  to  accumulate  and  to  be  overlooked. 
The  concrete  should  be  wet  enough  to  flow  around  the  reinforcement. 
The  best  consistency  is  that  in  which  it  will  flow  from  the  shovel 
unless  handled  quickly.  Concrete  should  not  be  dumped  from  the 
wheelbarrow  directly  against  the  form,  but  should  be  dumped  upon 
the  soft  concrete.     If  the  concrete  is  dumped  directly  into  the 
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forms,  tne  stones  may  become  jammed  between  the  side  of  the  form 
and  the  steel;  and  form  a  pocket  into  which  the  mortar  will  not 
enter;  but  if  the  concrete  is  dumped  upon  concrete  already  in  place, 
the  mortar  will  flow  ahead  of  the  stones,  and  the  stones  following 
later  will  fall  into  the  mortar  and  perfectly  bed  themselves. 

Care  should  be  taken  that  the  work  of  depositing  the  concrete  does 
not  stop  long  enough  for  the  concrete  to  begin  to  set,  as  otherwise 
there  will  be  formed  a  surface  of  weakness.  If  the  work  can  not 
proceed  continuously,  then  a  dam  or  bulkhead  should  be  put  in 
where  the  surface  of  weakness  will  do  little  or  no  harm,  as  for  example 
vertically  at  the  center  of  the  length  of  a  beam,  or  vertically  over 
the  longitudinal  axis  of  a  girder. 

602.  Remoying  the  Forms.  The  length  of  time  that  should  be 
allowed  to  elapse  before  removing  the  forms  depends  upon  the 
weather  and  the  load  to  which  the  member  will  be  subjected  when  the 
form  is  removed. 

With  reference  to  the  effect  of  the  weather  it  should  not  be  for- 
gotten that  concrete  sets  comparatively  slowly  in  cold  weather. 
To  an  experienced  person,  scratching  the  concrete  with  a  knife  or 
striking  it  with  a  hammer  gives  a  rough  idea  of  the  amount  of  set, 
and  therefore  of  its  strength;  but  the  only  sure  way  to  determine 
when  the  forms  may  safely  be  taken  down  is  to  make  test  specimens — 
either  cubes  or  beams — at  the  same  time  the  concrete  is  placed  in 
the  structure,  taking  care  to  get  identical  mixtures  and  to  store  the 
test  specimens  under  similar  conditions  to  those  obtaining  for  the 
structure,  and  then  test  the  specimens  from  time  to  time  to  determine 
the  growth  in  strength.  Such  tests  would  also  show  whether  the 
materials  and  the  mixing  were  uniform. 

As  to  the  effect  of  the  load  upon  the  time  to  elapse  before  removing 
the  forms,  it  may  be  said  that  the  nearer  the  load  to  be  immediately 
sustained  approaches  the  load  for  which  the  member  was  designed,  the 
longer  the  forms  should  remain  in  position.  For  example,  roof  forms 
should  remain  longer  than  floor  forms,  floor  forms  longer  than  col- 
umn forms,  column  forms  of  an  upper  stoiy  longer  than  those  of  a 
lower  story,  and  column  forms  longer  than  footing  forms.  In  this 
connection  see  the  last  paragraph  of  §  497. 

When  the  forms  aie  removed,  the  work  should  be  done  gradually 
with  close  attention  to  tlie  results,  so  that  if  there  is  any  sign  of 
weakness  the  supports  may  bo  replaced,  or  if  imperfect  workmanship 
is  discovered  it  may  be  repaired. 

503.  Expansion  and  Contraction.  The  coefficient  of  expansion 
of  steel  and  concrete  are  so  nearly  ec|ual  that  there  is  no  likelihood 
of  any  serious  stresses  l)eiTig  developed  by  differences  of  expansion 
and  contraction  of  the  steel  and  the  concrete.     The  coeflBcient  of 
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expansion  for  steel  is  0.000,006,5  per  1°  F.,  and  that  for  concrete 
varies  from  0.000,005,5  for  a  1:2:4  mixture  to  0.000,006,5  for  a 
1:3:6  concrete. 

In  large  structures  built  of  plain  concrete  it  is  necessary  to  provide 
joints  to  prevent  unsightly  contraction  cracks  (§  385-86);  but  with 
reinforced  concrete  these  joints  may  be  farther  apart,  and  in  some 
cases  are  entirely  omitted.  There  is  no  well-established  practice  as 
to  the  proper  distance  between  expansion  joints  or  as  to  the  method 
of  constructing  them. 

504.  Reinforcing  to  prevent  Contraction  Gracks.  Strictly  speaking, 
no  amount  of  reinforcement  can  prevent  contraction  cracks;  but 
by  the  use  of  sufficient  reinforcement  the  cracks  can  be  forced  to  take 
place  at  such  frequent  intervals  as  to  be  quite  invisible  and  conse- 
quently to  be  of  no  importance,  either  as  affecting  the  appearance  of 
the  concrete  or  as  permitting  the  entrance  of  water  or  gas  sufficient 
to  corrode  the  steel. 

In  determining  the  amount  of  reinforcement  required  to  prevent 
contraction  cracks,  three  stresses  in  the  steel  must  be  considered, 
viz.:  (1)  the  stress  due  to  the  cooling  of  the  cement  after  the  rise 
of  temperature  caused  by  the  chemical  action  of  setting  (§  348);  (2) 
for  concrete  setting  in  air  the  stress  due  to  the  shrinkage  of  the  con- 
crete in  hardening  (§  385) ;  and  (3)  the  stress  due  to  changes  in 
temperature  of  the  atmosphere. 

1.  The  first  stress  would  probably  be  appreciable  only  in  a  very 
thick  wall  built  rapidly,  and  is  usually  neglected. 

2.  Concrete  setting  in  air  shrinks  0.000,4  per  imit  of  length. 
At  points  where  the  tensile  strength  of  the  concrete  is  least,  this 
shrinkage  will  cause  tension  in  the  steel;  and  at  points  where  the 
concrete  is  strongest,  it  will  cause  compression.  The  maximum 
tension  that  can  come  upon  the  steel  from  this  shrinkage  is  equal  to 
the  tensile  strength  of  the  concrete,  say  200  lb.  per  sq.  in.  (§  406) ;  and 
the  cross  sectional  area  of  steel  required  to  prevent  a  crack  from 
opening  up  is  equal  to  the  tensile  strength  of  the  concrete  divided 
by  the  elastic  limit  of  the  steel,  or  200  h-  30,000  =  0.0067  =  0.67 
per  cent.  Of  course,  if  steel  having  a  higher  elastic  limit  is  used,  a 
proportionally  smaller  per  cent  will  be  required. 

3.  The  amount  of  steel  to  prevent  the  opening  up  of  cracks  due 
to  a  change  in  the  temperature  of  the  atmosphere  is  computed  as 
follows:  For  a  drop  in  temperature  of  100®  F.  the  temperature 
stress  in  the  steel  will  be  100  X  0.000,006,5  X  30,000,000  =  19,500 
lb.  per  sq.  in.  If  the  elastic  limit  of  the  steel  is  30,000,  then  there 
is  available  to  resist  the  tension  produced  by  the  shrinkage  of  the 
concrete  30,000  -  19,500  ==  10,500  lb.  per  sq.  in.;  and  if  the  tensile 
jstrength  of  the  concrete  is  assumed  to  be  200  lb.  per  sq.  in.^  then  the 
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steel  required  to  prevent  a  contraction  crack  is  200  -?-  10,500  = 
0.019  =  1.9  per  cent.  If  steel  having  an  elastic  limit  of  40,000  lb. 
per  sq.  in.  is  employed,  only  0.97  per  cent  will  be  required;  and  if 
60,000-pound  steel,  only  0.5  per  cent  will  be  required.  These  results 
are  rather  extreme,  since  a  large  change  of  temperature  was  assumed, 
and  since  a  low  elastic  limit  was  assumed  for  the  steel.  If  a  steel 
having  a  high  elastic  limit  is  used,  it  may  be  wise  to  use  a  deformed 
bar  so  as  to  distribute  the  deformation  as  much  as  possible. 

606.  The  conclusion  of  the  above  discussion  is  that  to  resist  the 
stresses  due  to  a  change  of  temperature  of  100°  F.  requires  1.9  per 
cent  of  mild  steel.  The  above  computations  are  only  approximate 
since  the  shrinkage  during  hardening  is  not  known  accurately,  and 
since  the  change  of  temperature  of  the  mass  of  concrete  is  not  usually 
known  with  any  considerable  accuracy.  On  account  of  these  uncer- 
tainties and  of  the  relatively  large  amount  of  steel  required,  it  is 
comparatively  rare  that  the  attempt  is  made  to  prevent  contraction 
cracks  by  reinforcing  the  concrete,  although  it  has  been  done  very 
successfully  in  a  few  cases.* 

The  steel  to  resist  thermal  stresses  should  be  placed  near  the 
surface,  particularly  if  only  one  face  is  exposed  to  the  atmosphere. 
Obviously,  the  reinforcement  inserted  to  resist  contraction  can  not 
rightly  be  expected  to  resist  also  the  stresses  due  to  the  load. 

606.  Contraction  Joints.  For  the  reasons  stated  above,  the 
usual  practice  is  to  divide  continuous  reinforced-concrete  structures 
into  units  separated  by  contraction  joints.  The  units  are  usually 
made  somewhat  longer  than  the  distance  at  which  cracks  occur  in 
non-reinforced  walls  (§  386),  and  each  section  is  reinforced  to  take 
up  the  shrinkage  and  thermal  stresses  within  itself.  Formerly  these 
expansion  joints  were  placed  not  more  than  25  feet  apart;  but  now 
the  distance  between  them  is  usuallv  50  or  60  feet.  In  reinforced 
concrete  buildings,  the  contraction  joints  are  usually  spaced  at 
equal  distances  both  longitudinally  and  transversely,  and  extend 
from  the  foundation  to  the  roof.  They  are  usually  formed  by  fin- 
ishing a  section  of  wall  or  floor  against  a  vertical  form  and  allowing 
the  concrete  to  set  before  concreting  the  succeeding  section.  The 
joints  are  therefore  simply  planes  of  weakness,  and  divide  the  columns. 
girders  and  l)eams  vertically  into  halves. 

For  tlie  method  of  making  expansion  joints  in  more  massive 
structures,  see  $  oS7. 

507.  Separately  Moulded  Members.  The  usual  method  of 
const ructinir  reinforced  concrete  buildings  by  moulding  in  place  is 
expensive  on  nccount  of  the  cost  of  the  forms,  and  is  also  compara- 

*  For  cxarnplr.  the  Kelly  &  Jones  l»uil<linjj:  in  (.Ireensburg,  Pa.,  a  factory  60  by 

yu<)  feet,  four  st(>ri«'-  nich. 
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tively  slow  on  account  of  the  time  that  must  be  allowed  for  the 
concrete  to  harden.  To  overcome  this  objection  buildings  are  some- 
times built  of  membei-s  moulded  separately  in  advance,  the  erection 
proceeding  very  much  as  with  timber  or  steel  construction.  The 
beams  must  have  both  tension  and  compression  reinforcement  to 
permit  of  handling.  Several  types  of  patented  beams  specially 
designed  for  this  form  of  construction  have  been  put  upon  the 
market. 

The  important  advantages  of  this  form  of  construction  are  that 
many  members  can  be  moulded  in  the  same  forms,  and  the  work  can 
be. done  on  the  ground  under  cover  in  all  kinds  of  weather  with  facil- 
ities for  securing  a  good  and  economical  product.  The  objection 
to  this  form  of  construction  is  the  difficulty  of  securing  rigid  con- 
nections between  the  columns,  girders,  and  beams.  However,  the 
joints  are  made  with  neat  portland  cement,  and  therefore  the  struc- 
ture has  a  considerable  degree  of  stiffness. 

In  Europe  this  method  has  been  employed  to  a  considerable 
extent,  but  has  not  attained  much  popularity  in  America.  For  an 
account  of  the  most  important  example  in  this  country,  see  Engi- 
neering News,  Vol.  Iviii,  pages  5-7, — July  4,  1907. 

608.  A  recent  extreme  example  of  this  form  of  construction  was 
the  moulding  of  the  whole  side  of  a  building  and  erecting  it  in  a 
single  piece.*  The  building  is  a  two-story  mess  hall,  76  by  170  feet, 
for  the  state  militia  at  Camp  Perry,  Ohio,  erected  in  the  summer  of 
1908.  The  walls  are  26  feet  high  and  4  inches  thick  A^ath  10-inch 
pilasters.  A  platform  of  2-inch  lumber  was  laid  upon  a  steel  frame 
which  was  supported  on  screw-jacks  operated  by  a  tumbling-rod 
run  by  an  engine.  The  reinforced-concrete  window  frames,  door 
frames,  cornice,  etc.,  having  been  previously  moulded  separately, 
were  placed  in  their  proper  position  on  the  platform,  the  reinforcing 
rods  of  these  being  allowed  to  project  to  give  a  good  bond  with  the 
body  of  the  wall.  Four-inch  boards  were  set  edgewise  on  the  four 
sides  of  the  platform  to  complete  the  forms,  and  half  of  the  concrete 
for  the  wall  proper  was  poured;  and  then  the  reinforcement  con- 
sisting of  J-inch  rods  6  inches  apart  both  ways  was  placed,  after 
which  the  remainder  of  the  concrete  was  poured  and  then  the  surface 
was  finished  by  troweling.  Forty-eight  hours  after  the  concrete  was 
placed,  the  wall  was  tilted  into  a  vertical  position  upon  the  founda- 
tion by  operating  the  screw-jacks.  Two  adjacent  sides  of  the 
building  were  joined  by  building  suitable  forms  at  the  comer  and 
filling  them  with  concrete,  the  reinforcement  from  the  sides  being 
allowed  to  project  into  this  concrete.     The  interior  columns,  the 

♦  Concrete,  vol,  viii,  p.  19-21 ;  or  Monthly  Bulletin  No.  52,  of  the  Universal  Port- 
land Cement  Co.,  p.  6-9. 
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girders,  the  floor  beams,  were  separately  moulded  and  hoisted  into 
place.  The  cost  of  the  building  is  said  to  have  been  only  a  little 
more  than  that  of  a  wood  one. 

609.  OosT  OF  Reinforced  Concrete  in  Buildings.  Table  46, 
page  258,  shows  the  actual  cost  of  materials  and  labor  for  reinforced 
concrete  in  buildings  as  determined  by  daily  records  made  upon  each 
of  the  several  jobs.*  Table  47  gives  the  cost  of  handling  the  steel 
after  it  was  received  at  the  site  in  the  shape  sold  by  the  manufac- 
turer, which  includes  fabricating  it  into  units  for  columns  or  beams, 
bending  the  stirrups,  placing  in  the  forms,  etc.  The  paper  from 
which  the  above  data  is  taken  stated  the  character  and  location  of 
all  the  buildings  included  in  Tables  46  and  47,  but  they  are  not  here 
included  for  lack  of  space.  However,  the  first  nine  lines  of  Table 
46  and  the  first  twenty-one  lines  of  Table  47  show  the  general  char- 

TABLE  47. 
Cost  of  Handling  the  Reinforcing  Steel. 


Ref. 

No. 


I 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 


Character  and  Location  of 
Structure;. 


Office  building,  Portland,  Maine 
Fire  station,  Weston,  Mass  . . .  . 

Mill.  Chelsea,  Mass 

Coal  bins,  Dalton,  Mass 

Dam,  Auburn,  Maine 

Filter,  Warren,  R.  I 

Tank,  Lincoln,  Maine 

Tar  well,  Springfield,  Mass 

Monument,  Provinceto\Mi,  Mass. 

Mill,  Greenfield,  Mass 

Machine  shop.  Milton,  Mass.  . . . 
Coal  pocket,  Lawrence,  Mass.  . . 

Mill,  Southb ridge.  Mass 

Mill,  South  Windham,  Maine    . . 

Mill,  Attleboro,  Mass 

Garage,  Newton,  Mass 

Mill,  Southbridge.  Mass 

Coal  pocket.  Hartford,  Conn..  .  . 

Filter,  Lawrence.  Mass 

Wart^hou.se,  Portland.  Me 

Standpipo.  .Attleboro,  Mass 


Average  for  21  structures 

Highest 

Lowest 


Total 

•  Weight, 

Tons. 


324.5 
8.5 
62.25 

8.5 
55.0 
19.0 
8.5 
15.5 
24.5 
92 .  75 
20 .  25 
28.0 
53.5 

293.0 
49.5 
20.0 
30.0 

195 . 0 
44.5 
62 . 0 

199.5 


Cost. 


Total. 


$5  115.32 

40.26 

548.81 

61.75 

506.76 

102 . 59 

69.38 

59.21 

136.84 

1232.01 

177.16 

461.16 

142.76 

3  079.60 

286.02 

86.55 

100.03 

2  316.60 

112.84 

462.99 

1547.00 


Per  Ton. 


$15.76 
4.74 
8.41 
7.26 
9.18 
5.40 
8.16 
3.82 
5.58 

10.20 
8.75 

16.47 
2.67 

10.51 
5.78 
4.33 
3.34 

11.88 
2.54 
7.47 
7.75 

S8.52 

16.47 

2.54 


*  A  pajHT  n>:i(l  at  the  Ocvrlarnl  Convention  (»f  the  XationHl  A.s.sociation  of  Cement 
Users  by  LeonanI  (\  Wasoii.  President  of  the  Aherthaw  Construction  Co.,  Boston, 
published  in  t^mjimrrituj  Record,  vol.  lix.  p.  78-81. 
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acter  and  variety  of  locations  of  the  structures  included  in  the  latter 
part  of  Table  46. 

The  materials  and  workmanship  were  strictly  first-class  in  every 
case.  The  standard  concrete  mixture  for  lightly  loaded  flooi-s  wa,s 
1  : 3  : 6,  for  heavily  loaded  floors  1  : 2  :  4,  for  walls  1:3:6,  and  for 
columns  1:2:4.  These  tables  contain  very  valuable  data.  Such 
information  is  usually  known  only  to  the  manager  of  a  construction 
company  and  is  generally  kept  under  lock  and  key.  However,  all 
such  data  are  more  valuable  to  the  one  who  deduced  them  than  to 
anyone  else,  since  the  former  is  acquainted  with  numerous  details 
and  conditions  which  can  not  be  stated  in  any  such  summary  as 
Tables  46  and  47. 

610.  BIBLIOORAPHT.  Each  of  the  following  volumes  gives  an 
illustrated  account  of  numerous  representative  examples  of  rein- 
forced concrete  construction. 

1.  Reinforced  Concrete,  by  A.  W.  Buel  and  C.  S.  Hill,  pub- 
lished in  1904  by  Engineering  News  Publishing  Co.,  New  York  City. 
499  pages,  6  by  9  inches. 

2.  Concrete  Plain  and  Reinforced,  by  F.  W.  Taylor  and 
S.  E.  Thompson,  published  in  1907  by  John  Wiley  &  Sons,  New 
York  City.     585  pages,  6  by  9  inches. 

3*.  Concrete  and  Reinforced  Concrete  Construction,  by 
Homer  A.  Reid,  published  in  1907  by  M.  C.  Clark  Publishing  Co., 
Chicago.     884  pages,  6  by  9  inches. 

4.  Concrete  Construction,  Methods  and  Cost,  by  H.  P. 
Gillette  and  C.  S.  Hill,  published  in  1908  by  M.  C.  Clark  Publishing 
Co.,  Chicago.     690  pages,  6  by  9  inches. 

5.  See  the  several  Indexes  of  Current  Engineering  Literature  for 
recent  examples  of  reinforced  concrete  construction. 


CHAPTER  IX 
CONCRETE  BUILDING-BLOCKS  AND  ARTIFICIAL  STONE 

Art.  1.    Concrete  Building-Blocks. 

612.  Under  this  head  will  be  considered  briefly  the  method  of 
manufacture  and  the  uses  of  comparatively  small  blocks  of  concrete 
employed  as  substitutes  for  brick  or  (rut  stone  in  buildings.  Such 
blocks  are  usually  hollow,  and  the  term  hollow  concrete  buildings 
blocks  is  frequently  used  to  designate  this  form  of  material.  Owing 
to  the  thinness  of  the  walls  of  many  of  the  hollow  blocks,  it  is  impos* 
sible  to  use  a  coarse  aggregate,  and  consequently  the  material  is 
cement  mortar  rather  than  concrete;  and  therefore  building-blocks 
are  called  cement  blocks  nearly  as  frequently  as  concrete  blocks. 
Attempts  have  been  made  to  introduce  cement  blocks  of  the  size  of 
ordinary  brick;  but  the  size  is  too  small  for  economy  and  has  no 
compensating  advantage.  Such  material  is  appropriately  called 
cement  brick. 

The  concrete  building-block  is  of  quite  recent  origin,  but  it  has 
developed  very  rapidly  within  the  past  few  years,  and  has  reached 
the  position  of  an  important  building  material.  The  two  qualities 
which  make  the  ordinary  concrete  blocks  a  valuable  building  material 
are  their  cheapness  and  the  ease  with  which  blocks  of  any  size  or 
form  may  he  moulded.  In  many  localities  concrete  blocks  are 
cheaper  per  unit  of  volume  than  either  brick  or  cut  stone;  and  on 
account  of  their  larger  size  concrete  blocks  are  superior  to  bricks, 
either  burned-clay  or  sand-lime,  since  the  large  size  requires  less  skill 
and  also  costs  less  to  lay,  and  secures  a  more  uniform  bearing  and 
hence  a  stronger  wall  for  materials  of  approximately  the  same 
strength. 

Originally  the  concrete-block  industry  was  stimulated  by  the 
numerous  manufactures  of  patented  machines  for  moulding  the 
blocks.  It  was  represented  that  any  one  could  make  concrete  blocks; 
and  as  a  result,  the  manufacture  fell  largely  into  the  hands  of  men  with- 
out any  knowledge  concerning  either  the  selection  of  the  materials 
or  their  combination,  and  consequently  many  poor  blocks  were  put 
upon  the  market,  which  greatly  injured  the  reputation  of  concrete 
blocks.     Further,  owing  to  inattention  to  the  principles  of  correct 
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design,  tie  artistic  possibilities  of  concrete  have  been  underestimated. 
Natwitfastandinp  ibe  mistales  and  failures  in  ihc  earh"  histonr  of  the 
induEtiy,  concrete  blocks  are  a  valuable  buildinp  material.  The 
concrete  block  has  an  advaniai!e  over  concrete  built  in  siiu.  in  that 
(1)  the  block  can  be  moulded  on  the  ground  under  factorj"  conditions, 


f^r/jyMrt    OlocJl. 
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Fia.  34.— Top  View  or  Buockb  Shoittvg  VcBTifjii.  Aim  i 


(2)  requires  much  less  expense  for  forms,  and  (H)  is  simpler  to  erect. 
Of  course,  block  construction  can  not  compete  with  mass  concrete 
in  ^r^tgth  or  cost,  and  can  not  be  used  where  subjected  to  any 
consderable  transrerse  stress. 

613.  Sub.  There  is  no  standard  sire  of  concrete  building-blocks. 
The  length  is  8, 16, 24 ,  or  32  inches,  the  second  or  third  being  the  most 
common;  the  height  is  S  or  9  inches;  and  the 
thickness  S,  10,  or  12  inches,  according  to  the 
thickness  of  the  wall  desired.  The  smaller  sires 
are  produced  in  the  moulds  for  the  larger  siies  by 
in:*erting  partitions  or  filling  blocks.  In  mould- 
ing sills  and  lintels  for  buildings,  and  ring-stones 
and  stones  for  the  parapet  walls  of  concrete 
arefaes,  much  larger  sizes  than  the  above  are 
made. 

n4.  VObm  op  BukjK.  Concrete  blocks  may 
be  claesified  as  sohd  and  hollow.  The  first  con- 
crete blocks  were  solid,  but  that  form  is  not  now 
much  tised,  since  the  hollow  blocks  are  cheaper 
and  give  better  insulation  against  moisture  and 
heat  or  cold.  The  hollow  space  usually  runs 
vertically  from  the  top  to  the  bottom  of  the 
block,  but  in  &  few  cases  horizontally  from  end 
to  end.  Fig.  34  shows  the  top  \iew  of  three 
common  arrangements  of  vertical  air  spaces, 
and  Fig,  35  is  an  end  ^iew  of  a  wall  showing  the 
most  conmion  form  of  horieontal  air  spaces. 
The  blocks  are  usually  made  12  inches  high  although  they  are  some- 
times 8  inches;  and  the  other  dimension.'!  are  about  as  shown  in 
Fig.  34  and  35.     The  special  advantage  claimed  for  the  Miracle 
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block,  Fig.  34,  and  also  for  the  block  shown  in  Fig.  85  is  that  each 
web  is  hacked  by  un  lur  space,  and  hence  no  portion  of  the  solid 
concrete  extends  from  the  front  to  the  back  of  the  wall,  the  object 
sought  being  to  prevent  capillary  attraction  from  drawing  water 
to  the  interior  of  the  building. 

Concrete  blocks  may  also  Vie  classified  aa  one-piece,  two-piece, 
or  three-piece  blocks.  Fig.  34  and  35  are  examples  of  one-piece 
blocks.     Fig.  36  shows  the  top  view  of  a  wall  built  of  two-piece 


FiQ.  36.— Top  View 


Wali. 


blocks.  The  block  shown  in  Fig.  36  may  be  laid  either  with  or 
without  the  continuous  horizontal  air  space  as  shown.  The  con- 
tinuous horizontal  air  s|jace  is  to  prevent  the  passage  of  water 
from  the  outside  to  the  inside  of  the  wall.  The  objects  sought  in  the 
two-piece  blocks  are  to  overcome  some  of  the  difficulties  encountered 


in  the  iiiaiiufacture  of  one-piece  blocks  and  also  to  afford  better 
insuliitioTi  against  moisture  and  heat  or  cold.  ■  The  two-piece  and 
the  threc^ijitice  blocks  can  be  moulded  by  pressure  much,  more 
Hatisfaclorily  than  the  one-piece  block.     Fig.  37  shows  a  method  of 
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arranging  the  two-piece  blocks  to  make  a  three-piece  wall.  The 
thiee-piece  wall  may  be  laid  with  continuous  horizontal  air  spaces 
similar  to  those  shown  in  Fig.  36. 

There  are  numerous  other  forms  of  blocks,  but  the  above  are 
representative. 

SIS.  Several  manufacturers  make  a  bead  on  one  side  or  on  one  end 
or  on  both  sides  and  ends  of  a  block,  and  a  groove  on  the  opposite 
side  to  give  additional .  resistance  to  prevent  one  block  s  sliding 
horizontally  on  another.  The  beads  and  groo\'es  are  not  shown  in 
Fig.  34  to  37. 

616.  In  blocks  for  buildings  the  object  of  the  air  space  is  to 
cheapen  the  product,  and  also  to  insulate  the  wall  against  the  passage 
throu^  it  of  water  or  heat ;  but  in  structures  requiring  great  strength, 
the  chief  object  of  the  air  spaces  is  to  permit  a  thorough  bonding  of 
the  work  by  the  filling  of  the  hollow  spaces  with  concrete  after  the 
blocks  are  set  in  postion.  For  an  example  of  the  use  of  the  latter 
principle  in  the  piers,  parapet  walls,  railings,  et<?.,  of  a  concrete  arch, 
see  Transactions  of  American  Society  of  Civil  Engineers,  Vol.  lix, 
jiages  193-207,  particularly  199-200;  or  Engineering  Ketos,  Vol.  hii, 
pages  497-503. 

In  the  ordinary'  commercial  building  blocks  the  hollow  spaces  are 
formed  by  removable  metal  cores  (see  f  521) ;  but  in  the  lai^  blocks 
used  in  nK)re  massive  engineering  construction,  the  air  spaces,  have 
been  formed  by  inserting  paraffinated  paper  bags  filled  with  sand. 

617.  Pw  Oflut  of  Hf^w  Spaee.  The  open  spaces  usually 
occupy  one  third  of  the  volimie  of  the  block,  and  occasionally  run  as 
high  as  one  half.  The  building  ordinances  of  the  different  citic.*^ 
usually  limit  the  open  spaces  to  33  per  cent  for  the  walls  of  one-  and 
two-story  buildings  and  for  the  two  or  three  upper  stories  of  t^li 
buildings,  and  to  20  or  25  per  cent  for  the  lower  stories  of  high  build- 
ings. Some  building  laws  also  limit  the  minimum  thickness  of  the 
webs  and  walls  of  hollow  blocks  to  one  quarter  of  the  height  of  the 
block. 

618.  Thb  Mate&IALS.  Xo  statement  is  requireti  here  concerning 
the  materials  other  than  to  say  that  almost  unix'ersally  portland 
cement  is  used  in  concrete  blocks.  Ether  gravel  or  bn^ken  stone 
ma\'  be  emplo^-^ed.  The  size  of  the  largest  pieces  is  usually  not  more 
than  i  inch  in  diameter  for  the  smaller  hollow  blocks,  and  1  inch  for 
the  larger  hollow  blocks:  while  of  course  larger  pieces  may  be  used 
for  solid  blocks. 

619.  The  Majtufacture.  Consistency.  Concrete  of  three  degrees 
of  consistency  is  in  somewhat  common  use:  dry,  quaking,  and  wet 
concrete  (see  f  334-37).  The  first  is  the  most  common,  and  the 
last  the  least.     Dry  concrete  is  most  advantageous  to  the  manu- 
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facturer,  since  the  block  can  be  removed  from  the  form  as  soon  as  it 
is  moulded,  and  hence  fewer  forms  are  required. 

620.  Mixing.  No  statement  is  required  here  concerning  the 
proportions  and  the  method  employed  in  mixing  the  materials,  as 
these  subjects  have  already  been  considered  in  preceding  portions 
of  this  volume  (see  §  338-41). 

621.  Method  of  Moulding.  Ordinary  concrete  blocks  are  usually 
moulded  in  metal  forms,  but  ornamental  blocks,  as  capitals,  balus- 
trades, cornices,  etc.,  are  successfully  cast  by  pouring  liquid  concrete 
into  sand  moulds,  although  the  process  is  expensive  on  account  of 
the  labor  of  making  a  new  mould  for  each  piece.  In  making  the 
ordinary  plain  building  block,  the  dry  mixture  is  always  tamped, 
usually  by  hand  and  occasionally  with  a  pneumatic  tamper;  plastic 
concrete  is  usually  tamped,  and  occasionally  pressed;  and  the  wet 
mixture  is  poured.  Tamping  is  the  most  common,  and  pressing 
the  least.  It  is  impossible  to  make  a  dense  block  by  direct  com- 
pression unless  the  pressure  is  applied  to  the  face  of  a  comparatively 
thin  layer,  which  makes  the  method  impracticable,  except  for  a  two- 
piece  block  (§514)  in  which  the  pressure  is  applied  to  pieces  of  no 
great  thickness. 

622.  Moulding  Machines.  There  are  a  great  number  of  machines 
on  the  market  for  facilitating  the  moulding  of  concrete  blocks, 
which  differ  according  to  the  plasticity  of  the  concrete  used,  the 
method  of  consolidating  the  block,  and  the  conveniences  for  removing 
the  cores  and  handling  the  Ijlock.  For  advertisements  of  such  ma- 
chines, consult  the  advertising  pages  of  engineering  journals,  pro- 
ceedings of  engineering  societies,  etc.  Blocks  have  been  made 
successfully  by  tamping  by  hand  in  wooden  moulds. 

623.  Face  Finish.  In  the  early  history  of  the  concrete  building- 
block  industry,  it  was  customary  to  give  the  block  a  rich  mortar  face, 
partly  to  secure  a  more  dense  and  more  impervious  surface,  and 
partly  to  aid  in  forming  the  imitation  rock-face  then  much  in  vogue; 
but  now  the  facing  mortar  isfrequently  omitted,  a  satisfactory  surface 
being  obtained  by  using  a  w^et  mixture  and  **  spading"  the  face 
(§  353).  The  so-called  rock-face  was  very  unsatisfactory,  being  at 
best  only  a  dull  and  monotonous  imitation  of  pitch-faced  natural 
stone.  It  is  now  conceded  bv  architects  and  the  better  manufac- 
turers  that  a  plain  face  is  the  most  satisfactory  for  concrete  blocks. 
Some  really  handsome  structures  have  been  built  wholly  or  in  part 
of  concrete  blocks  having  plain  faces. 

If  desired,  the  face  of  the  block  can  be  dressed  with  a  stone- 
cutter's tool;  but  concrete  is  considerably  more  difficult  to  work 
than  equally  hard  natural  stone,  probably  because  the  fragments 
of  the  aggregate  are  not  held  as  firmly  as  the  grains  of  the  natural 
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stone,  and  hence  there  is  a  slight  movement  of  the  aggregate  under 
the  chisel  which  materially  decreases  the  effectiveness  of  the  blow. 
The  surface  of  the  block  may  be  treated  by  either  of  the  processes 
described  in  §  359  and  360. 

The  color  of  the  face  may  be  varied  by  selecting  different-colored 
aggregates  or  by  using  artificial  coloring  matter  (see  §  362).* 

624.  Waterproofing.  Since  the  chief  use  of  concrete  blocks  is 
for  buildings,  it  is  important  that  they  should  be  waterproof.  Blocks 
may  be  made  impermeable  by  any  of  the  methods  described  in  §  366- 
81.  The  penetration  of  water  from  the  outside  to  the  inside  is 
reduced  by  placing  an  air  space  opposite  each  web  member  between 
the  back  and  the  face  of  the  block  (§  514),  and  is  prevented  by  mak- 
ing a  continuous  horizontal  air  spac«  (Fig.  36). 

626.  Oaring.  It  is  important  that  the  blocks  should  be  properly 
cared  for  while  the  cement  is  hardening.  They  should  not  be  allowed 
to  dry  too  rapidly;  and,  particularly,  the  sun  should  not  be  allowed 
to  shine  upon  the  unseasoned  block,  as  it  not  only  will  dry  the  block 
out  unduly  but  will  also  make  it  spotted.  The  blocks  should  be  kept 
in  a  humid  atmosphere  or  should  be  sprinkled  three  or  four  times  a 
day.  When  a  dry  concrete  is  used,  the  block  should  be  sprinkled 
more  frequently  and  more  copiously  and  for  a  longer  time  than  when 
a  wet  concrete  is  used.  It  is  advantageous  to  cover  the  blocks  with 
straw,  excelsior,  or  burlaps,  to  retain  the  moisture  and  help  secure 
uniformity  of  color  and  prevent  hair  cracks.  While  hardening,  the 
blocks  should  not  be  in  contact  with  one  another. 

Ordinarily,  blocks  should  not  be  placed  in  the  wall  until  they 
have  seasoned  for  three  weeks,  and  preferably  four. 

626.  Latino  the  Blocks.  Concrete  blocks  are  laid  very  much  as 
are  bricks  or  blocks  of  natural  stone.  Before  being  laid,  the  block 
should  be  thoroughly  moistened  to  prevent  its  absorbing  the  water 
from  the  mortar.  Blocks  are  usually  laid  with  joints  i^  to  J  inch 
thick.  The  mortar  is  usually  about  1  volume  portland  cement, 
3  volumes  of  sand,  and  1  volume  lime  paste  or  hydrated  lime.  Con- 
crete blocks  are  used  on  the  face  of  a  wall,  and  are  backed  up  with 
brick;  and  concrete  blocks  are  also  used  as  backing  for  pressed 
brick  or  cut  stone. 

Art.  2.    Artificial  Stone. 

627.  Many  formulas  have  been  proposed  for  making  artificial 
stone,  as  the  records  of  the  patent  office  show.  Nearly  all  of  the 
proposed  substitutes  for  natural  stone  consist  of  ordinary  hydraulic 
cement,  sand,  gravel  or  broken  stone,  and  some  ingredient  that  is 
claimed  to  confer  some  peculiar  advantage  to  the  product.     In 
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many  cases  the  peculiar  ingredient  is  harmless  and  useless,  in  some 
it  is  only  a  coloring  matter,  and  in  others  it  adds  a  little  initial 
strength;  but  the  most  valuable  ingredients  are  only  some  form  of 
waterproofing  (§  369-77). 

Few,  if  any,  of  the  artificial  stones  have  any  advantage  over 
ordinary  •blocks  of  cement  mortar  or  concrete  made  waterproof  by 
careful  selection  of  the  ingredients  and  by  proper  manipulation,  or 
by  adding  a  waterproofing  material. 

However,  there  are  two  forms  of  artificial  stone,  the  Ransome 
and  the  Sorel,  which  do  not  depend  upon  ordinary  hydraulic  cement 
for  their  strength  and  hardness,  and  are  therefore  of  a  little  interest 
because'  of  the  form  of  cementing  material  employed,  although  they 
are  not  of  much  practical  value.  The  patents  on  these  two  have 
long  since  expired. 

628.  Raksome  Stone.  This  is  made  by  forming  in  the  interstices 
of  sand,  gravel,  or  any  pulverized  stone,  a  hard  and  insoluble  cement- 
ing substance,  by  the  natural  decomposition  of  two  chemical  com- 
pounds in  solution.  Sand  and  the  silicate  of  soda  are  mixed  in  the 
proportion  of  a  gallon  of  the  latter  to  a  bushel  of  the  former  and 
rammed  into  moulds,  or  it  may  be  rolled  into  slabs  for  footpaths, 
etc.  At  this  stage  of  the  process  the  blocks  or  slabs  may  be  easily 
cut  into  any  desired  form.  They  are  then  immersed,  under  pressure, 
in  a  hot  solution  of  chloride  of  calcium,  after  which  they  are  thor- 
oughly drenched  with  cold  water — for  a  longer  or  shorter  period, 
according  to  their  size — to  wash  out  the  chloride  of  sodium  formed 
during  the  operation.  In  England  grindstones  are  f»'equently  made 
by  this  process. 

629.  SOREL  Stone.  Some  years  ago,  M.  Sorel,  a  French  chemist, 
discovered  that  the  oxychloride  of  magnesium  possessed  hydi*aulic 
energy  in  a  remarkable  degree.  This  cement  is  the  basis  of  the  Sorel 
stone.  It  is  formed  by  adding  a  solution  of  chloride  of  magnesium, 
of  the  proper  strength  and  in  the  proper  proportions,  to  the  oxide 
of  magnesium.  The  strength  of  this  stone,  as  well  as  its  hardness, 
exceeds  that  of  any  other  artificial  stone  yet  produced,  and  may, 
when  desirable,  be  made  equal  to  that  of  the  natural  stone  which 
furnishes  the  powder  or  sand  used  in  its  fabrication.  The  principal 
use  of  this  process  was  in  making  emery  wheels,  but  it  is  not  used  for 
even  that  now.  It  is  not  suitable  for  a  building  stone,  since  it  does 
not  resist  the  weather  well. 


CHAPTER  X 
STONE  CUTTING 


Art.  1.    Tools. 

631.  Iq  order  to  describe  intelligibly  the  various  methods  of 
preparing  stones  for  use  in  masonry,  it  will  be  necessary  to  begin  with 
a  description  of  the  tools  used  in  stone  cutting,  as  the  names  of  many 
kinds  of  dressed  atones  are  directly  derived  from  those  of  the,  tools 
used  in  dressing  tiiem. 

With  a  view  to  securing  uniformity  in  the  nomenclature  of 
building  stones  and  of  stone  masonry,  a  committee  of  the  American 
Society  of  Civil  Engineers  in  1877  *  prepared  deficitioDS  of  stone- 
cutting  tools  and  a  classifica- 
tion of  dressed  stone  and  of 
stone  masonry,  and  recom- 
mended that  all  specifica- 
tions be  made  in  accordance 
therewith.  The  old  nomen- 
clature was  very  unsystem- 
atic and  objectionable  on 
many  grounds.  The  new 
system  is  good  in  itself,  is  recommended  by  the  most  eminent 
authority,  has  been  quite  generally  adopted  by  engineers,  and 
should  therefore  be  strictly  adhered  to.  The  following  descrip- 
tion of  the  hand  tools  used  in  stone  cutting  is  from  the  report  of 
the  American  Society's  com- 
mittee. 

632.  Hand  TOOLS.  "Tke 
Double  Face  Hammer,  Fig.  38, 
is  a  heavy  tool  weighing 
from  20  to  30  pounds,  used 
for  roughly  shaping  stones 
as  they  come  from  the 
quarry  and  for  knocking  off 
projections.  This  is  used   only  for  the  roughest  work. 

"The  Face  Hammer,  Fig.  39,  has  one  blunt  .ind  one  cutting  end 
and  is  used  for  the  same  purpose  as  the  double  face  hammer  where 

♦  Trana.  Am.  Soo.  of  C.  E„  vol.  vi,  p.  297-304. 
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Fia.  39.— Face  Hammer, 


.  40.— Cavil. 


ID 
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less  weight  is  required.  The  cutting  end  is  used  for  rou^ly 
squaring   stones,  preparatory   to  the  use  of  finer  tools. 

"TheCaril,  Fig.  40,  has 
one  blunt  and  one  pyramidal, 
or  pointed,  end,  and  weighs 
from  15  to  20  pounds.  It  is 
used  in  quarries  for  roughly 
shaping  stone  for  trans- 
portation. 

The  Pick,  Fig.  41,  some- 
what resembles  the  pick  used 
in  digging,  and  is  used  for 
rough  dressing,  mostly  on 
limestone  and  sandstone. 
Its  length  varies  from  15  to 
24  inches,  the  thickness  at 
the  eye  being  about  2  inches. 

"The  Ax  or  Pean  Ham- 
mer, Fig.  42,  has  two  oppo- 
site cutting  edges.  It  is  used 
for  making  draughts  around 
the  arris,  or  edge,  of  stones, 
and  in  reducing  faces,  and 
sometimes  joints,  to  a  level. 
Its  length  is  about  10  inches, 
and  the  cutting  edge  about 
4  inches.  It  is  used  after 
the  point  and  before  the 
patent  hammer. 

"The  TooUi  Ax,  Fig.  43, 
is  like  the  ax,  except  that 
its  cutting  edges  are  divided 
into  teeth,  the  number  of 
which  varies  with  the  kind 
of  work  required.  This  tool 
is  not    used  on  granite  and 


"The  Busk  Hammer,  Fig. 
44,  is  a  square  priam  of 
steel  whose  ends  are  cut 
into  a  number  ctf  pyramidal 
points.  The  length  of  the 
hammec  is  from  4  to  8  iocbes, 
and  the  cutting  face' from  2 


a  Pean  Uaumer. 


Fia.  43.— Tooth  Ajl. 
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to  4  inches  square.     The  points  vary  in  number  and  in  size  with 

the  work  to  be  done.     One  end  is  sometimes  made  with  a  cutting 

edge  like  that  of  the  ax, 

"The   Crandail,   Fig.  45, 

i  1    flliil  •  '^      ^      malleable-iron      bar 

I  i    1 11?'*^  about  two  feet  long,  slightly 

V^inniimu  "^       flattened    at    one   end,      In 

I  I    nil  this  end  is  a  slot  3  inchea 

I  I   IIPI  long     and      J     inch     wide. 

Fi     45  — Cra  Through  this  slot  are  passed 

ten  double-headed  points  of 

}-inch  square  steel,  9  inches  long,  which  are  held  in  place  by  a  key. 

"The  Patent  Hammer,  Fig.  46,  is  a  double-headed  tool  so  formed 

as  to  hold  at  each  end  a  set  | , .  j- 

of  wide  thin   chisels.      The  jD^i<||||i 

tool  is  in  two  parts,  which 
are  held  together  by  the 
bolts  which  hold  the  chisels. 
Lateral  motion  is  prevented 
by  four  guards  on  one  of 
the  pieces.  The  tool  with- 
out the  teeth  is  SJ  by  2|  by  IJ  inches.  The  teeth  are  2|  inches 
wide.  Their  thickness  varies  from  .j^  to  J  of  an  inch.  This 
tool  is  used  for  giving  a  hnish  to  the  surface  of  stones. 


0      1 


Flo.  46, — Patent  Hauueb. 


Flo.  47.— Hand  Hamiier.  Fio.  48.^Mallet. 

"The  Hand  HamTner,  Fig.  47,  weighing  from  2  to  5  pounds,  is 
used  in  drilling  holes,  and  in  pointing  and  chiseling  the  harder  rocks. 
"The  Mallet,  Fig.  48,  is  used  when  the  softer 
limestones  and  sandstones  are  to  be  cut. 

"The  Pitching  Chisel,  Fig.  49,  is  usually  of 
IJ-inch  octagonal  steel,  spread  on  the  cutting 
edge  to  a  rectangle  of  i  by  2i  inches.  It  is  used 
to  make  a  well-defined  edge  to  the  face  of  a 
stone,  a  line  being  marked  on  the  joint  surface 
to  which  the  chisel  is  applied  and  the  portion 
of  the  stone  outside  of  the  line  broken  off  by  a 
blow  with  the  hand  hammer  on  the  head  of  the  chisel. 

"The  Point,  Fig.  50,  is  made  of  round  or  octagonal  rods  of  steel. 
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from  \  inch  to  1  inch  in  diameter.  It  is  made  about  12  inches  long, 
with  one  end  brought  to  a  point.  It  is  used  until  its  length  is  reduced 
to  about  5  inches.  It  is  employed  for  dressing  off  the  irregular 
surface  of  stones,  either  for  a  permanent  finish  or  preparatory  to  the 
use  of  the  ax.  According  to  the  hardness  of  the  stone,  either  the 
hand  hammer  or  the  mallet  is  used  with  it. 


org 


!>> 


Fig.  50. — Point. 
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Fio.  61. — Chisel. 
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The  Chisel,  Fig.  51,  of  round  steel  of  J  to  f  inch  in  diameter  and 
about  10  inches  long,  with  one  end  brought  to  a  cutting  edge  from 
J  inch  to  2  inches  wide,  is  used  for  cutting  draughts  or  margins  on 
the  face  of  stones. 

"The  Tooth  Chisel^  Fig.  52,  is  the  same  as  the  chisel,  except  that 
the  cutting  edge  is  divided  into  teeth.  It  is  used  only  on  marbles  and 
sandstones. 


0^ 
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Pio.  62. — ^TooTH  Chisel. 
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Fia.  63. — Splitting  Chisel. 


"The  Splitting  Chisel,  Fig.  53,  is  used  chiefly  on  the  softer, 
stratified  stones,  and  sometimes  on  fine  architectural  carvings  in 
granite. 

"The  Plug,  a  truncated  wedge  of  steel,  and  the  Feathers  of  half- 
round  malleable  iron,  Fig.  54,  are  used  for  splitting  unstratified 
stone.  A  row  of  holes  is  made  with  the  Drill,  Fig.  55,  on  the  line 
on  which  the  fracture  is  to  be  made;  in  each  of  these  holes  two 
feathers  are  inserted,  and  the  plugs  lightly  driven  in  between  them. 


r\ 


! 


e 


Fig.  54. — Plug 
AND  Feather. 


Fio.  65. — Drills. 


The  plugs  are  then  gradually  driven  home  by  light  blows  of  the  hand 
hammer  on  each  in  succession  until  the  stone  splits." 

633.  Machine  Tools.     In  all  large  stone-yards  machines  are  used 
to  prepare  the  stone.    There  is  great  variety  in  their  form;    but 
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since  the  surface  never  takes  its  name  from  the  tool  which  forms  it, 
it  will  be  neither  necessary  nor  profitable  to  attempt  a  description  of 
individual  machines.  They  include  stone-saws,  stone-cutters,  stone- 
planers,  stone-grinders,  and  stone-polishers. 

The  saws  may  be  either  drag,  circular,  or  band  saws;  and  the 
cutting  may  be  done  by  sand  and  water  fed  into  the  kerf,  or  by 
carbons  or  black  diamonds.  Several  saws  are  often  mounted  side 
by  side  and  operated  by  the  same  power. 

The  term  "stone-cutter"  is  usually  applied  to  the  machine  which 
attacks  the  rough  stone  and  reduces  the  inequalities  somewhat. 
After  this  treatment  the  stone  goes  in  succession  to  the  stone-planer, 
stone-grinder,  and  stone-polisher. 

Those  stones  which  are  homogeneous,  strong  and  tough,  and 
comparatively  free  from  grit  or  hard  spots,  can  be  worked  by  ma- 
chines which  resemble  those  used  for  iron;  but  the  harder,  more 
brittle  stones  require  a  mode  of  attack  more  nearly  resembling  that 
employed  in  dressing  stone  by  hand.  Stone-cutters  and  stone- 
planers  emplo3dng  both  forms  of  attack  are  made. 

Stone-grinders  and  stone-polishers  differ  only  in  the  degree  of 
fineness  of  the  surface  produced.  They  are  sometimes  called  rubbing- 
machines.  Essentially  they  consist  of  a  large  iron  plate  revolving 
in  a  horizontal  plane,  the  stone  being  laid  upon  it  and  braced  to 
prevent  its  sliding.  The  abradant  is  sand,  which  is  abundantly 
supplied  to  the  surface  of  the  revolving  disk.  A  small  stream  of 
water  works  the  sand  under  the  stone  and  also  carries  away  the 
debris. 

Abt.  2.    Method  of  Forming  the  Surfaces. 

634.  It  is  important  that  the  engineer  should  understand  the 
methods  employed  by  the  stone-cutter  in  bringing  stones  to  any 
required  form.  The  surfaces  most  frequently  required  in  stone 
cutting  are  plane,  cylindrical,  and  warped;  but  sometimes  helicoidal, 
conical,  spherical,  and  irregular  surfaces  are  required. 

636.  ^ANE  SUBTAOES.  In  squaring  up  a  rough  stone,  the  first 
thing  the  stone-cutter  does  is  to  draw  a  line,  with  iron  ore  or  black 
lead,  on  the  edges  of  the  stone,  to  indicate  as  nearly  as  possible  the 
required  plane  surface.  Then  with  the  hammer  and  the  pitching- 
tool  he  pitches  off  all  waste  material  above  the  lines,  thereby  reducing 
the  surface  approximately  to  a  plane.  With  a  chisel  he  then  cuts 
a  draft  around  the  edges  of  this  surface,  i.e.,  he  forms  narrow  plane 
surfaces  along  the  edges  of  the  stone.  To  tell  when  the  drafts  are 
in  the  same  plane,  he  uses  two  straight-edges  having  parallel  sides 
and  equal  widths— see  Fig.  56.    The  projections  on  the  surface  are 
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Fig.  .56. — Plane  Surfaces. 


then  removed  by  the  pitching  chisel  or  the  point,  until  the  straight- 
edge will  just  touch  the  drafts  and  the  intermediate  surface  when 
applied  across  the  stone  in  any  direction.  The  surface  is  usually  left 
a  little  slack,  i.e.,  concave,  to  allow  room  for  the  mortar;  however,  the 

surface  should  be  but  a  very  little  concave. 
The  surface  is  then  finished  with  the  ax, 

T  1^^      ^^      patent  hammer,  bush  hammer,  etc.,  accord- 
[    ^^y^  ing  to  the  degree  of  smoothness  required. 
i'"^''^  636.  To  form  a  second  plane  surface  at 

right  angles  to  the  first  one,  the  workman 
draws  a  line  on  the  cut  face  to  form  the 
intersection  of  the  two  planes;  he  also  draws  a  line  on  the  ends  of 
the  stone  approximately  in  the  required  plane.  With  the  ax  or  the 
chisel  he  then  cuts  a  draft  at  each  end  of  the  stone  until  a  steel  square 
fits  the  angle.  He  next  joins  these  drafts  by  two  others  at  right 
angles  to  them,  and  brings  the  whole  surface  to  the  same  plane. 
The  other  faces  may  be  formed  in  the  same  way. 

If  the  surfaces  are  not  at  right  angles  to  each  other,  a  bevel  is 
used  instead  of  a  square,  the  same  general  method  being  pursued. 

637.  Cylindrical  Surfaces.  These  may  be  either  concave  or 
convex.  The  former  are  frequently  required,  as  in  arches;  and  ihe 
latter  sometimes,  as  in  the  outer  end  of  the  face  stones  or  ring  stones 
of  an  arch.  The  stone  is  first  reduced  to  a  parallelopipedon,  after 
which  the  curved  surface  is  produced  in  either  of  two  ways:  (1)  by 
cutting  a  circular  draft  on  the  two  ends  and  applying  a  straight-edge 
along  the  rectilinear  elements  (Fig.  57);    or  (2)  by  cutting  a  draft 


FiQ.  57. — Cylindrical  Surfaces. 


Fig.  58. — Cylindrical  Surfaces. 


along  the  line  of  intersection  of  the  plane  and  cylindrical  surface, 
and  applying  a  curved  templet  perpendicular  to  the  axis  (Fig.  58). 

638.  Conical  Surfaces  may  be  formed  by  a  process  very  similar 
to  the  fii"st  one  given  above  for  cylindrical  surfaces.  Such  surfaces 
are  seldom  used. 

639.  Spherical  Surfaces  are  sometimes  employed,  as  in  domes. 
They  are  formed  by  essentially  the  same  general  method  as  cylin- 
drical surfaces. 

640.  Warped  Surfaces.  Under  this  head  are  included  what  the 
stone-cutters  call  'Hwisted  surfaces,"  helico  dal  surfaces,  and  the 
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general  warped  surface.     None  of  these  are  common  in  ordinary 
stone-work. 

The  method  of  forming  a  surface  equally  twisted  right  and  left 
will  be  described,  and  by  obvious  modifications  the  same  method 
can  be  applied  to  secure  other  forms.  Two  twist  rules  are  required, 
the  angle  between  the  upper  and  lower 
edges  being  half  of  the  required  twist. 
Drafts  are  then  cut  in  the  ends  of  the 
stone  until  the  tops  of  the  twist  rules, 
when  applied  as  in  Fig.  59,  are  in  a 

plane.     The  remainder  of  the  project-    '  f^T^^T^^hped  Subfaces. 
mg  face  is  removed,  until  a  straight- 
edge, when  applied  parallel  to  the  edge  of  the  stone,  will  just  touch 
the  end  drafts  and  the  intermediate  surface. 

If  the  surface  is  to  be  twisted  at  only  one  end,  a  parallel  rule  and 
a  twist  rule  are  used. 

641.  Making  the  Dbawinos.  The  method  of  making  working 
drawings  for  constructions  in  stone  will  appear  in  subsequent  chap- 
ters, in  connection  with  the  study  df  the  structures  themselves;  but 
for  detailed  instructions,  see  any  one  of  the  three  following  text 
books  on  stereotomy  or  stone-cutting: 

1.  Descriptive  Geometry  as  Applied  to  the  Drawing  of  For- 
tifications AND  Stereotomy,  by  D.  H.  Mahan;  John  Wiley  &  Sons, 
New  York  City,  1864.     60  pages  6  by  9  inches,  and  8  folding  plates. 

2.  Modern  Stone-Cutting  and  Masonry,  by  J.  S.  Siebert  and 
F.  C.  Biggin;  John  Wiley  &  Sons,  New  York  City,  1896.  47  pages 
6  by  9  inches,  and  14  plates. 

3.  Stereotomy,  by  A.  W.  French  and  H.  C.  Ives;  John  Wiley 
and  Sons,  New  York  City,  1902.  115  pages  6  by  9  inches,  and  21 
folding  plates. 

Art.  3.    Methods  op  Finishing  the  Surfaces.* 

642.  "All  stones  used  in  building  are  divided  into  three  classes, 
according  to  the  finish  of  the  surface,  viz.: 

I.  Rough  stones  that  are  used  as  they  come  from  the  quarry. 

II.  Stones  roughly  squared  and  dressed. 

III.  Stones  accurately  squared  and  finely  dressed. 

"In  practice,  the  line  of  separation  between  them  is  not  very 
distinctly  marked,  but  one  class  gradually  merges  into  the  next. 

643.  I.  "  Unsquabed  Stones.  This  class  covers  all  stones  which 
are  used  as  they  come  from  the  quarry,  without  other  preparation 

*  This  article  is  taken  from  the  report  of  the  committee  of  the  American  Society 
of  C\vil  Engineers  previously  referred  to  (§  531). 
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than  the  removal  of  very  at^iite  angles  and  excessive  projeotiona  from 
tlie  general  figure.     The  term  backing,  wliich  is  frequently  applied 
to  this  class  of  stone,  is  inappropriafe,  as  it  properly  designates 
material  iiaed  in  a  certain  relative  position  in  a  wall,  v' 
of  this  kind  may  be  used  in  any  position. 

611.  II.  "  Sqttamd  Stones,  This  class  covers  n 
are  roughly  squared  and  roughly  dressed  on  beds  an 
dressing  ia  usually  done  with  the  face  hammer  or  ax,  o 
with  the  tooth  hammer.  In  gneiss  it  may  sometime 
to  use  the  point.  The  distinction  between  this  class 
lies  in  the  degree  of  closeness  of  the  joints,  \Vhere  1 
the  joints  is  such  that  the  distance  between  the  KCien 
surfaces  of  adjoining  stones  is  one  half  inch  or  mc 
properly  belong  to  this  class. 

G16.  "  Three  subdivisiona  of  this  class  may  be  madt. 
the  character  of  the  face  of  the  stones: 

"  (a)  Quairy-faced  stones  are  those  whose  faces  are 
.  as  they  come  from  the  quarry. 

"  (b)  Fitch-faced  stones  are  those  on  which  the 
defined  by  a  line  beyond  which  the  rock  is  cut  away  1 
cliiael,  30  as  to  ^ve  ed^es  that  are  approximately  tnw 

"  (c)  Drafted  Stones  are  those  on  which  the  face  is 
a  chisel  draft,  the  space  inside  the  draft  being  left  roug 
however,  this  is  done  only  on  stones  in  which  the  cutti 
is  such  as  to  exclude  them  from  this  class. 

"In  ordering  stones  of  this  class  the  specification 
state  the  width  of  the  bed  and  end  joints  which  are 
also  how  far  the  surface  of  the  face  may  project  be 
of  the  edge.  In  practice,  the  projection  varies  betw 
6  inches.  It  should  also  be  specified  whether  or  not 
be  drafted. 

646.  III.  "  Out  Stohes,  This  class  covers  all 
with  smoothly  dressed  beds  and  joints.  As  a  rule, 
cut  stones  are  drafted,  and  between  the  drafts  the  st 
dressed.  The  face,  however,  is  often  left  rough  whe 
tion  is  massive. 

"In  architecture  there  are  a  great  many  ways  in 
of  cut  stone  may  be  dressed,  but  the  following  aie 
usually  be  met  in  engineering  work: 

"Rough-pointed.  When  it  is  necessary  to  remove  an  incli  or 
more  from  the  face  of  a  stone,  it  is  done  by  the  pick  or  heavy  point 
until  the  projections  varj'  from  J  inch  to  1  inch.  The  stone  is  then 
said  to  be  rough-pointed  (Fig.  60).  In  di-essing  limestone  and 
granite,  this  operation  precedes  all  othera. 
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"Flne-pomtod.  (Tig.  61).  If  a  smoother  finish  ia  desired, 
rough  pointing  is  followed  by  fine  pointing,  which  is  done  with  a 
fine  point.     Fine  pointing  is  used  only  where  the  finish  made  by 


Fia.  60.— RouQH- 


"^it  is  to  be  final,  and  never  as  a  preparation  for  a  final  fimsh  by  an- 
other tool. 

^^  "  Grand  ailed.  This  is  only  a  speedy  method  of  pointing,  the 
effect  being  the  same  as  fine  pointing   except  that  the  dots  on  the 

^^  stone  are  more  regular.  The  variations  of  level  are  about  J  inch, 
and  the  rows  are  mide  parallel  When  other  rows  at  right  angles 
to  the  fitst  are  mtroduced,  the  atone  la  said  to  be  cross  crandailed 

^  Fig.  62  shons  1  crindalied  and  also  a  cioss-crandilled  surface 


FiQ   62— Ckv 


FiQ   63— AXEB 


"Axed,  or  Fean-hammered,   and  Patent-hammered.    These  two 
vary  only  in  the  degree  of  smoothness  of  the  surface  which  is  pro- 
duced (see  Fig.  63).     The  number  of  blades  in  a  patent  hammer 
varies  from  6  to  12  to  the  inch;    and  in  precise  specifications  the 
J-    number  of  cuts  to  the  inch  must  be  stated,  as  6-cut,  8-cut,  10-cut, 
(i    or  12-cut.    The  effect  of  axing  is  to  cover  the  surface  with  chisel 
^    marks,  which  are  made  parallel  as  far  as  practicable.     Axing  is  a 

final  finish. 
I  "  Tooth-axed.    The  tooth-ax  is  practically  a  number  of  points, 

I     and  it  leaves  the  suiface  of  a  stone  in  the  same  condition  as  fine 
■    pointing.     It  is  usually,  however,  only  a  preparation  for  bush-ham- 
mering, and  the  ivork  is  then  done  without  regard  to  appearance  so 
long  as  the  surface  of  the  stone  is  sufficiently  leveled. 

"  Bush-hammered.     The  roughnesses  of  a  stone  are  pounded  off 
by  the  bush  hammer,  and  the  stone  is  then  said  to  be  'bushed'  - 
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(see  Fig  64)  This  kmd  of  finish  is  dangerous  on  sandstone  or 
other  soft  stone,  as  expenence  has  shown  that  stone  thus  treated 
IS  likely  to  scale  off  In  dressing  limestone  which  is  to  have  a  bush- 
hammered  finish,  the  usual  sequence  of  operation  is  (1)  rough- 
pointing,  (2)  tooth-axing,  and  (3)  bush-hammenng 


Fid.  65. — Rubbed. 


"  Rnblwd.  In  dressing  sandstone  and  marble,  it  is  very  common 
to  give  the  stone  a  plane  surface  at  once  by  the  use  of  the  stone-saw 
[S  533].  Any  roughnesses  left  by  the  saw  are  removed  by  rubbing 
with  grit  or  sandstone  [S  533].  Such  stones,  therefore,  have  no 
margins  (see  Fig.  65).  They  are  frequently  used  in  architecture 
for  string  courses,  lintels,  door  jambs,  etc.;  and  they  are  also  well 
adapted  for  use  in  facing  the  walls  of  lock  chambers  and  in  other 
localities  where  a  stone  surface  is 
liable  to  be  rubbed  by  vessels  or 
other  moving  bodies. 

"  DiatBond  Panels.  Sometimes 
the  space  between  the  margins  is 
sunk  immethately  adjoining  them 
and  then  rises  gradually  until  the 
four  planes  form  an  apex  at  the 
In  general,  such  panels  are  called  diamond 
^  is  called  a  sunk  dia- 
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middle  of  the  panel. 

panels,  and  the  one  just  described.  Fig. 

mond  panel.     When  the  surface  of  the  stone  rises  gradually  from 

the  inner  lines  of  the  margins  to  the  middle  of  the  panel,  it  is  called 

a  raised   diamond   panel.      Both   kinds  of   finish  are  common  on 

bridge  quoins  and  similar  work.     The  details  of  this  method  should 

be  given  in  the  specifications," 


CHAPTER  XI 
STONE  MASONRY 

Aht.  1.    Definitions  and  Descriptions. 

647.  Depinitions  of  Parts  of  the  Wall.  The  following 
include  all  terms  ordinarily  used. 

Batter.    The  slope  of  the  surface  of  the  wall. 

Backing.    The  stone  which  forms  the  back  of  the  wall. 

Coping.     A  course  of  stone  on  the  top  of  the  wall  to  protect  it. 

Course.     A  horizontal  layer  of  stone  in  the  wall. 

Cramps.  Bars  of  iron  having  the  ends  turned  at  right  angles  to 
the  body  of  the  bar,  which  enter  holes  in  the  upper  side  of  adjacent 
stones. 

Dowels.  Straight  bars  of  iron  which  enter  a  hole  in  the  upper 
side  of  one  stone  and  also  a  hole  in  the  lower  side  of  the  stone  next 
above. 

Face.     The  front  surface  of  a  wall ;  hackj  the  inside  surface. 

Facing.    The  stone  which  forms  the  face  or  outside  of  the  wall. 

Filling.    The  interior  of  the  wall. 

Header.  A  stone  whose  greatest  dimension  lies  perpendicular 
to  the  face  of  the  wall. 

Joints.  The  mortar  layer  between  the  stones.  The  horizontal 
joints  are  called  bed  joints j  or  usually  simply  beds;  the  vertical  joints 
are  sometimes  called  builds,  but  usually  joints. 

Qvmn.  A  corner  stone.  A  quoin  is  a  header  for  one  face  and  a 
stretcher  for  the  other. 

Stretcher.  A  stone  whose  greatest  dimension  lies  parallel  to  the 
face  of  the  wall. 

648.  Definitigns  of  Kinds  of  Masonry.*  Stone  masonry  is 
classified  (1)  according  to  the  degree  of  the  finish  of  the  face  of  the 
stones,  as  quarry-faced,  pitch-faced,  and  cut-stone;  (2)  according 
to  whether  the  horizontal  joints  are  more  or  less  continuous,  as 
range,  broken  range,  and  random;  and  (3)  according  to  the  care 
employed  in  dressing  the  beds  and  joints,  as  ashlar,  squared-stone, 
and  rubble. 

649.  Olassification    According    to    Finish   of    Face.    Quarry-faced 

♦  The  definitions  under  this  head  are  in  accordance  with  the  recommendations  of 
the  Committee  of  the  American  Society  of  Civil  Engineers  previously  referred  to.  anc? 
c<»iform  to  the  best  practice.    I'nfortunately,  they  arc  not  imiversally  adopted. 
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Masonry.    That  in  which  the  face  of  the  stone  is  left  as  it  comes 
from  the  quany — see  Fig.  67. 

Piich-jaced  Masonry.    That  in  which  the  face  edges  of  the  beds 

are  pitched  to  a  right  line — see  Fig.  68.     Notice  that  the  outer  edge 

of  a  horizontal  joint  of  pitch-faced  masonry 

r"       "^         is  straight,  while  in  quarry-faced  it  is  not. 
^         J  «  Cut  stone  Masonry.    That  in  which  the 

i^  '^     face  of  the  atone  is  finished  by  any  one  of 

?  .,  _c     the  methods  described   in    i  545-46,    as 

5  J-^     rough-pomted,     fine-pointed,    crandalled, 

'i'^  ..J        axed,  bush-hammered,  rubbed,  etc. 

Fia  67  Fio  68  ^^^'  Olusification   According   to  Otmti- 

nuity     of    Oounes.     Range.     Masonry  in 
which  a  course  is  of  the  same  thickness  tliroughout — see  Fig.  69. 

Broken  Range.  Masonry  in  which  a  course  is  not  continuous 
throughout^see  Fig.  70. 

Random.  Masonry  which  is  not  laid  in  courses  at  all— see  Fig. 
71-  Random  masonry  is  sometimes  designated  as  one-against-two 
or  two-against-three,  the  first  term  indicating  that  there  is  one  stone 
on  one  side  of  a  vertical  joint  and  two  on  the  other,  and  similarly 
for  the  second  term. 

Any  one  of  these  three  terms  may  be  employed  to  designate  the 
coursing  of  either  ashlar  (S  551)  or  square-stone  masonry  (5  552), 
but  can  not  be  applied  to  rubble  {%  553). 

661.  Classification  According  to  Thickness  of  Joints.  Ashlar.  Cut- 
stone  masonry,  or  masonry  composed  of  any  of  the  various  kinds 


Flo.  69.— RAs-i 
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of  cut-stone  mentioned  in  S  545-46.  According  to  the  Report  of 
the  Committee  of  the  American  Society  of  Civil  Engineers,  "when 
the  dressing  of  the  joints  is  such  that  the  distance  between  the 
general  planes  of  the  surfaces  of  adjoining  stones  is  one  half  inch 
or  les.s,  the  m.isonry  belongs  to  this  class."  From  its  derivation 
ashlar  apparently  means  large,  square  blocks;  but  practice  seems 
to  have  made  it  synonymous  with  "cut-stone,"  and  this  secondary 
meaning  has  l>een  retained  for  convenience*.  The  coursing  of  ashlar 
is  described  by  prefixing  range,  broken  range,  or  random;   and  the 
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iinish  of  the  face  is  described  by  prefixing  a  name  to  designate  the 
finish  of  the  face  of  the  stone  (see  S  545-46)  of  which  the  masonry 


Small  Ashlar.  Cut-stone  masonry  in  which  the  stones  are  less 
than  one  foot  thick.     The  term  is  not  often  used. 

Rough  Ashlar.  A  term  sometimes  given  to  squared-stone 
masonry  (j  552),  either  quarry-faced  or  pitch-faced,  when  laid  as 
range  work;  but  it  is  more  logical  and  more  expressive  to  call  such 
work  range  squared-stone  masonry. 

Dimension  Stone.  Cut  stone,  all  of  whose  dimensions  have  been 
fixed  in  advance.  "If  the  specifications  for  ashlar  masonry  are  so 
written  as  to  prescribe  the  dimensions  to  be  used,  it  will  not  be 
necessary  to  make  a  new  class  for  masonry  composed  of  dir 


662.  Squared-stone  Masonry.  Work  in  which  the  stones  are 
roughly  squared  and  roughly  dressed  on  beds  and  joints  (j  544). 
The  distinction  between  squared-stone  masonry  and  ashlar  (|  551) 
lies  in  the  degree  of  closeness  of  the  joints.  According  to  the  Report 
of  the  Committee  of  the  American  Society  of  Civil  Engineers,  "when 
the  dressing  on  the  joints  is  such  that  the  distance  between  the 
general  planes  of  the  surface  of  adjoining  stones  is  one  half  inch 
or  more,  the  stones  properly  belong  to  this  class" ;  nevertheless,  such 
masonry  is  often  classed  as  ashlar  or  cut-stone  masonry. 

663.  Rubble  Masonry.  Masonry  composed  of  unsquared  stone 
(S  543). 

Ujicoursed  Rubble.    Masonry  composed  of  unsquared  stones  laid 
without  any  attempt 
at   regular    courses — 
see  Fig.  72. 

Coursed  Rubble. 
TJnsquared-stone  ma- 
sonry which  is  leveled 
off  at  specified  heights 
to  an  approximately 
horizontal  surface.  It 
may  be  specified  that 
the  stone  shall  be  roughly  shaped  with  the  hammer,  so  as  to  fit 
approximately — see  Fig.  73. 

664.  Othw  OlaBBiflcations.  The  preceding  classification  is  based 
on  the  quality  if  the  masonry;  but  railway  engineers  sometimes 
classify  masonry  according  to  its  use, — as  bridge  masonry,  arch 
masonry,  culvert  masonry,  etc.  However,  it  is  more  logical  and 
also  more  expressive  to  use  the  classification  according  to  quality, 
and  if  dedred  add  a  term  to  indicate  the  purpose  of  the  masonry, 
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as,  for  example,  arch  ashlar  masonry,  bridge  squared-stone  masonry, 
culvert  rubble.  However,  the  terms  defined  in  §  548-53  are  suffi- 
cient to  give  a  reasonably  complete  definition  of  any  ordinary  kind 
of  masonry.  The  following  are  examples  of  the  method  of  using 
these  terms:  pitch-faced  random  ashlar  masonry,  or  bush-hammered 
range  ashlar  masonry;  quarry-faced  broken-range  squared-stone 
masonry;    coursed  rubble  masonr>\ 

Formerly,  railway  engineers  frequently  classified  masonry  as 
first-class,  second-class,  and  third-class,  which  corresponded  approx- 
imately to  iishlar,  squared-stone,  and  rubble  respectively;  but  such 
a  classification  is  now  seldom  used. 

666.  Dry  Masonry.  The  three  preceding  classes  of  masonry, 
ashlar,  squared-stone  and  rubble,  are  laid  with  mortar;  and  there 
are  three  other  grades  of  w^hat  may  be  called  dry  masonry,  which 
are  laid  without  mortar.  These  are  slope-wall  masonry,  stone 
paving,  and  riprap. 

666.  Slope-wall  Masonry.  A  thin  layer  of  dry  masonry,  built 
against  the  slope  of  embankments,  excavations,  river  banks,  etc., 
to  preserve  them  from  rain,  waves,  or  w^eather. 

667.  Stone  Paving.  Dry  masonry  used  for  the  inverts  of  culverts, 
for  protecting  the  lower  end  of  culverts  from  undermining,  for 
foundations  for  stone-box  culverts,  etc. 

668.  Rijjrap.  Stone  thrown  in  promiscuously  about  the  base 
of  piers,  abutments,  etc.,  to  prevent  scour,  or  placed  on  banks  of 
rivers  and  canals  to  prevent  wash. 

669.  General  Rules.  The  following  general  principles  apply 
to  all  classes  of  stone  masonry. 

1.  The  largest  stones  should  be  used  in  the  foundation  to  give 
the  greatest  strength  and  lessen  the  danger  of  unequal  settlement. 

2.  A  stone  should  be  laid  upon  its  broadest  face,  since  then  there 
is  better  opportunity  to  fill  the  spaces  between  the  stones. 

3.  For  the  sake  of  appearance,  the  larger  stones  should  be  placed 
in  the  lower  courses,  the  thickness  of  the  courses  decreasing  gradually 
toward  the  top  of  the  wall. 

4.  Stratified  stones  should  be  laid  upon  their  natural  bed,  i.e., 
with  the  strata  perpendicular  to  the  pressure,  since  they  are  then 
stronger  and  more  durable. 

5.  The  masonry  should  be  built  in  courses  perpendicular  to  the 
pressure  it  is  to  bear. 

G.  To  hind  the  wall  together  laterally,  a  stone  in  any  course  should 
i)reak  joints  with  or  overlap  the  stone  in  the  course  below;  that  is, 
the  joints  parallel  to  the  pressure  in  two  adjoining  courses  should 
not  be  too  nearly  in  the  same  line.  This  is  briefly  comprehended 
by  saying  that  the  wall  should  have  sufficient  lateral  bond. 
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7.  To  bind  the  wall  together  transversely,  there  should  be  a  con- 
siderable number  of  headers  extending  from  the  front  to  the  back 
of  thin  walls  or  from  the  outside  to  the  interior  of  thick  walls;  that 
is,  the  wall  should  have  sufficient  transverse  bond. 

8.  The  surface  of  all  porous  stones  should  be  moistened  before 
being  bedded,  to  prevent  the  stone  from  absorbing  the  moisture  from 
the  mortar  and  thereby  causing  it  to  become  a  friable  mass. 

9.  The  spaces  between  the  back  ends  of  adjoining  stones  should 
be  as  small  as  possible,  and  these  spaces  and  the  joints  between  the 
stones  should  be  filled  with  mortar. 

10.  If  it  is  necessary  to  move  a  stone  after  it  has  been  placed  upon 
the  mortar  bed,  it  should  be  lifted  clear  and  be  reset,  as  attempting 
to  slide  it  is  likely  to  loosen  stones  already  laid  and  destroy  the 
adhesion,  and  thereby  injure  the  strength  of  the  wall. 

11.  An  unseasoned  stone  should  not  be  laid  in  the  wall,  if  there 
is  any  likelihood  of  its  being  frozen  before  it  has  seasoned. 

660.  Ashlar  Masonry.  This  is  masonry  in  which  the  thick- 
ness of  the  bed  joints  is  one  half  inch  or  less.  According  to  the 
finish  of  the  face  of  the  stones,  ashlar  may  be  divided  into  either 
pitch-faced,  drafted,  or  cut-stone  masonry  (§  545-46);  and  according 
to  the  arrangement  of  the  course  it  may  be  range,  broken  range,  or 
random  masonry  (§  550). 

Ashlar  is  the  best  quality  of  stone  masonry,  and  is  employed  in 
all  important  structures.  It  is  used  for  piers,  abutments,  arches, 
and  parapets  of  bridges;  for  hydraulic  works;  for  facing  quoins, 
and  string  courses;  for  the  coping  of  inferior  kinds  of  masonry  and 
of  brick  work ;  and,  in  general,  for  works  in  which  great  strength  and 
stability  are  required. 

Its  strength  depends  upon  the  size  of  the  stones,  upon  the  accuracy 
of  the  dressing,  and  upon  the  bond. 

661.  Size  of  Stones.  The  dimensions  of  the  blocks  should  vary 
with  the  character  of  the  stone  employed.  With  the  weaker  sand- 
stone and  granular  limestones,  the  length  of  any  stone  should  not  be 
greater  than  three  times  its  depth,  as  otherwise  it  is  Ukely  to  be 
broken  across;  but  with  the  stronger  stones,  the  length  may  be  four 
or  five*  times  the  depth.  With  the  weaker  stones  the  breadth  may 
range  from  one  and  a  half  to  two  times  the  depth;  and  for  the 
stronger  stones  from  three  to  four  times  the  depth. 

662.  Dressing.  The  dressing  consists  in  cutting  the  side  and  bed 
joints  to  plane  surfaces,  usually  at  right  angles  to  each  other.  The 
accurate  dressing  of  the  bed  joints  to  a  plane  surface  is  exceedingly 
important.  If  any  part  of  the  surface  projects  beyond  the  plane 
of  the  chisel  draft,  that  projecting  part  will  have  to  bear  an  undue 
share  of  the  pressure,  the  joint  will  gape  at  the  edges, — constituting 
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what  is  called  an  open  joint, — and  the  whole  will  be  wanting  in 
stability.  On  the  other  hand,  if  the  surface  of  the  bed  is  concave, 
having  been  dressed  down  below  the  plane  of  the  chisel  draft,  the 
pressure  is  concentrated  on  the  edges  of  the  stone,  to  the  risk  of 
splitting  them  off.  Such  joints  are  said  to  be  flushed.  They  are 
more  difficult  of  detection,  after  the  masonry  has  been  built,  than 
open  joints;  and  are  often  executed  by  design,  in  order  to  give  a 
neat  appearance  to  the  face  of  the  building.  Their  occurrence  must 
therefore  be  guarded  against  by  careful  inspection  during  the  prog- 
ress of  the  stone  cutting. 

Great  smoothness  is  not  desirable  in  the  joints  of  ashlar  masonry 
intended  for  strength  and  stability;  for  a  moderate  degree  of  rough- 
ness adds  at  once  to  the  resistance  to  displacement  by  sliding,  and 
to  the  adhesion  of  the  mortar.  When  the  stone  has  been  dressed 
so  that  all  the  small  ridges  and  projecting  points  on  its  surface  are 
reduced  nearly  to  a  plane,  the  pressure  is  distributed  nearly  uni- 
formly, for  the  mortar  serves  to  transmit  the  pressure*  to  the  small 
depressions.  Each  stone  should  first  be  fitted  into  its  place  dry, 
in  order  that  any  inaccuracy  of  figure  may  be  discovered  and  cor- 
rected by  the  stone-cutter  before  it  is  finally  laid  in  mortar  and 
settled  in  its  bed. 

The  entire  bed  area  of  a  stone  should  be  dressed  to  a  plane;  but, 
unless  the  wall  is  so  thin  that  the  stones  extend  clear  through,  it  is 
not  necessary  to  dress  the  entire  area  of  the  ends  of  the  stones;  and 
it  is  not  necessary  to  dress  any  portion  of  the  back  side  of  the  stones. 
The  specifications  should  state  the  distance  back  from  the  face  of 
the  stone  that  the  end  is  to  be  dressed  to  a  plane  surface.  This 
distance  is  sometimes  stated  in  inches  and  sometimes  as  a  fractional 
part  of  the  thickness  of  the  course  (see  §  23  of  Appendix  III). 

Sometimes  specifications  permit  the  vertical  joints  to  be  wider 
than  the  bed  joints.  This  decreases  the  cost  of  cutting,  and  may  not 
materially  reduce  the  strength  of  the  masonry;  but  may  slightly 
affect  the  durability  and  the  architectural  appearance. 

No  cutting  should  be  allowed  after  the  stone  has  been  set  in 
mortar,  for  fear  of  breaking  the  adhesion  of  the  cement. 

The  thickness  of  mortar  in  the  joints  of  the  very  best  ashlar 
masonry — for  example,  the  United  States  post-office  and  custom- 
house buildings  in  the  principal  cities — is  about  J  of  an  inch;  in 
first-class  railroad  masonry — for  example,  important  bridge  piers 
and  abutments,  and  large  arches — the  joints  are  from  ^  to  ^  of  an 
inch. 

A  chisel  draft  IJ  or  2  inches  vdde  is  usually  cut  at  each  exterior 
corner.  In  the  best  work,  as  fine  cut-stone  buildings,  all  projecting 
courses,  as  window  sills,  water  tables,  cornices,  etc.,  have  grooves, 
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or  "drips"  cut  in  the  under  surface  a  little  way  back  from  the  face, 
so  as  to  cause  rain-water  to  drop  from  the  outer  edge  instead  of 
running  down  over  the  face  of  the  wall  and  disfiguring  it. 

663.  Bond.  The  bond  is  the  arrangement  or  overlapping  of  the 
stones  to  tie  the  wall  together  longitudinally  and  transversely,  and 
is  of  great  importance  to  the  strength  of  the  wall.  No  joint  of  any 
course  should  be  directly  above  a  joint  in  the  course  below;  but  the 
stones  should  overlap,  or  break  joint,  from  one  to  one  and  one  half 
times  the  depth  of  the  course,  both  along  the  face  of  the  wall  and 
also  from  the  front  to  the  back.  The  effect  is  that  each  stone  is 
supported  by  at  least  two  stones  of  the  course  below,  and  assists  in 
supporting  at  least  two  stones  of  the  course  above.  The  object  is 
twofold:  first,  to  distribute  the  pressure,  so  that  inequalities  of  load 
on  the  upper  part  of  the  structure  (or  of  resistance  at  the  foundation) 
may  be  transmitted  to  and  spread  over  an  increasing  area  of  bed  in 
proceeding  downwards  (or  upwards) ;  and  second,  to  tie  the  building 
together,  i.e.,  to  give  it  a  sort  of  tenacity,  both  lengthwise  and  from 
face  to  back,  by  means  of  the  friction  of  the  stones  where  they 
overlap. 

The  strongest  bond  is  that  in  which  each  course  at  the  face  of 
the  structure  contains  a  header  and  a  stretcher  alternately,  the  outer 
end  of  each  header  resting  on  the  middle  of  a  stretcher  of  the  course 
below,  so  that  rather  more  than  one  third  of  the  area  of  the  face  con- 
sists of  ends  of  headers.  This  proportion  may  be  deviated  from 
when  circumstances  require  it,  but  in  every  case  it  is  advisable  that 
the  ends  of  headers  should  not  form  less  than  one  fourth  of  the  whole 
area  of  the  face  of  the  structure.  A  header  should  be  over  the  middle 
of  the  stretcher  in  the  course  below.  In  a  thin  wall  a  header  should 
extend  entirely  through  the  wall. 

A  trick  of  masons  is  to  use  ''blind  headers,"  or  short  stones  that 
look  like  headers  on  the  outside  but  do  not  go  deeper  into  the  wall 
than  the  adjacent  stretchers.  When  a  course  has  been  put  on  top 
of  these  short  headers,  they  are  completely  covered  up;  and,  if  not 
suspected,  the  fraud  will  never  be  discovered  unless  the  weakness  of 
the  wall  reveals  it. 

Where  very  great  resistance  to  displacement  of  the  masonry 
is  required  (as  in  the  upper  courses  of  bridge  piers,  or  over  openings, 
or  where  new  masonry  is  joined  to  old,  or  where  there  is  danger  of 
unequal  settlement),  the  bond  is  strengthened  by  dowels  or  by 
cramp  irons  (§  547)  of,  say,  l^-inch  round  iron  set  with  cement 
mortar. 

664.  Backing.  Ashlar  is  usually  backed  with  rubble  masonry 
(§  574),  which  in  such  cases  is  specified  as  coursed  rubble.  Special 
care  should  be  taken  to  secure  a  good  bond  between  the  rubble  back-^ 
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ing  and  the  ashlar  facing.  Two  stretchers  of  the  ashlar  facing  having 
the  same  width  should  not  be  placed  one  immediately  above  the 
other.  The  proportion  and  the  length  of  the  headers  in  the  rubble 
backing  should  be  the  same  as  in  the  ashlar  facing.  The  "tails" 
of  the  headers,  or  the  parts  which  extend  into  the  rubble  backing, 
may  be  left  rough  at  the  back  and  sides;  but  their  upper  and  lower 
beds  should  be  dressed  to  the  general  plane  of  the  bed  of  the  course. 
These  "tails"  may  taper  slightly  in  breadth,  but  should  not  taper 
in  depth. 

The  backing  should  be  carried  up  at  the  same  time  with  the  face- 
work,  and  in  courses  of  the  same  depth;  and  the  bed  of  each  course 
should  be  carefully  built  to  the  same  plane  with  that  of  the  ashlar 
facing.    The  rear  face  of  the  backing  should  be  lined  to  a  fair  surface. 

565.  Pointing.  In  laying  masonry  of  any  character,  whether 
with  lime  or  cement  mortar,  the  exposed  edges  of  the  joints  will 
naturally  be  deficient  in  density  and  hardness.  The  mortar  in  the 
joints  near  the  surface  is  especially  subject  to  dislodgment,  since  the 
contraction  and  expansion  of  the  masonry  is  liable  either  to  separate 
the  stone  from  the  masonry  or  to  crack  the  mortar  in  the  joint,  thus 
permitting  the  entrance  of  rain-water,  which  upon  freezing  forces 
the  mortar  from  the  joints.  Therefore,  it  is  usual,  after  the  masonry 
is  laid,  to  refill  the  joints  as  compactly  as  possible,  to  the  depth  of  at 
least  an  inch,  with  mortar  prepared  especially  for  this  purpose. 
This  operation  is  called  pointing. 

The  very  best  cement  mortar  should  be  used  for  pointing,  as  the 
best  becomes  dislodged  all  too  soon.  Clear  portland-cement  mortar 
is  the  best,  although  1  volume  of  cement  to  1  of  sand  is  frequently 
used  in  first-class  work.  The  mortar,  when  ready  Tor  use,  should 
be  rather  incoherent  and  quite  deficient  in  plasticity. 

Before  applying  the  pointing,  all  mortar  in  the  joint  should  be 
digged  out  to  a  depth  of  at  least  1  inch;  or,  better,  in  setting  the 
stones,  the  mortar  should  be  kept  back  an  inch  or  more  from  the 
face,  and  thus  save  the  labor  of  digging  out  the  joints  preparatory 
to  pointing.  For  the  bed  joints  this  may  be  accomplished  by  keeping 
the  mortar  back  from  the  face  of  the  wall  about  3  inches,  and  then 
when  the  stone  is  put  into  place  the  mortar  will  probably  be  forced 
out  to  about  1  or  IJ  inches  from  the  face  of  the  joint,  and  conse- 
quently little  or  no  labor  will  be  required  to  dig  out  the  mortar. 
Frequently  in  laying  a  stone  the  mortar  is  spread  to  the  very  edge 
of  the  joint;  and  then  when  the  pointing  is  done,  it  is  so  difficult  to 
dig  out  the  mortar  that  the  joint  is  cleared  only  about  half  an  inch 
deep,  which  depth  does  not  give  the  pointing  sufficient  hold,  and 
consequently  it  soon  drops  out.  The  difficulty  of  digging  out  the 
mortar  from  the  vertical  joints  may  be  oVjviated  by  bending  a  strip  of 
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tiD  or  thin  steel  to  the  fonn  of  a  V  having  one  leg  considerahly  longer 
than  the  other,  and  naUing  the  long  leg  to  the  side  of  a  light  strip  of 
wood  so  that  the  closed  end  of  the  V  will  project  lieyond  the  edge 
of  the  wood  a  distance  equal  to  the  depth  of  the  pointing,  and  then 
inserting  the  rlosed  end  of  the  U  in  the  v-ertical  joint  before  it  is 
filled  with  mortar. 

When  the  surplus  mortar  has  been  removed,  the  joint  should  Iv 
cleansed  by  scraping  and  bnishing  out  all  loose  material,  and  then 
it  should  be  well  moistened.  The  mortar  is  applied  with  a  mason "s 
trowel,  and  should  be  well  "set  in"  with  a  cslking  iron  and  hammer. 
The  joint  should  be  rubbed  smooth  and  finished  evMt  with  the 
pitch  line  or  with  the  face  of  the  stone.  In  the  x-eiy  liest  work,  the 
joint  is  also  rubbed  smooth  nith  a  steel  polishing  tool.  Wallsshould 
not  be  allowed  to  drj-  too  rapidly  after  pointing:  ,ind  therefore 
pointing  in  hot  weather  should  be  avoided. 

566.  There  are  four  general  forms  of  finishing  the  edges  of  the 
horizoDtal  joints  of  cut-stone  masonrj- — whether  or  not  they  are 
fonnally  pointed  as  above  described.  Fig.  74  shows  these  four 
forms.  When  the  horizontal  joints  are  finished  as  in  either  of  the 
first  two  examples  in  Fig.  74,  it  is  customarj'  to  finish  the  vertical 
joints  by  the  first  method:  but  when  either  of  the  last  two  methods 
is  employed,  it  is  used  for  both  the  vertical  and  the  horiiontal 
joints. 

Occasionally  in  cut-stone  masonry,  and  frequently  in  brick 
masonrj',  the  weather  joint  is  improperly  made  to  slope  in  the 
opposite  direction,  due  to  the  fact  that  the  mason  stands  at  the  hark 
of  the  wall  and  "strikes"  the  joint  l>y  reaching  down  and  resting  the 
edge  of  the  trowel  on  the  stone  below  the  joint.  If  the  mason  stands 
behind  the  wall,  it  is  not 
comfortable  to  make  the 
weather  joint  as  shown 
in  Fig.  74,  at  the  time 
the  masonry  is  laid.  The 
grooved  joint  is  fre- 
quently called  a  tuck- 
pointed  joint,  and  is 
sometimes  made  with  a 

V-likeface.  The  beaded  joint  is  not  ver>'  durable,  since  the  pro- 
jecting portion  soon  becomes  detached.  In  making  the  leaded 
joint, the  beading  tool  is  sometimes  guided  l\v  a  ntniighl  edge,  calleti 
a  "rod,"  and  the  joint  is  then  said  to  I>e  "roddcd." 

567.  Amount  of  Mortar  Required.  The  amount  of  mortar  requiietl 
for  ashlar  masonry  varies  with  the  sine  of  tlie  blocks, 'and  also  with 
the  cJofieness  of  the  dressing.     With  f-  to  l-inch  joints  and  12-  to 
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20-inch  courses,  there  vnll  be  about  2  cubic  feet  of  mortar  per 
cubic  yard;  ^^^th  larger  blocks  and  closer  joints,  i.e.,  in  the 
best  masonry,  there  will  be  about  1  cubic  foot  of  mortar  per 
yard  of  masonry'.  Laid  in  1  to  2  mortar,  the  former  will  require 
J  to  J  of  a  barrel  of  cement  per  cubic  yard  of  masonry  exclusive 
of  the  rubble  backing  (for  which  see  §  577) ;  and  the  latter  about 
half  as  much. 

For  the  quantities  of  cement  and  sand  required  for  a  cubic  yard 
of  mortar  of  different' compositions,  see  Table  22,  page  120. 

568.  Specifications.  For  complete  specifications  of  ashlar 
masonry,  see  Appendix  III. 

669.  SQUARED-STONE  MASONRY.  This  is  masonry  in  which  the 
joints  are  more  than  one  half  inch  thick  and  less  than  about  one 
inch  (§  552).  Squared-stone  masonry  may  be  classified  according 
to  the  finish  of  the  face  as  either  quarry-faced  or  pitch-faced,  and 
according  to  the  arrangement  of  the  courses  as  range,  broken  range, 
or  random.  The  quoins  and  the  sides  of  openings  are  usually  reduced 
to  a  rough-smooth  surface  with  the  face-hammer,  the  ordinary  ax, 
or  the  tooth-ax.  This  work  is  a  necessity  where  door  or  window 
frames  are  inserted;  and  it  greatly  improves  the  general  effect  of  the 
wall,  if  used  wherever  a  corner  is  turned. 

Squared-stone  masonry  is  distinguished,  on  the  one  hand,  from 
ashlar  in  having  less  accurately  dressed  beds  and  joints;  and,  on 
the  other  hand,  from  rubble  in  being  more  carefully  constructed. 
In  ordinary  practice,  the  field  covered  by  this  class  is  not  very 
definite.  The  specifications  for  *' second-class  masonry^'  as  used 
on  some  railroads  usually  conform  to  the  above  description  of  quarry- 
faced  range  squared-stone  masonry;  but  sometimes  this  grade  of 
masonry  is  designated  *' superior  rubble.^^ 

Squared-stone  masonry  is  employed  for  the  piers  and  abutments 
of  highway  bridges,  for  small  arches,  for  box  culverts,  for  basement 
walls,  etc. 

670.  Backing.  The  statements  concerning  backing  of  ashlar 
(§  564)  apply  substantially  to  squared-stone  masonry. 

671.  Pointing.  As  the  joints  of  squared-stone  masonry  are 
thicker  than  those  of  ashlar,  the  pointing  should  be  done  propor- 
tionallv  more  carefully;  while  as  a  rule  it  is  done  much  more  care- 
lessly.  The  mortar  is  often  thrown  into  the  joint  with  a  trowel, 
and  then  trimmed  top  and  bottom  to  give  the  appearance  of  a 
thinner  joint.  Such  work  is  called  ribbon  pointing.  Trimming 
the  i)ointing  adds  to  the  appearance  but  not  to  the  durability. 
When  the  ])ointin^  is  not  trimmed,  it  is  called  da^h  pointing, 

672.  Specifications.  The  specifications  for  squared-stone  masonry 
should  be  about  as  follows; 
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The  sfioQcs  ^aE  'ut  of  duraliii^  qrxftlify:  and  stall  be  free  finMn  svams.  po»Uei 
dsys^  or  <x.htfr  imi^M!iitt%M3os^ 

Tht  cccrsK  5fa&Zl  be  zioc  less  than  10  inches  ihick. 

Stiticheifs  duii  te  as  !?&;£$  t  vice  as  wide  as  ibick.  aad  as  les^s^  foor  limes  as 
long  MS  tliidL  Hekders  s&ali  be  at  lesasi  fixe  times  as  lone:  as  thick,  and  at  leiiks< 
as  vide  as  thick.  Tbcfe  sbiii  be  at  least  one  hnder  to  three  stseichers.  Joints 
on  the  £aee  ^uH  he  brokec  a:  least  S  inches. 

The  beds  and  ihe  renical  joints  for  S  indies  back  fnom  the  face  of  the  vaD 
shall  be  dreased  to  make  joints  one  half  to  one  inch  thick.  The  fivmt  ed^  of 
the  joint  thalk  be  pitcfae»i  to  a  strains  line.  .\D  comefs  and  batter-lines  dall 
be  hamcQer-diesBed. 

The  backing  shall  consist  of  stones  col  ies?  in  thickness  than  the  facinir.  At 
feast  one  baif  of  the  backing  shall  be  stones  containing  at  feast  2  cubic  leet. 
The  bttcidng  4iai]  be  laid  in  fuD  mortar  beds:  and  no  spalls  shall  be  aDomed  in 
the  bed  jocntj?.  The  vertieal  spaces  beiacen  the  Large  stones  shall  be  filled  vith 
spaik  set  in  mortar. 

The  coping  shafl  be  formed  of  large  fiat  stones  of  such  thickness  as  the  engineer 
may  direct,  but  in  no  caae  to  be  less  than  eight  inches.  The  upper  surface  of 
the  coping  shall  be  bush-hammered,  and  the  joints  and  beds  shall  be  dressed  to 
one  half  inch  throughout.  Each  coping  stone  must  extend  entirehr  across  the 
wall  when  the  wall  is  not  more  than  four  feet  thick. 

573.  Amount  of  Mortar  Eoqairod.  The  amount  of  mortar  required 
for  squared-stone  masomy  varies  with  the  size  of  the  stones  and 
with  the  quality  of  the  masonry:  and  will  be  a  little  more  than 
twice  that  required  for  ashlar — see  S  567. 

For  quantities  of  cement  and  sand  required  for  mortars  of  various 
compositions,  see  Table  22,  page  120. 

574.  Rubble  MASonY.  This  is  the  lowest  srade  of  niasonr>* 
laid  with  mortar.  Rubble  is  built  of  unsquareii  stones,  that  is.  of 
stones  as  they  come  fmm  the  quany  without  other  preparation  than 
the  removal  of  very  acute  angles  and  excessive  projections  from  the 
general  figure.  The  only  classes  of  rubble  are  coursed  and  un- 
coursed  (see  {  553 -. 

Rubble  is  sometimes  designated  as  one-man  or  hro-fnan  nibble 
according  to  the  number  of  men  required  to  handle  a  stone. 

Sometimes,  when  rubble  is  built  of  \-er>'  large  blocks  of  stone, 
concrete  instead  of  mortar  is  employed  to  fill  the  vertical  spat*es 
between  the  stones,  in  which  case  the  masonrv  is  calleii  concrete 
rubble  (see  I  579). 

Rubble  masonr\'  is  sometimes  laid  without  anv  mortar,  as  in 
slope  walls  (|  55()\  pax-ing  (§  557),  etc.,  in  which  case  it  is  called 
dry  rubble:  but  as  such  work  is  much  more  frequently  designated 
as  slope-wall  masonry*  and  stone-paving,  it  is  letter  to  reserve  the 
term  rubble  for  undressed  stone  laid  in  mortar.  Occasionally  box 
culverts  are  built  of  the  so-called  dn-  rubble;  but  as  such  construe- 
19 
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tioQ  is  not  to  be  commended;  there  is  no  need  of  a  term  to  designate 
that  kind  of  masonry. 

575.  Ldkjmg.  The  stone  used  for  rubble  masonry  is  prepared 
by  simply  knocking  of!  all  the  weak  angles  of  the  block.  It  should 
be  cleansed  from  dust,  etc.,  and  moistened,  before  being  placed  on 
its  bed.  This  bed  is  prepared  by  spreading  over  the  top  of  the  lower 
course  an  ample  quantity  of  good,  ordinary-tempered  mortar  in 
which  the  stone  is  firmly  embedded.  The  vertical  joints  should  be 
carefully  filled  with  mortar.  The  interstices  between  the  larger 
masses  of  stone  are  filled  by  thrusting  small  fragments  or  chippings 
of  stone  into  the  mortar. 

Careful  attention  should  be  given  to  bonding  the  wall  laterally 
and  transversely.  It  is  frequently  specified  that  one  fourth  or  one 
fifth  of  the  mass  shall  be  headers.  The  corners  and  jambs  should 
be  laid  with  hammer-dressed  or  cut  stones. 

A  very  stable  wall  can  be  built  of  rubble  masonry  without  any 
dressing,  except  a  draft  on  the  quoins  by  which  to  plumb  the  corners 
and  carry  them  up  neatly,  and  a  few  strokes  of  the  hammer  to  spall 
off  any  projections  or  surplus  stone.  This  style  of  work  is  not 
generally  advisable,  as  very  few  mechanics  can  be  relied  upon  to 
take  the  proper  amount  of  care  in  leveling  up  the  beds  and  filling  the 
joints;  and  as  a  consequence,  one  small  stone  may  jar  loose  and  fall 
out,  resulting  probably  in  the  downfall  of  a  considerable  part  of  the 
wall.  Some  of  the  naturally  bedded  stones  are  so  smooth  and 
imiform  as  to  need  no  dressing  or  spalling  up;  and  a  wall  of  such 
stones  is  very  economical,  since  there  is  no  expense  of  cutting  and  no 
time  is  lost  in  hunting  for  the  right  stone,  and  yet  strong,  massive 
work  is  assured.  However,  many  of  the  naturally  bedded  stones 
have  inequalities  on  their  surfaces,  and  in  order  to  keep  them  level 
in  the  course  it  becomes  necessary  to  raise  one  corner  by  placing 
spalls  or  chips  of  stone  under  the  bed,  and  to  fill  the  vacant  spaces 
well  and  full  with  mortar.  It  is  just  here  that  the  disadvantage  of 
this  style  of  work  tecomes  apparent.  Unless  the  mason  places  these 
spalls  so  that  the  stone  rests  firmly,  i.e.,  does  not  rock,  it  will  work 
loose,  particularly  if  the  structure  is  subject  to  shock,  as  the  walls  of 
cattle-guards,  etc.  Unless  these  spalls  are  also  distributed  so  as  to 
support  all  parts  of  the  stone,  it  is  liable  to  be  broken  by  the  weight 
above  it.  A  few  such  instances  in  the  same  work  may  occasion 
considerable  disaster. 

One  of  the  tricks  of  masons  is  to  put  "nigger-heads"  (stones  from 
which  the  natural  rounded  surface  has  not  l>een  taken  off)  into  the 
interior  of  the  wall.  In  order  to  secure  good  rubble,  great  skill  and 
care  are  required  on  the  part  of  the  mason,  and  constant  watchful- 
ness on  the  part  of  the  inspector. 
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676.  Rubble  masonry  is  employed  for  the  abutments  of  the 
smaller  highway  bridges,  for  small  culverts,  for  unimportant  retain- 
ing walls,  for  foxmdations  for  buildings,  etc.,  and  for  the  backing  of 
ashlar  and  squared-stone  masonry. 

When  carefully  executed  with  good  mortar,  rubble  possesses  all 
the  strength  and  durability  required  in  structures  of  an  ordinary 
character,  and  is  much  less  expensive  than  either  ashlar  or  squared- 
stone  masonry.  But  it  is  difficult  to  get  rubble  well  executed.  The 
most  common  defects  are  (1)  not  bringing  the  stones  to  an  even 
bearing;  (2)  leaving  large  unfilled  vertical  openings  between  the 
several  stones;  (3)  laying  up  a  considerable  height  of  the  wall  dry, 
with  only  a  little  mortar  on  the  face  and  back,  and  then  pouring 
mortar  on  the  top  of  the  wall;  (4)  using  insufficient  cement,  or  that 
of  a  poor  quality.  The  only  way  to  prevent  the  first  defect  is  to  have 
an  inspector  on  the  job  all  of  the  time.  The  second  and  third  defects 
can  be  detected  by  probing  the  wall  with  a  small  pointed  steel  rod. 
To  prevent  the  fourth  defect  it  is  customary  for  the  owner  to  furnish 
the  cement  to  the  contractor.  Apparently  it  is  commonly  believed 
that  the  rougher  the  stones  and  the  poorer  the  grade  of  masonry, 
the  poorer  the  cement  or  the  leaner  the  mortar  should  be.  The 
principal  object  of  the  mortar  is  to  equalize  the  pressure;  and  the 
more  nearly  the  stones  are  reduced  to  closely  fitting  surfaces,  the 
less  important  is  the  mortar.  Consequently,  when  a  substantial 
rubble  is  required,  it  would  not  be  amiss  to  use  a  first-class  cement 
mortar,  particularly  if  the  stones  are  comparatively  small.  The 
extreme  of  this  rule  is  the  use  of  a  first-class  cement  mortar  with 
crushed  stone  to  make  concrete;  and  owing  to  the  success  of  this 
practice  and  the  decrease  in  the  cost  of  portland  cement  in  recent 
years,  concrete  has  been  largely  substituted  for  all  kinds  of  masonry, 
particularly  rubble. 

577.  Amount  of  Mortar  Required.  The  amount  of  mortar  required 
varies  greatly  with  the  character  of  the  surfaces  with  which  the 
stone  quarries  out.  If  the  stone  is  stratified  sandstone  or  liinestone 
yielding  flat-bedded  stones  with  good  end  surfaces,  the  rubble  may 
not  require  much  if  any  more  mortar  than  ashlar  built  of  the 
more  refractory  stones;  but  if  the  rubble  is  built  of  stone  that 
quarries  out  in  irregular  chunks  and  is  difficult  to  dress,  a  very  large 
per  cent  of  mortar  may  be  required.  The  amount  of  mortar  required 
can  be  considerably  reduced  by  packing  spalls  into  the  vertical 
spaces  between  the  stones, — a  proceeding  that  is  always  economical 
since  spalls  are  always  much  cheaper  than  cement  mortar.  How- 
ever, when  the  cement  is  furnished  by  the  owner,  the  'mason  is  apt 
to  fill  the  joints  entirely  with  mortar  since  it  requires  less  time. 

If  rubble  masonry  is  composed  of  small  and  irregularly  shaped 
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stones,  about  one  third  of  the  mass  will  consist  of  mortar;  and  if 
laid  in  1  :  2  mortar  will  require  about  1  barrel  of  portland  cement 
per  cubic  yard,  and  if  laid  in  1  :  3  about  0.8  barrel.  If  the  stones  are 
large  and  regular  in  form,  one  fifth  to  one  quarter  of  the  mass  will  be 
mortar;  and  the  rubble  will  require  about  0.7  barrel  per  cubic  yard 
for  1  :  2  mortar  and  0.6  barrel  for  1  :  3. 

For  the  amount  of  cement  and  sand  required  for  mortar  of 
various  compositions,  see  Table  22,  page  120. 

578.  Specifications.  The  following  requirements,  if  properly 
complied  with,  will  secure  what  is  generally  known  among  railroad 
engineers  as  superior  rubble.* 

Rubble  masonry  shall  consist  of  coursed  rubble  of  good  quality  laid  in  cement 
mortar.  No  stone  shall  be  less  than  six  inches  in  thickness,  unless  otherwise 
directed  by  the  engineer.  No  stone  shall  measure  less  than  twelve  inches  in 
its  least  horizontal  dimension,  or  less  than  its  thickness.  At  least  one  fourth  of 
the  stone  in  the  face  shall  be  headers,  evenly  distributed  throughout  the  wall. 
The  stones  shall  be  roughly  squared  on  joints,  beds,  and  faces,  laid  so  as  to  break 
joints  and  in  full  mortar  beds.  All  vertical  spaces  shall  be  flushed  with  good 
cement  mortar  and  then  be  packed  full  with  spalls.  No  spalls  will  be  allowed 
in  the  beds-  Selected  stones  sliall  be  used  at  all  angles,  and  shall  be  neatly 
pitched  to  true  lines  and  laid  on  hammer-dressed  beds.  Drafts  lines  may  be 
required  at  the  more  prominent  angles. 

The  top  of  parapet  walls,  piers,  and  abutments  shall  be  capped  with  stones 
extending  entirely  across  the  wall,  and  haWng  a,  front  and  end  projection  of  not 
less  than  four  inches.  Coping  stones  sliall  be  neatly  squared,  and  be  laid  with 
joints  of  less  than  one  half  inch.  The  steps  of  wing- walls  shall  be  capped  with 
stone  covering  the  entire  step,  and  extending  at  least  six  inches  into  the  wall. 
Coping  and  step  stones  shall  be  roughly  hammer-dressed  on  top,  their  outer 
faces  pitched  to  true  lines,  and  be  of  such  thickness  (not  less  than  six  inches)  and 
have  such  projections  as  the  engineer  may  direct. 

The  specifications  for  rubble  masonry  will  apply  to  rubble  masonry  laid  dry 
(see  §555),  except  as  to  the  use  of  the  mortar. 

679,  Concrete  Rubble.  Sometimes  in  building  large  structures, 
as  dams,  the  rubble  is  made  of  cyclopean  blocks,  and  wet  concrete 
is  used  instead  of  mortar.  The  large  stones  are  placed  in  the  wall 
by  means  of  a  derrick,  and  concrete  is  deposited  from  a  bottom- 
dump  bucket.  This  form  of  construction  is  a  recent  innovation; 
and  is  specially  applicable  iu  building  a  dam,  in  which  the  faces  are 
laid  in  ashlar,  squared-stone,  or  rubble,  and  serve  as  forms  in  which 
to  place  the  concrete-rubble  filling.  This  form  of  masonry  has 
several  obvious  advantages  over  either  ordinary  rubble  or  concrete. 

680.  Rubble  Concrete.  This  is  ordinary  concrete  in  which  large 
irregular  stones,  sometimes  called  plums,  are  embedded.     This  form 

*For  specifications  of  rubble  masonry  for  railroad  work,  see  Appendix  III. 
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of  masonry  is  adapted  to  moderately  massive  construction.  The 
"plums"  decrease  the  cost  of  crushing  the  stone  and  also  decrease 
the  amount  of  cement  required,  and  increase  the  density  of  the 
mass.  The  "plums"  are  usually  limited  to  about  40  per  cent  of  the 
entire  volume,  to  Insure  that  they  shall  be  surrounded  by  concrete. 
If  the  concrete  is  wet,  there  is  Uttle  or  no  trouble  in  getting  the 
large  stones  thoroughly  bedded,  and  consequently  this  form  of 
masonry  is  as  good  as  or  better  than  ordinary  concrete. 

Unfortunately,  there  is  no  uniformity  as  to  the  terms  employed 
to  designate  either  of  the  two  above  types  of  masonry.  Each  is 
frequently  referred  to  as  concrete  rubble,  and  also  as  rubble  concrete. 
It  will  add  to  clearness  if  the  term  concrete  rubble  be  reserved  for 
that  form  of  masonry  which  consists  chiefly  of  large  stones  sur- 
rounded by  concrete,  and  the  term  rubble  concrete  for  that  type  which 
consists  of  concrete  in  which  are  embedded  a  comparatively  few 
large  stones.    Of  course  the  two  forms  shade  one  into  the  other. 

Art.  2.    Strength  and  Cost. 

681.  Strength  of  Stone  Masonry.  The  results  obtained  by 
testing  small  specimens  of  stone  (see  §  16)  are  useful  in  determining 
the  relative  strength  of  different  kinds  of  stone,  but  are  of  no  value 
in  determining  the  ultimate  strength  of  the  same  stone  when  built 
into  a  masonry  structure.  The  strength  of  a  mass  of  masonry 
depends  upon  the  strength  of  the  stone,  the  size  of  the  blocks,  the 
accuracy  of  the  dressing,  the  proportion  of  headers  to  stretchers, 
and  the  strength  of  the  mortar.  A  variation  in  any  one  of  these 
items  may  greatly  change  the  strength  of  the  masonry.  The  im- 
portance  of  the  mortar  as  affecting  the  strength  of  masonry  to 
resist  direct  compression  is  generally  overlooked.  The  mortar  acts 
as  a  cushion  (§  14)  between  the  blocks  of  stone,  and  if  it  has  insuf- 
ficient strength  it  may  squeeze  out  laterally  and  produce  a  tensile 
stress  in  the  stone.  It  is  certain  that  usually  weak  mortar  causes  the 
stone  to  fail  either  by  direct  tension  or  by  tension  due  to  flexure 
rather  than  by  compression. 

No  experiments  have  ever  been  made  upon  the  strength  of  stone 
masonry  under  the  conditions  actually  occurring  in  masonry  struc- 
tures, owing  to  the  lack  of  a  testing  machine  of  sufficient  strength. 
Experiments  made  upon  brick  piers  (§  622)  12  inches  square  and 
from  2  to  10  feet  high,  laid  in  mortar  composed  of  1  volume  portland 
cement  and  2  sand,  show  that  the  strength  per  square  inch  of  the 
masonry  is  only  about  one  sixth  of  the  strength  of  the  brick.  An 
increase  of  50  per  cent  in  the  strength  of  the  brick  produced  no 
appreciable  effect  on  the  strength  of  the  masonry;  but  the  sub- 
stitution of  cement  mortar  (1  portland  and  2  sand)  for  lime  mortar 


294  Stone  Masonry.  [Chap.  XI. 

(1  lime  and  3  sand)  increased  the  strength  of  the  masonry  70  per 
cent.  The  method  of  failure  of  these  piers  indicates  that  the  mortar 
squeezed  out  of  the  joints  and  caused  the  brick  to  fail  by  tension. 
Since  the  mortar  is  the  weakest  element,  the  less  mortar  used  the 
stronger  the  wall;  therefore  the  thinner  the  joints  and  the  larger 
the  blocks,  the  stronger  the  masonry,  provided  the  surfaces  of  the 
stones  do  not  come  in  contact. 

It  is  generally  stated  that  the  working  strain  on  stone  masonry 
should  not  exceed  one  twentieth  to  one  tenth  of  the  strength  of  the 
stone;  but  it  is  clear,  from  the  experiments  on  the  brick  piers  re- 
ferred to  above,  that  the  strength  of  the  masonry  depends  upon  the 
strength  of  the  stone  only  in  a  remote  degree.  In  a  general  way  it 
may  be  said  that  the  results  obtained  by  testing  small  cubes  may 
vary  50  per  cent  from  each  other  (or  say  25  per  cent  from  the  mean) 
owing  to  undetected  differences  in  the  material,  the  cutting,  and  the 
manner  of  applying  the  pressure.  Experiments  also  show  that 
stones  crack  at  about  half  of  their  ultimate  crushing  strength. 
Hence,  when  the  greatest  care  possible  is  exercised  in  selecting  and 
bedding  the  stone,  the  safe  working  strength  of  the  stone  alone 
should  not  be  regarded  as  more  than  three  eighths  of  the  ultimate 
strength.  A  further  allowance,  depending  upon  the  kind  of  struc- 
ture, the  quality  of  mortar,  the  closeness  of  the  joints,  etc.,  should 
be  made  to  insure  safety.  Experiments  upon  even  comparatively 
large  monoliths  give  but  little  indication  of  the  strength  of  masonry. 
The  only  practicable  way  of  determining  the  actual  strength  of 
masonry  is  to  note  the  loads  carried  by  existing  structures.  How- 
ever, this  method  of  investigation  will  give  only  the  load  which  does 
not  crush  the  masonry,  since  probably  no  structure  ever  failed  owing 
to  the  crushing  of  the  masonry.  After  an  extensive  correspondence 
and  a  thorough  search  through  engineering  literature,  the  following 
list  is  given  as  showing  the  maximum  pressure  to  which  the  several 
classes  of  masonry  have  been  subjected. 

582.  Pressure  Allowed.  Early  builders  used  much  more  massive 
masonry,  proportional  to  the  load  to  be  carried,  than  is  customary 
at  present.  Experience  and  experiments  have  shown  that  such 
great  strength  is  imnecessary.  The  load  on  the  monolithic  piers 
supporting  the  large  churches  in  Europe  does  not  usually  exceed  30 
tons  per  sq.  ft.  (420  lb.  per  sq.  in.),*  or  about  one  thirtieth  of  the 
ultimate  strength  of  the  stone  alone,  although  the  columns  of  the 
Church  of  All  Saints  at  Angers,  France,  is  said  to  sustain  43  tons 
per  sq.  ft.  (600  lb.  per.  sq.  in.).t     The  stone-arch  bridge  of  140  ft. 

*  III  tliis  connection  it  is  conyenient  to  remember  that  1  ton  per  square  foot  is 
equivalent  to  nearly  14  (exactly  13.88)  pounds  per  square  inch, 
t  Engineering  News,  vol.  xiii,  p.  349. 
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span  at  Pont-y-Prydd,  over  the  TafI,  in  Wales,  erected  in  1750,  is 
supposed  to  have  a  pressure  of  72  tons  per  sq.  ft.  (1,000  lb.  per  sq. 
in.)  on  hard  limestone  rubble  masonry  laid  in  lime  mortar.*  Rennie 
subjected  good  hard  limestone  rubble  in  columns  4  feet  square  to  22 
tons  per  sq.  ft.  (300  lb.  per  sq.  in.).t  The  granite  piers  of  the  Saltash 
Bridge  sustain  a  pressure  of  9  tons  per  sq.  ft.  (125  lb.  per  sq.  in.). 

The  maximum  pressure  on  the  granite  masonry  of  the  towers  of 
the  Brooklyn  Bridge  is  about  28i  tons  per  sq.  ft.  (about  400  lb.  per 
sq.  in.).  The  maximum  pressure  on  the  limestone  masonry  of  this 
bridge  is  about  10  tons  per  sq.  ft.  (125  lb.  per  sq.  in.).  The  face 
stones  ranged  in  cubical  contents  from  1^  to  5  cubic  yards;  the 
stones  of  the  granite  backing  averaged  about  IJ  cu.  yd.,  and  of  the 
limestone  about  1{  cu.  yd.  per  piece.  The  mortar  was  1  volume 
of  Rosendale  natural  cement  and  2  of  sand.  The  stones  were  rough- 
axed  or  pointed  to  ^-inch  bed-joints  and  ^-inch  vertical  face- 
joints.  J    These  towers  are  very  fine  examples  of  the  mason's  art. 

In  the  Rookery  Building,  Chicago,  granite  columns  about  3  feet 
square  sustain  30  tons  per  sq.  ft.  (415  lb.  per  sq.  in.)  without  any 
signs  of  weakness. 

In  the  Washington  Monument,  Washington,  D.  C,  the  normal 
pressure  on  the  lower  joint  of  the  walls  of  the  shaft  is  20.2  tons  per 
sq.  ft.  (280  lb.  per  sq.  in.),  and  the  maximimi  pressure  brought  upon 
any  joint  under  the  action  of  the  wind  is  25.4  tons  per  sq.  ft.  (350 
lb.  per  sq.  in.).1I 

The  pressure  on  the  limestone  piers  of  the  St.  Louis  Bridge  was, 
before  completion,  38  tons  per  sq.  ft.  (527  lb.  per  sq.  in.);  and  after 
completion  the  pressure  was  19  tons  per  sq.  ft.  (273  lb.  per  sq.  in.) 
on  the  piers  and  15  tons  per  sq.  ft.  (198  lb.  per  sq.  in.)  on  the  abut- 
ments.** 

The  limestone  masonry  in  the  towers  of  the  Niagara  Suspension 
Bridge  failed  imder  36  tons  per  sq.  ft.,  and  were  taken  down, — how- 
ever, the  masonry  was  not  well  executed  and  was  subjected  to 

flexure.ft 

At  the  South  Street  Bridge,  Philadelphia,  the  pressure  on  the 

limestone  rubble  masonry  in  the  pneumatic  piles  is  15.7  tons  per 

sq.  ft.  (220  lb.  per  sq.  in.)  at  the  bottom  and  12  tons  per  sq.  ft.  at 

the  top.     ''This  is  unusually  heavy,  but  there  are  no  signs  of  weak- 

ness."JJ    The  maximum  pressure  on  the  rubble  masonry  (laid  in 

cement  mortar)  of  some  of  the  large  masonry  dams  is  from  11  to  14 

♦  The  Technograph,  University  of  Illinois,  No;  7,  p.  27. 
t  Proc.  Inst,  of  C.  E.,  vol.  x,  p.  241. 

X  F.  Collingwood,  asst.  engineer,  in  Trans.  Am.  Soc.  of  C.  E. 
^  Report  of  Col.  T.  L.  Casey,  U.  S.  A.,  engineer  in  chaiige. 
**  History  of  St.  Louis  Bridge,  p.  370-74. 
tt  Trans.  Am.  Soc.  of  C.  E.,  vol.  xvii,  p.  204-12. 
tt  Ibid.,  vol.  vii.  p.  30&-6. 
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tons  per  sq.  ft.  (154  to  195  lb.  per  sq.  in.).  The  Quaker  Bridge 
dam  was  designed  for  a  maximum  pressure  of  16§  tons  per  sq.  ft. 
(230  lb.  per  sq.  in.)  on  massive  rubble  masonry  in  best  hydraulic 
cement  mortar.* 

683.  Safe  Pressure.  In  the  Hght  of  the  preceding  examples  it 
may  be  assumed  that  the  safe  load  for  the  different  classes  of  masonry 
is  about  as  follows,  provided  each  is  the  best  of  Us  class: 

Rubble 10  to  15  tons  per  sq.  ft.  =  140  to  200  lb.  per  sq.  in. 

Squared-stone 15  to  20    "       "     '*     "  =200  to  280  "     "       ^*    " 

Limestone  ashlar    ..  20  to  25    "       "     *'     "  =280  to  350  "     *'      "    " 

Granite  ashlar 25  to  30    "       "     "     "=350  to  400"     "       "     " 

Concrete  (see  §  403)  30  to  40    "       "     "     "  =400  to  550  "     "       "    " 

684.  A  large  committee  composed  of  the  leading  architects  and 
engineers  of  Chicago  recently  recommended  the  following  values  for 
the  building  laws  of  that  city. 

Kind  of  Masonry.  Lb.  per  Sq.  In. 

Rubble,  uncoursed  in  lime  mortar 60 

"                 "         "  portland-cement  mortar 100 

"       coursed        "  lime  mortar 120 

"                 "         "  portland-cement  mortar 200 

Ashlar,  limestone  in  portland-cement  mortar   400 

granite       "         "             "              "     600 

Concrete,  portland  cement,  1  :  2  :  4,  hand     mixed 350 

machine    "     400 

1  :  2i  :  5  hand  mixed 300 

machine  "  350 

1:3:6    hand   mixed 250 

"        machine    "     300 

1:2:5    150 

586.  Measurement  of  Masonry.  The  method  of  determining 
the  quantity  of  masonry  in  a  structure  is  frequently  governed  by 
trade  rules  or  local  custom,  and  these  vary  greatly  with  locality. 
Masons  have  voluminous  and  arbitrary  rules  for  the  measurement 
of  masonry;  for  example,  the  masons  and  stone-cutters  of  Boston 
at  one  time  adopted  a  code  of  thiily-six  complicated  rules  for  the 
measurement  of  hammer-dressed  granite.  As  an  example  of  the 
indefiniteness  and  arbitrariness  of  all  such  rules,  we  quote  the  follow- 
ing, which  are  said  to  be  customary  in  Pennsylvania:  "All  openings 
less  than  3  feet  wide  are  counted  solid.  All  openings  more  than 
3  feet  wide  are  taken  out,  but  18  inches  is  added  to  the  running 
measurement  for  every  jamb  Ijuilt.  Arches  are  counted  solid  from 
the  spring  of  the  arch,  and  nothing  allowed  for  arching.  The  comers 
of  buildings  are  measured  twice  (that  is,  the  masonry  in  the  comer 
is  counted  in  each  wall).  Pillars  less  than  3  feet  square  are  counted 
on  three  sides  as  lineal  measurement,  which  is  multiplied  by  the 

♦  Engineering  News,  vol.  xix,  p.  75. 
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fourth  side  and  by  the  depth;  if  mor^  than  3  feet,  the  two  opposite 
sides  are  taken,  and  to  each  side  18  inches  for  each  jamb  is  added 
to  the  lineal  measurement  thereof,  and  the  whole  multiplied  by  the 
smaller  side  and  by  the  depth." 

A  well-established  custom  has  all  the  force  of  law,  unless  due 
notice  is  given  to  the  contrary.  The  more  definite,  and  therefore 
the  better,  method  is  to  measure  the  exact  solid  contents  of  the 
masonry,  and  pay  accordingly.  In  "net  measurement"  all  openings 
are  deducted;  in  "gross  measurement"  no  openings  are  deducted. 

The  quantity  of  masonry  is  usually  expressed  in  cubic  yards. 
The  perch  is  occasionally  employed  for  this  purpose;  but  since  the 
supposed  contents  of  a  perch  vary  from  16  to  25  cubic  feet,  the  term 
is  very  properly  falling  into  disuse.  The  contents  of  a  masonry 
structure  are  obtained  by  measuring  to  the  neat  Unes  of  the  design. 
If  a  wall  is  built  thicker  than  specified,  no  allowance  is  made  for  the 
masonry  outside  of  the  limiting  lines  of  the  design;  but  if  the  masonry 
does  not  extend  to  the  neat  lines  a  deduction  is  made  for  the  amount 
it  falls  short.  Of  course  a  reasonable  working  allowance  must  be 
made  when  determining  whether  the  dimensions  of  the  masonry 
meet  the  specifications  or  not. 

In  engineering  construction  it  is  a  nearly  uniform  custom  to 
measure  all  masonry  in  ciibic  yards;  but  in  architectural  construc- 
tion it  is  customary  to  measure  water-tables,  string-courses,  etc., 
by  the  lineal  foot,  and  window-sills,  lintels,  etc.,  by  the  square  foot. 
In  engineering,  all  dressed  or  cut-stone  work,  such  as  copings,  bridge 
seats,  cornices,  water-tables,  etc.,  is  paid  for  in  cubic  yards,  with 
an  additional  price  per  square  foot  for  the  surfaces  that  are  dressed. 

586.  Ck)ST  OF  Masonry.  Labor  Required  in  Quanying.'*'  ''The  fol- 
lowing table  shows  the  labor  required  in  qi^arrying  the  stone  [gneiss] 
for  the  Boyd's  Corner  dam  on  the  Croton  River  near  New  York  City. 
The  stone  to  be  cut  was  split  out  with  plugs  and  feathers." 

Labor  Required  in  Quarrying  Gneiss. 


Kind  of  Labor. 


Foreman , 

Drillers , 

Laborers 

Blacksmiths 

Tool-boy 

Teams 

Labor  loading  teams 


Days  per  Cubic  Yard. 


Rough  stone. 

stone  to  be  cut. 

0.041 

0.114 

0.339 

0.917 

0.140 

0.429 

0.036 

0.102 

0.035 

0.108 

0.141 

0.620 

0.077 

0.284 

♦  J.  James  R.  Croes,  in  Trans.  Am.  Soc.  of  C.  E.,  vol.  iii,  p.  363. 
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687.  Market  Price  of  Stone.  Any  general  statement  concerning 
the  market  price  of  stone  can  not  be  of  much  value^  since  market 
conditions  vary  with  the  locality,  and  since  the  forms  of  the  blocks 
vary  greatly  for  different  classes  of  stones  and  for  different  quarries. 
Further,  although  stone  is  nominally  sold  by  the  cubic  yard  or  the 
cord,  it  is  usually  measured  by  weight;  and  the  weight  given  for  a 
cubic  yard  by  one  quarry  frequently  lays  20  per  cent  more  wall  than 
the  same  nominal  quantity  of  a  similar  stone  from  another  quarry. 
The  following  prices  (f.o.b.  quarry)  are  given  mainly  to  show  the 
relative  cost  of  different  grades  of  stone. 

Granite — rough $0.40to  SO.  50  per  cubic  foot. 

Limestone — common  rubble 1 .  00  "  1 .  50  per  cubic  yard. 

"            good  range  rubble   1.50"  2.00    "      "        " 

"            bridge  stone    2.00"  3.00    "      "        " 

"            dimension  stone .25  "       .35  per  cubic  foot. 

"  copings 20"       .35    "      " 

Sandstone    ,  35  "  1 .00  per  cubic  yard. 

688.  Ck)8t  of  Cutting  Granite.  Boyd's  Comer  Dam*  " The  aver- 
age day's  work  of  a  man  in  cutting  the  face  of  granite  pitch-faced, 
range,  squared-stone  masonry  of  the  Boyd's  Corner  dam,  as  deduced 
from  three  and  a  half  years'  work  in  which  5,200  cubic  yards  were 
cut,  was  6.373  square  feet,  the  dimensions  of  the  stones  being  1.8 
feet  rise,  3.6  feet  long,  and  2.7  feet  deep;  and  the  average  day's  work 
in  cutting  the  beds  to  lay  f-inch  joints  was  18.7  square  feet.  The 
granite  coping,  composed  of  two  courses — one  of  12-inch  rise,  30- 
inch  bed,  and  3i-feet  average  length,  and  one  of  24-inch  rise,  48-inch 
bed,  and  2  J -feet  average  length, — the  top  being  pean-hammered, 
the  face  being  rough  with  chisel  draft  around  it,  and  the  beds  and 
joints  cut  to  lay  J-inch  joints,  required  6.1  days'  work  of  the  cutter 
per  cubic  yard. 

"In  cutting  the  granite  for  the  gate-houses  of  the  Croton  Reservoir 
at  Eighty-sixth  Street,  New  York  City,  in  1861-2,  the  minimum 
day's  work  for  a  cutter  was  fixed  at  15  superficial  feet  of  joint.  This 
included  also  the  cutting  of  a  chisel  draft  around  the  face  of  the 
stone,  which  costs  per  linear  foot  about  one  fourth  as  much  as  a 
square  foot  of  joint,  making  the  actual  limit  equivalent  to  about 
17.7  square  feet  of  joint.  On  this  work,  the  proportion  to  be  added 
to  the  cost  of  the  cutters  to  give  the  total  cost  was  as  follows,  the 
average  for  19  months'  work:  for  superintendence  8  per  cent;  sheds 
and  tools  7;  sharpening  tools  11;  labor  moving  stone  in  yard  10; 
drillers  plugging  off  rough  faces  4:  making  a  total  of  40  per  cent  to 
be  added." 

♦  J.  James  R.  Croes,  in  Trans.  Am.  Soc.  of  C.  E.,  vol.  iii,  p.  369-04. 
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589.  New  York  Docks*  "Below  is  given  the  cost  of  cutting 
several  kinds  of  masonry  for  the  New  York  Department  of  Docks, 
in  1874-5.  Between  December  1873  and  May  1875  with  an  average 
force  of  40  stone-cutters,  2,065  yards  of  granite  of  the  following  kinds 
were  cut  in  the  Department  yard: 

"1,524  yards  of  dimension  stone  were  cut  into  headers  and 
stretchers.  This  stone  was  cut  to  lay  J-inch  beds  and  joints,  the 
faces  being  pointed  work,  with  a  chisel  draft  1^  inches  wide.  The 
headers  averaged  2  feet  on  the  face  by  3  feet  in  depth;  and  the 
stretchers  averaged  6  feet  long  by  2  feet  deep,  the  rise  being  20,  22, 
and  26  inches  for  the  different  courses.  The  average  time  of  stone- 
cutter cutting  one  cubic  yard  was  4.53  days  of  8  hours;  and  the 
average  cost  of  cutting  was  $27.54  per  cubic  yard  ($1.02  per  cubic 
foot). 

"310  yards  of  coping  were  cut  to  lay  ^-inch  beds  and  joints, 
pointed  on  the  face  with  chisel  draft  same  as  headers  and  stretchers, 
and  8-cut  patent-hammered  on  top,  with  a  round  of  3 J  inches  radius, 
the  dimensions  being  8  feet  long,  4  feet  wide,  and  2i  feet  rise.  The 
average  time  of  stone-cutter  cutting  one  cubic  yard  was  6.26  days, 
and  the  average  cost  of  cutting  $38.07  per  cubic  yard  ($1.41  per 
cubic  foot). 

"231  yards  of  springers,  keystones,  etc.,  for  the  arched  pier  at  the 
Battery,  were  cut.  These  stones  were  of  various  dimensions,  part 
being  pointed  work  and  part  6-cut  patent-hammered.  The  average 
time  of  stone-cutter  cutting  one  cubic  yard  was  6.88  days,  and  the 
average  cost  of  cutting  was  $41.85  per  cubic  yard  ($1.55  per  cubic 
foot). 

"The  above  cost  of  cutting  includes,  besides  stone-cutter's  wages, 
labor  of  moving  stone,  all  material  used — such  as  timber  for  rolling 
stone,  new  tools,  etc. — sharpening  tools,  superintendence,  and 
interest  on  stone-cutter's  sheds,  blacksmith  shop,  derrick,  and  rail- 
road. These  expenses,  in  per  cents  of  the  total  cost  of  cutting,  are 
as  follows:  superindentence  5;  sharpening  tools  15;  labor  rolling 
stones  30;  interest  on  sheds,  derrick,  and  railroad  1;  new  tools  and 
timber  for  rolling  stone  1;  total  52  per  cent,  which,  added  to  the 
wages  paid  stone-cutters,  gives  the  total  cost.  During  the  last  year 
stone-cutters  were  required  to  do  at  least  12  superficial  feet  per  day 
of  beds  and  joints,  or  its  equivalent  in  pointed  or  fine-cut  work. 
The  average  day's  work  of  each  stone-cutter,  during  one  year  and  a 
half  in  which  118,383  superficial  feet  of  beds  and  joints  were  cut,  was 
13.6  square  feet  per  day,  for  which  he  recived  $4.00. 

"Table  48,  page  300,  shows  the  amount  of  granite  that  a  stone- 
cutter can  cut  in  a  day  of  8  hours." 

♦  Wm.  W.  Maclay,  in  Trans.  Am.  Soc.  of  C.  E.,  vol.  ir,  p.  310-11. 
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TABLE  48. 
Labor  Required  in  Cutting  Granite. 


Number  of  Superficial  Feet. 

Kind  op  Work. 

Constituting  a  day's 
work  of  8  hours  in 
stone-yards    and 
contract-work 
done  in  vicinity  of 
New  York  City. 

Required    as     a 
minimum 
day's      work 
by     the     De- 
p  a  r  t  m  e  n  t  of 
Docks,      New 
York  City. 

Averaged  per 
dayotS  hours 
by    stone-cut- 
ters     in      the 
Department 
of  Docks,  New 
York  aty. 

Beds  and  joints 

16 

10 

7.27 
6.15 
5 

12 

7.5 
5.45 
4.61 
3.75 

13.6 

Pointed  work  with  chiseled  mar- 
gin, lines  all  round 

Pean-hammered 

8.5 
6.15 

6-cut  patent-hammered 

8-cut        ''         '*             

5.22 
4.24 

690.  Merchants'  Bridge,  St.  Louis.  The  cost  of  dressing  36,000 
cu.  ft.  of  granite  to  half-inch  joints  was  20  cents  per  sq.  ft.,  not 
including  blacksmithing,  handling,  etc.* 

591.  Cost  of  Gutting  Limestone  and  Sandstone.  The  cost  of  dress- 
ing Kankakee  limestone  (a  medium  soft  coarse-grained  stone)  with  a 
bush  hammer  or  tooth  chisel  is  25  cents  per  sq.  ft.  of  dressed  surface.* 
The  cost  of  fine-pointing  the  beds  and  the  joints  of  Medina  sand- 
stone to  lay  half-inch  joints  is  about  13  cents  per  sq.  ft.f  The  cost 
of  cutting  246  cu.  yd.  of  sandstone  to  half-inch  joints  for  bridge  piers 
was  $2.65  per  cu.  yd.j 

592.  Cost  of  Cutting  Stone  for  U.  S.  Public  Buildings.     Table  49 

TABLE  49. 
Cost  ov  Cutting  Stone  for  U.  S.  Public  Buildings. 


Kind  of  Surface. 

Granite, 

Marble. 

L1MK8TONR  and 
Sandsto.ve. 

Min. 

Max. 

Min. 

Max. 

Min. 

Max. 

Beds  and  joints,  per  sq.  ft.. 
Pcan-liamniered,  "  "  "  . 
Plain  fac<?,  6-cut,  "     "     "   . 

•*  *'  8-eiit.'*  ''  ''  . 
''    10-cut,"     '*     "   . 

"  ''  12-ciit, "  "  "  . 
Rubbed,  *'  ''  "  . 
Tooled,                   '*     "     "   . 

1    S0.3( 

1 

i    •  •  •  • 

) 
3 

■ 

$0 .  35 
50 
65 
75 
88 
1.10 

$0 .  20 
30 

•    •    •    ■    ■ 

$0.25 
35 

'46 
50 

$0.12 
15 

'    '26 
25 

$0.15 
20 

"25 
30 

*  R.  J.  Cookr,  '1)0,  Haoliolor's  Thesis,  University  of  Illinois;  abstract  in  The  Tech- 
nograph,  No.  4,  p.  8-10. 

t  Gillette's  Handbook  of  Cost  Data,  p.  197-98. 
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gives  the  average  contract  price  for  cutting  the  stone  for  the  United 
States  government  buildings:* 

693.  Oost  of  Lsiying  Gut  Stono.f  Table  50  shows  the  amount  of 
labor  required  in  laying  the  cut -stone  masonry  of  the  Boyd's  Corner 
Dam  on  the  Croton  River  near  New  York  Citv.  *' Most  of  the  cut 
stone  was  laid  by  one  mason,  more  than  two  not  being  employed 
at  any  time.  The  mason's  gang  also  shifted  derricks.  The  cost  of 
hauling  stone  to  the  work  varied  with  the  position  of  the  blocks  in 
the  yard  and  whether  they  were  assorted  there  into  courses  or  lay 
promiscuously.'' 

TABLE  50. 
Labor  Required  in  Laying  Cut-stone  Masonry. 


Amount  per  Cubic  Yard. 

Ki.vD  OF  Labor. 

Hoisted  by  Hand. 

Hoisted  by  Steam. 

5  ft. 

10  to  20  ft. 

20  to  30  ft. 

30  to  50  ft. 

Mason,  days  

0.120 
0.184 
0.100 
0.327 

6!i66 

0.184 
1,070 

0.119 
0.188 
0.82 
0.341 

6!  056 
0.223 

2; 

0.082 
0.145 
0.076 
0 .  235 
0.462 
0.056 
0.223 

270 

0.108 

Laborers,  uavs 

0.155 

Mortar  mixer,  davs 

0.101 

Derrick  and  car  men,  days  .... 

Engine,  hours 

Teams  from  yard,  days 

Tiabor  loading  teams,  days 

Number  of  cubic  yards  laid  . . . 

0.261 
0.490 
0.110 
0.086 

2,530 

694.  Total  Oost  of  Masonry.  Ashlar  Bridge-Pier.  The  following 
are  the  details  of  the  cost,  to  the  contractor,  of  heavy  first-class 
limestone  masonry  for  bridge  piers  erected  in  1887  by  a  prominent 
contracting  firm: 

Cost  of  stone  (purchased) • $4.50 

Sand  and  cement   52 

Freight 1-79 

Laying  1  •  40 

Handling  materials 65 

Derricks,  tools,  etc ^ 

Superintendence,  office  expense,  etc 68 

Total  cost  per  cubic  yard   $9 .94 

The  following  data  concerning  the  cost  of  granite  piers — two  fifths 
cut-stone  facing  and  three  fifths  rubble  backing— are  furnished  by 
the  same  firm.    The  rock  was  very  hard  and  tough. 

*  American  Architect,  vol.  xxii,  p.  6-7. 

t  J.  James  R.  Croes,  inTrans.  Am.  See.  of  C.  E.,  vol.  iii,  p.  363-64. 
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Facing: 

Quarrying,  including  opening  quarry ^.75 

Cutting  to  dimensions 6.75 

I^aying 1 .76 

Transportation  2  miles,  superintendence,  and  general 

expenses 2.05 

Total  cost  per  cubic  yard $14 .  31 

B<icking: 

Quariying $3. 10 

Dressing 3.60 

Laying 1 .75 

Sundnes 2.05 

Total  cost  per  cubic  yard $10 .  50 

695.  The  first-class  limestone  masonry  in  the  piers  of  the  bridges 
across  the  Missouri  at  Plattsmouth  (1879-80)  cost  thp  company 
$18.60  per  cubic  yard,  exclusive  of  freight,  engineering  expenses, 
and  tools.* 

696.  Ashlar  Arch-Ctdvert,  Table  51  shows  the  details  of  the 
cost  of  the  sandstone  arch  culvert  (613  cu.  yd.)  at  Nichols 
Hollow,  on  the  Indianapolis,  Decatur  and  Springfield  Railroad, 
built  in  1887.  Scale  of  wages  per  day  of  10  hours:  foreman,  $3.50; 
cutters,  $3.00;  mortar  mixer,  $1.50;  laborer,  $1.25;  water-boy, 
50  cents;  carpenters,  $2.50.t 

697.  Rvbble.  The  following  is  the  cost  of  the  rubble  masonry 
in  the  cellar  walls  and  boiler  foundations  of  an  electric  power-plant 
at  Pittsburg,  Pa.  J  The  stone  was  sandstone  of  a  size  that  two  men 
could  easily  handle,  and  was  roughly  shaped  with  a  hammer.  The 
mortar  was  1  part  Louisville  natural  cement  to  3  parts  sand.  The 
walls  were  2  feet  9  inches  thick,  672  feet  long,  and  8  feet  high;  and 
the  boiler  foundation  varied  from  2  to  3^  feet  thick.  The  total 
volume  of  the  masonry  after  deducting  all  openings  was  659  cubic 
yards. 

Sandstone  (purchased) 1 .00  cu.  yd.  at  $2. 50. . . . $2. 50 

Louisville  cement 0.64  bbl.       at    1.25 0.80 

Sand 0.32  cu.  yd.  at    1.30 0.42 

Mason 0.37  day       at    3.60 1.33 

Common  labor  unloading  stone, 

mixing  mortar,  etc 0.37  day       at    1.75. . . .  0.63 

Total  cost  per  cubic  yard $5. 68 

698.  The  following  is  the  cost  of  the  limestone  rubble  retaining 
wall  on  the  Chicago  Sanitary  Canal. If     The  limestone  occurred  in 

*  Report  of  the  chief  engineer,  Geo.  S.  Morison. 

t  Data  furnished  by  Edwin  A.  Hill,  chief  engineer. 

t  E.  T.  Chibas,  in  The  Polytechnic,  vol.  vii,  p.  145. 

il  J   W.  Beardsley,  in  Jour.  West.  Soc.  Eng'rs.  vol.  iii,  p.  1318-20. 
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TABLE  51. 

Cost  op  Arch  Masonry  on  Indianapolis,  Decatur  and  Spring- 
field Railroad. 


Items  or  Expknsk. 


Materials: 

Stone — 613  cu.  yd.  of  sandstone  @  $1 .  60 

Cement— 130  bbl.  German  portland  @  $3 .  17  =  $412 .  50 
40    "     English  "        @    3.25=   130.00 

30    "     Louisville  natural  @      .96=     28.75 


CoflT. 


Total. 


Sand — 7  car-loads  @  $5.50 
Total  for  materials 


CtUting: 

Cutters  and  helpers   

Templates,  bevels,  strai^t-edges,  etc. 

Repairs  of  cutters'  tools   

Water-boy 


Total  for  cutting 


Laying: 

Masons,  110  days  @  $3.50 

Masons'  helpers 

Mortar  mixer 

Water-boy 

Arch  centers,  building  and  erecting 

Derrick,  stone  chute,  etc 

La3ring  track 


Total  for  laying 


Pointing 


Grand  Total: 

Total  for  labor    . . . 
Total  for  materials 


$919.50 


571.25 
38.50 


$1529.25 


$1370.48 
11.00 
52.39 
11.75 


$1445.62 


$384.87 

453.66 

121.72 

11.75 

37.65 

14.63 

7.70 


$1032.08 


$30.00 


$2  507  60 
1529.25 


Total  cost  of  masonry $4  036.85 


Per 

cu.  yd. 


$1.50 


94 
06 


$2.50 


$2.24 
01 
09 
02 


$2.36 


$0.63 
74 
20 
02 
06 
02 
01 


$1.68 


$0.05 


$4.09 
2.50 


$6.59 


strata,  and  black  powder  was  used. to  shake  up  the  ledges;  and  then 
the  stone  was  barred  and  wedged  out.  The  beds  of  the  stones  re- 
quired no  dressing.  The  courses  were  about  15  inches  thick.  The 
wall  averaged  24  feet  high,  12  feet  wide  at  the  base  and  4  feet  wide 
for  8  feet  down  from  the  top.  The  mortar  including  pointing  was 
1  : 2  natural  cement.  The  mortar  averaged  only  about  13^  percent 
of  the  mass,  which  shows  that  the  beds  and  end  joints  were  very 
good.  The  day  was  10  hours.  The  cost  given  below  is  the  average 
for  93,500  cu.  yd.;    but  does  not  include  the  cost  of  stripping  the 
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quarr}',  or  of  preparing  the  bed  of  the  foundation  of  the  wall,  and 
does  not  include  the  expenses  of  general  superintendence,  installa- 
tion and  wrecking  of  machinery,  materials  for  repairs,  pumping, 
interest  on  capital  invested,  delays  caused  by  strikes  and  lack  of 

material,  insurance  of  property  or  persons,  storage,  etc.,  nor  is  any 
allowance  made  for  salvage.  The  total  first  cost  of  the  machinery, 
tools,  etc.,  was  32.3  cents  per  cubic  yard. 

Quarry  Force:  Cost  peh  Cu.  Yd.* 

0.01  General  foreman  at  S4.75  $0,002 

1.00  Foreman at     3.50  0.078 

2.11   Derrickmen at     1 .50  0.075 

8.42  Quarrymen at     1.65  0.312 

1. 10  Enginemen at     2.25  0.052 

0.04  Firemen    at     1.75  0.002 

2.28  Laborers at     1 .50  0.080 

0.:«  Water-boy    at     1 .00  0.007 

0.27  Blacksmiths at     2.50  0.013 

0. 18  Blacksmiths'  helpers at     1 .75  0.007 

0.36  Drill  runners   at     2.00  0.023 

0.07  Drill  helpers at     1.50  0.002 

0 . 04  Watchmen   at     1.50  0.001 

0.29  Teams  and  carts at     3.50  0.028 

1.12Derricks    at     1.25  0.040 

0.36  Drills at     1.25  0.015 

Total  quarry  force   $0. 737 

Wall  Force: 

General  foreman   at  $4.75  $0,002 

1.00  Foreman at    4.25  0.113 

4.20  Masons    at    3.37  0.354 

1.46  Masons'  helpers at     1.50  0.058 

1.81  Mortar  mixers   at     1.50  0.073. 

0.66  Mortar  laborers   at     1.50  0.027 

1 .82  Hod-carriers    at     1.50  0.073 

1.77  Derrickmen    at     1.50  0.071 

1.00  Enginemen at     2.25  0.054 

0.06  Firemen    at     1.75  0.003 

1.62  Laborers at     1.50  0.065 

0.45  Water-boy    at     0.87  0.009 

0.86  Teams  and  carts at     3.00  0.078 

0.07  Blacksmiths at     2.50  0.002 

0.06  Blacksmiths'  helpers at     1 .75  0.001 

0.09  Carpenters at     2.37  0.005 

0.02  Carpenters'  helpers at     1 .75  0.000 

0.04  Machinists   at     3.75  0.003 

1.59  Derricks    at     1.50  0.042 

Total  wall  force $1 .033 

Materials: 

0. 30  hbl.  of  natural  cement at  $0.80  per  bbl.  $0,239 

0. 09  cu.  yd.  sand   at     1 . 35  cu.  yd.  0.126 

Total  materials $0 .  365 

Total  cost  as  above    $2 .  136 

First  cost  of  machinery,  tools,  etc .323 

Grand  Total $2,459 
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699.  U.  S.   Public  Buildings.      Table  52    shows   the    contract 
price  for  the  masonry  of  several  U.  S.  public  buildings.* 

TABLE  52. 
Cost  of  Masonry  in  U.  S.  Public  Buildings. 


Kind  of  Work. 

Place. 

Date. 

Cost 

PBB 

Cu.  B-T. 

Random  rubble,  limestone 

Harrisburg,  Va 

Cincinnati,  0 

Denver,  Col    

Pittsburg,  Pa 

tt          tt 

tt         tt 

Columbus,  0 

Memphis,  Tenn.  . . 

Pittsburg,  Pa 

tt          it 

tt          tt 

Fort  Wayne,  Ind. 

tt          It        tt 

Memphis,  Tenn. 

Dallas,  Tex 

Denver,  Col 

Council  Blufifs,  la. 

it            It      It 

(t            tt      t» 

tt            tt      tt 

Rochester,  N.  Y.  . 
Louisville,  Ky.  . . . 

Dallas,  Tex 

Hannibal,  Mo.    . . . 
Des  Moines,  la.    . . 
Pittsburg,  Pa 

1885 
1884 
1883 
1886 
1885 
1885 
1884 
1886 
1886 
1886 
1886 

1885 
1885 
1886 
1886 
1885 
1885 
1885 
1885 
1885 
1885 

1884 
1885 
1885 
1885 
1887 
1886 

$0.20 

ti            tt             It 

.20 

tt .          tt             tt  ' 

.20 

"            "        sandstone 

.35 

Sauared-stone  masonry,  limestone 

.60 

Coursed  masonry,  limestone 

.70 

Squared-stone  masonry,  limestone    

"             **          firanite 

.68 
..30 

Rock-face  ashlar       "          

1  38 

**       "        "        and  cut^stone  granite,  avg. 

Cut  granite,  basement  and  area  walls 

Rock-face  ashlar,  and  cut  and  moulded  trim- 
mings. Stony  Point,  Mich. ,  sandstone.     . 

Trimmings,  Bedford  limestone,  bid 

Rock-face  ashlar,  granite,  retaining  wall    . . . 
Dressed  copmg,         "                "          "    .... 
White  sandstone. — furnished  only 

1.60 
2.00 

1.52 
1.65 
1.00 
2.50 
.35 

Armijo        "                  "             "      

.73 

Cut  and  moulded  sandstone  of  superstructure. 

"       "          "              "         average  bid  .... 

"      "          "       limestone,  lowest  bid 

"       "  •       "              "         average  bid  .... 

Rock-face  ashlar,  cut  and  moulded  trimmings 

Middlesex  brownstone 

1.91 
2.12 
1.87 
2.33 

2.41 

Cut  and  moulded,  Bedford  limestone 

"      "          '*        sandstone 

2.00 
2.46 

"       "          "        limestone    

1.83 

"      "          "        sandstone 

2.27 

"       "           "        granite,  superstructure  . . . 

3.00 

600.  Bibliography.  For  detailed  statements  of  the  cost  of  stone 
masonry,  see  pages  188-247  of  Handbook  of  Cost  Data,  by 
H.  P.  Gillette;  M.  C.  Clark  Publishing  Co.,  Chicago,  1905.  For 
more  recent  examples  consult  any  of  the  several  Indexes  of  Current 
Engineering  Literature. 
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*  American  Architect,  vol.  xxii,  p.  6,  7. 


CHAPTER  XII 
BRICK  MASONRY 

601.  Brick  masonry  is  employed  chiefly  for  buildings,  and  in 
this  country  bricks  are  more  extensively  used  for  this  purpose  than 
any  other  material  except  wood,  but  it  is  not  unlikely  that  in  the 
future  the  use  of  brick  will  greatly  increase  here  owing  to  the  rapid 
consumption  of  our  forests. 

Good  bricks  (§  72-82)  have  the  following  qualities  to  recommend 
them  as  a  building  material.  1.  Bricks  are  practically  indestructible, 
since  they  are  not  acted  upon  by  fire,  the  weather,  or  the  acids  in  the 
atmosphere.  2.  Bricks  may  be  had  in  most  localities  of  almost  any 
shape,  size,  or  color.  3.  Bricks  are  comparatively  easy  to  put  into 
place  in  the  wall.  4.  In  most  localities  brick  masonry  is  cheaper 
than  stone  masonry — even  rubble, — and  under  some  conditions  is  a 
competitor  with  concrete. 

The  disadvantages  of  brick  as  a  building  material  are:  1.  Owing 
to  the  smallness  of  the  unit,  bricks  are  comparatively  expensive  to 
lay,  and  require  considerable  skill  to  secure  a  strong  and  good- 
appearing  wall.  2.  Ordinarily  brick  masonry  is  not  durable,  since 
a  considerable  part  of  the  face  of  the  wall  is  mortar,  which  is  not  as 
durable  as  the  brick.  The  recent  decreased  cost  of  portland  cement 
makes  this  objection  less  important  at  present  than  formerly,  but 
does  not  entirely  remove  it,  owing  to  the  difficulty  of  handling  cement 
mortar  with  the  ordinary  mason's  trowel  (§  262). 

Bricks  are  likely  to  continue  to  be  an  important  material  for  the 
construction  of  buildings,  sewers,  tunnel  finings,  reservoir  walls,  etc. 

In  the  past  bricks  have  been  regarded  only  as  a  cheap  building 
material,  and  comparatively  little  consideration  has  been  given  to 
the  artistic  possibilities  of  brick  masonry;  but  recently  attention 
has  been  given  to  the  architectural  effect  of  different  sizes  and  colors 
of  the  brick,  varieties  of  bond,  color  of  the  mortar,  thickness  of  the 
joints,  etc.  However,  only  the  factors  which  affect  the  utiUtarian 
value  of  brick  masonry  \vill  be  considered  here. 

602.  The  Mortar.  The  functions  of  the  mortar  are:  (1)  to 
form  a  cushion  to  take  up  any  inequalities  in  the  brick  and  thus 
distribute  the  pressure  evenly;  (2)  to  bind  the  whole  wall  into  one 
solid  mass;   and  (3)  to  fill  the  interstices  between  the  brick  to  keep 
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out  water  and  to  prevent  changes  of  temperature.  To  satisfy  the 
first  condition  the  mortar  should  be  soft  and  somewhat  plastic,  and 
the  mortar  bed  should  be  thick  enough  to  prevent  the  bricks  from 
touching  each  other  at  any  point.  To  satisfy  the  second  condition  the 
mortar  should  possess  the  properties  of  hardening  after  a  time  and 
of  adhering  to  the  brick.  To  satisfy -the  third  condition  the  mortar 
itself  should  be  dense  and  impervious,  and  enough  of  it  should*  be 
used  to  entirely  fill  all  the  joints  and  spaces  between  the  bricks. 
Brick  buildings  are  nearly  always  built  with  lime  mortar,  although 
occasionally  natural  cement  is  added  to  the  lime;  but  cement  mortar, 
made  either  of  natural  or  of  portland  cement,  is  usually  employed 
in  the  brick-work  of  sewers,  linings  of  tunnels,  arches^  bridge  piers, 
reservoir  walls,  etc. 

If  the  forces  acting  upon  a  wall  were .  only  direct  compression, 
the  strength  of  the  mortar  would  in  most  cases  be  of  comparatively 
little  importance,  for  the  crushing  strength  of  average  quality  mortar 
is  higher  than  the  dead  load  w^hich  under  ordinary  circumstances 
is  put  upon  a  wall;  but,  as  a  matter  of  fact,  in  buildings  th^  load  is 
rarely  only  that  of  a  direct  crushing  weight.  Thus  the  roof  ji<^^s 
to  throw  the  walls  out,  the  rafters  being  generally  so  arranged  ?LSt  to 
produce  a  considerable  outward  thrust  against  the  wall.  The  ,^c1^ftn 
of  the  wind  also  produces  a  side  strain  which  is  practically  of  .more 
importance  than  either  of  the  others.  In  many  cases  the  contents 
of  a  building  exert  an  outward  thrust  upon  the  walls;  for  example, 
barrels  piled  against  the  sides  of  a  warehouse  produce  an  outward 
pressure  against  the  walls. 

603.  Thickness  of  Joints.  To  prevent  dislodgement  of  the  mortar 
by  the  action  of  frost  and  the  weather,  the  thinner  the  joints  the 
better;  but  to  secure  rapid  work  and  to  insure  a  proper  bedding  of 
the  brick,  the  joints  should  be  at  least  J  to  f  of  an  inch  thick.^  It  the 
joints  are  thin,  the  tendency  of  the  mason  is  to  spread  a  little  mor- 
tar for  the  bed  joint  at  the  back  of  the  brick,  and  then  before  lay- 
ing the  brick  to  apply  a  small  quantity  of  mortar  to  the  front  edges 
of  the  brick,  in  which  case  it  will  not  be  well  supported  and  is 
likely  to  crack. 

Common  bricks  in  exterior  walls  of  buildings  are  laid  with  joints 
varying  from  ^  to  f  of  an  inch,  and  for  interior  walls  from  f  to  i  inch; 
and  pressed  brick  with  joints  from  i  to  ^  of  an  inch.  In  engineering 
structures  the  thickness  of  the  joints  depends  upon  the  quality  of 
the  bricks  and  upon  the  grade  of  work  desired;  and  usually  the  joints 
are  thicker  than  in  buildings,  partly  because  the  bricks  are  harder 
and  therefore  rougher,  and  partly  because  cement  mortar  is  em- 
ployed, which  is  not  as  plastic  and  can  not  easily  be  laid  in  as  thin 
joints  as  liine  mortar. 


308 


Brick  Masonry. 


[Chap.  XII. 


6M.  BOHD.  Bond  is  the  arrangement  of  thQ  bricks  in  successive 
courses  to  tie  the  wall  together  both  longitudinally  and  transversely. 
The  primary  purpose  of  bond  is  to  give  strength  to  the  masonry,  but 
architects  employ  various  longitudinal  bonds  to  improve  the  appear- 
ance of  the  wall.  Although  numerous  bonds  are  employed  for  artistic 
effect,  in  the  construction  of  ordinary  brick  masonry  only  three  bonds 
are  used,  the  common,  the  English,  and  the  Flemish,  the  first  being 
much  the  more  common. 

As  in  ashlar  masonry,  so  in  brick-work,  a  header  is  a  brick  whose 
length  lies  perpendicular  to  the  face  of  the  wall;  and  a  stretcher  is 
one  whose  length  lies  parallel  with  the  face.  Brick  should  be  made 
of  such  a  size  that  two  headers  and  a  mortar-joint  will  occupy  the 
same  length  as  a  stretcher. 

606.  Oommon  Bond.  The  usual  bond  in  ordinary  brick-work 
consists  of  four  to  seven  courses  of  stretchers  to  one  of  headers. 
In  ordinary  practice  the  custom  is  to  lay  four  to  six  courses  of 
stretchers  to  one  of  headers.  The  proportionate  numbers  of  the 
courses  of  headers  and  stretchers  should  depend  on  the  relative 
importance  of  transverse  and  longitudinal  strength.  The  proportion 
of  one  course  of  headers  to  two  of  stretchers  is  that  which  gives 
equal  tenacity  to  the  wall  lengthwise  and  crosswise. 

606.  If  the  wall  is  more  than  one  brick  thick,  it  should  be  bonded 
transversely  as  well  as  longitudinally.  The  exact  arrangement  of 
the  transverse  bond  varies  with  the  thickness  of  the  wall,  but  is 
easily  worked  out  if  a  Uttle  attention  is  given  to  it.  The  face  bond 
is  likely  to  receive  more  attention  than  the  transverse  bond,  and 
it  can,  be  readily  inspected  after  the  completion  of  the  wall;  but  the 
transverse  bond  can  not  be  examined  after  a  course  is  laid  on  top 

of  it,  and  therefore  it  should  be 
carefully  looked  after  as  the  work 
progresses. 

607.  English  Bond.  English  bond 
consists  of  alternate  courses  of 
stretchers  and  headers — see  Kg.  75. 
In  building  brick-work  in  English 
bond,  it  is  to  be  borne  in  mind  that 
there  are  twice  as  many  vertical  or 
side  joints  in  a  course  of  headers  as  there  are  in  a  course  of 
stretchers;  and  that  unless  in  laying  the  headers  great  care  be 
taken  to  make  these  joints  very  thin,  two  headers  will  occupy  a 
little  more  space  than  one  stretcher,  and  the  correct  breaking  of  the 
joints — exactly  a  quarter  of  a  brick — will  be  lost.  This  is  often  the 
case  in  carelessly  built  brick- work,  in  which  at  intervals  vertical  joints 
are  seen  nearly  or  exactly  above  each  other  in  successive  courses. 
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Fig.  76. — Flemish  Bond. 


608.  Flemish  Bond.  This  consists  of  a  header  and  a  stretcher  alter- 
nately in  each  course,  so  placed  that  the  outer  end  of  each  header 
lies  on  the  middle  of  a  stretcher  in  the  course  below  (Fig.  76).  The 
number  of  vertical  joints  in  each  course  is  the  same,  so  that  there 
is  no  risk  of  the  correct  breaking  of  the  joints  by  a  quarter  of  a  brick 
being  lost;  and  the  wall  presents  a 
neater  appearance  than  one  built  in 
English  bond.  The  latter,  however, 
when  correctly  built,  is  stronger  and 
more  stable  than  Flemish  bond. 

609.  Brick  Veneer.  Not  infre- 
quently a  brick  wall  is  seen  which 
appears  to  consist  entirely  of  stretch- 
ers, but  which  in  fact  is  only  a 
veneer  of  pressed  brick  on  the  front  of  a  wall  of  common  brick. 
There  are  several  methods  in  use  for  bonding  the  stretcher  veneer 
to  the  body  of  the  wall.  1.  Pieces  of  hoop  iron  are  laid  flat  in  the 
bed  joints,  about  two  inches  at  the  rear  end  being  turned  at  right 
angles  to  the  length  of  the  strip  and  inserted  into  a  vertical  joint.  2. 
Strips  of  galvanized  iron,  corrugated  so  as  to  afford  a  good  hold  of 
the  mortar,  are  laid  in  the  bed  joint.  3.  A  wire  bent  in  the  form 
of  a  letter  S  is  laid  in  the  horizontal  joint.  4.  A  triangular  piece 
is  broken  off  from  each  inner  comer  of  all  the  stretchers  in  one  course, 
and  common  brick  are  laid  diagonally  across  the  wall  with  one 
comer  in  the  vacant  space  between  two  adjoining  bricks  of  the 
veneer. 

The  reasons  for  using  a  veneer  consisting  wholly  of  stretchers  are: 

1.  The  thickness  of  common  and  pressed  brick  is  not  the  same,  and 
hence  there  is  alleged  difficulty  in  bringing  the  face  and  the  backing 
to  the  same  height.  However,  with  a  little  care  it  is  possible  to 
bring  the  face  and  the  back  to  the  same  level,  and  thus  permit  a 
course  of  headers.  This  can  usually  be  accomplished  by  varying 
the  thickness  of  the  joints  of  the  backing,  or  by  laying  one  more  or 
one  less  number  of  courses  of  common  brick  than  of  face  brick. 

2.  The  face  brick  are  the  more  expensive,  and  hence  the  desire  is  to 
use  as  few  of  them  as  possible.  3.  It  is  sometimes  claimed  that  an 
all-stretcher  veneer  looks  better;  but  this  claim  is  not  in  accordance 
with  the  principles  of  good  architectural  design. 

The  building  regulations  of  some  cities  do  not  allow  the  counting 
of  a  stretcher  veneer  as  supporting  any  of  the  load;  and  it  should 
not  be  so  counted  unless  it  is  well  bonded  to  the  backing. 

610.  Laying  thi  Bbiok.  Since  most  bricks  have  a  great  avidity 
for  water,  it  is  best  to  dampen  them  before  laying.  If  the  mortar  is 
stiff  and  the  bricks  are  dry,  the  latter  absorb  the  water  so  rapidly  that 
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the  mortar  does  not  set  properly,  and  will  crumble  in  the  fingers 
when  dry.  Neglect  in  this  particular  is  the  cause  of  most  of  the 
failures  of  brick- work.  Since  an  excess  of  water  in  the  brick  can  do 
no  harm,  it  is  l)est  to  thoroughly  drench  them  with  water  before 
laying.  Lime  mortar  is  sometimes  made  very  thin,  so  that  the 
brick  will  not  absorb  all  the  water.  This  process  interferes  with  the 
adhesion  of  the  mortar  to  the  brick.  Watery  mortar  also  contracts 
excessively  in  drying  (if  it  ever  does  dry),  which  causes  undue  settle- 
ment and,  possibly,  cracks  or  distortion.  Wetting  the  brick  before 
laying  will  also  remove  the  dust  from  the  surface,  which  otherwise 
would  prevent  perfect  adhesion. 

When  the  very  strongest  w^ork  is  desired,  as  in  brick  sewers,  it 
is  customary  to  require  that  the  brick  shall  be  immersed  in  water  for 
3  to  5  minutes  before  being  laid.  Wetting  in  the  pile  is  not  as  effec- 
tive as  immersion,  since  in  the  pile  the  water  is  not  lil^ely  to  reach 
all  of  the  surfaces  of  all  of  the  bricks.  Masons  very  much  dislike  to 
lay  wet  brick,  since  the  w^ater  softens  the  skin  on  their  fingers  and 
causes  it  to  wear  away  rapidly.  The  softer  the  bricks  the  more 
necessary  that  they  should  be  thoroughly  wet  when  laid.  In  freezing 
weather,  care  should  be  taken  that  the  water  does  not  form  a  film 
of  ice  on  the  brick. 

611.  The  bricks  should  not  be  merely  laidy  but  every  one  should  be 
pressed  down  in  such  a  manner  as  to  force  the  mortar  into  the  pores 
of  the  brick  and  produce  the  maximum  adhesion.  This  is  more 
important  and  also  more  difficult  to  accomplish  with  cement  than 
with  lime  mortar.  The  increased  value  of  the  cement  mortar  can 
be  attained  only  by  bringing  the  brick  and  the  mortar  into  close 
contact;  and  this  is  more  difficult  to  do,  since  cement  mortar  is  not 
as  plastic  as  that  made  with  lime.  The  mason  is  apt  either  (1)  to 
butter  the  edges  of  the  brick,  and  thus  secure  a  joint  that  looks  well 
after  the  brick  is  laid;  or  (2)  to  place  insufficient  mortar  to  make  a 
full  bed  joint  of  the  required  thickness,  run  the  point  of  his  trowel 
through  the  middle  of  the  mass  making  an  open  channel  with  a 
sharp  ridge  of  mortar  on  each  side,  and  then  lay  the  brick  upon  the 
top  of  these  two  ridges,  thus  leaving  the  center  of  the  brick  unsup- 
ported. The  first  method  is  the  one  employed  with  thin  joints,  which 
is  a  reason  why  they  should  not  be  required;  the  second  method  is 
popular  because  it  requires  less  exertion  and  is  more  rapid  than 
full}^  bedding  the  brick. 

If  strength  or  imperviousness  is  a  matter  of  any  moment,  care 
should  be  taken  to  see  that  the  vertical  joints  are  filled  solidly  full 
of  mortar.  This  is  called  slushing  the  joints.  Unless  slushing  is 
insisted  upon,  masons  are  apt  to  butter  the  end  joints,  lightly  bed 
the  brick,  throw  a  little  mortar  into  the  top  of  the  vertical  joints,  and 
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scrape  off  the  excess  above  the  top  of  the  brick,  thus  leaving  the 
major  portion  of  the  vertical  joints  open;  and  aoraetimes  little  or  no 
attempt  is  made  to  fill  the  vertical  joint  between  adjacent  tiers  of 
stretchers,  thus  leaving  also  long  and  high  unfilled  vertical  spaces. 

For  the  best  work  it  is  specified  that  the  brick  shall  be  laid  with  a 
"shove  joint";  that  is,  that  the  brick  shall  first  be  laid  so  as  to  pro- 
ject over  the  one  below,  both  at  the  end  and  the  side,  and  be  pressed 
into  the  mortar,  and  then  be  shoved  into  its  final  position.  Masons 
are  very  reluctant  ,to  lay  brick  with  a  shove  joint,  partly  because  it 
is  hard  work  and  partly  because  many  of  them  have  not  acquired  the 
art.  If  brick  are  not  laid  with  a  shove  joint,  it  is  highly  improbable 
that  the  lower  part  of  the  vertical  joints  will  be  filled  with  mortar, 
and  consequently  the  wall  will  not  be  as  strong  or  as  impervious  to 
water,  air  and  heat  as  it  would  otherwise  he 

612.  The  brick  should  be  laid  in  a  truly  horizontal  position. 
Masons  are  apt  to  lay  bnck  with  the  back  edge  higher  than  the 
front,  so  as  to  tip  the  top  edge  of  the  front  face  out  a  little  and  thus 
give  a  projecting  edge  upon  which  to  rest  the  trowel  while  fimshing 
the  joint  (see  I  613).  If  the  Imck  are  laid  in  this  way,  the  wall  has 
a  rough  irregular  appearanie  This  defect  is  more  common  with 
pressed  than  with  common  brick,  since  with  the  latter  it  is  not 
customary  to  attempt  to  finish  the  joint  except  to  knock  off  any 
projecting  mortar. 

The  top  edge  of  the  face  should  be  laid  to  a  stretched  atnng 
The  joints  should  be  kept  of  uniform  thickness  throughout  The 
horizontal  joints  should  be  truly  honzontal  Care  should  be  taken 
to  preserve  the  bond. 

613.  Pointiiig.  In  laying  inside  walls  that  are  to  be  plastered, 
the  mortar  that  is  forced  out  when  the  bnck  is  pressed  into  position 
is  merely  cut  off  with 
the  trowel;  but  for  out^ 
side  walls  and  also  '  for 
inside  walls  that  are  to 
be  left  exposed,  the 
joints  should  be  more 
carefully  finished.  In 
lajing  common  brick  the 
mortar  in  the  vertical 
joints  is  simply  pressed  back  with  the  6at  face  of  the  trowel;  but 
there  are  three  methods  of  pointing  or  finishing  the  bed  joints,  viz.: 
(1)  flush  joints,  (2)  struck  joints,  and  (3)  weather  joints. 

Flush  pointing  consists  in  pressing  the  mortar  flat  with  the 
trowel,  thus  making  the  edge  of  the  joint  flush  with  the  face  of  the 
wall — see  Fig.  77. 
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The  struck  joint  is  formed  by  resting  the  lower  edge  of  the  blade 
of  the  trowel  upon  the  edge  of  the  brick  below  the  joint  and  drawing 
the  trowel  along  the  joint,  which  smoothes  the  face  of  the  joint  and 
slightly  consolidates  the  mortar,  and  leaves  the  joint  as  shown  in  the 
center  of  Fig.  77. 

The  weather  joint  is  formed,  as  shown  in  right-hand  side  of  Fig. 
77,  by  pressing  the  mortar  back  with  the  upper  edge  of  the  trowel. 
This  form  of  finish  is  much  more  durable  than  the  struck  joint,  since 
water  will  not  lodge  in  the  joint  and  soak  into  the  mortar,  and  on 
freezing  dislodge  the  mortar;  but  this  form  of  joint  is  much  more 
diflficult  to  make,  since  the  mason  stands  above  and  back  of  the 
brick  he  is  laying.  If  the  weather  joint  is  desired,  it  must  be  dis- 
tinctly specified  and  the  inspector  must  be  watchful  to  see  that  it 
is  secured. 

Brick  masonry  is  usually  laid  with  lime  mortar  or  with  lime- 
cement  mortar,  the  lime  giving  cohesive  strength  to  the  mortar  so 
that  enough  mortar  stays  in  the  joint  to  permit  of  its  being  success- 
fully struck;  but  when  cement  mortar  or  mortar  containing  but 
Uttle  lime  is  used,  the  mortar  is  so  lacking  in  cohesion  that  enough 
does  not  remain  in  the  joint  to  permit  of  striking  it,  and  hence  with 
cement  mortar  it  is  necessary  to  formally  point  the  masonry.  For 
description  of  methods  of  pointing  applicable  to  brick  masonry,  see 
§565. 

614.  Pressed  brick  are  usually  laid  with  a  mortar  made  of  one 
volume  of  stiff  lime  paste  (called  lime  putty)  and  one  volume  of 
fine  sand;  and  when  this  mortar  is  used,  the  brick  is  buttered,  i.e., 
a  little  mortar  is  spread  upon  only  the  edges  of  the  brick  before  it  is 
laid.  If  the  above  mortar  were  spread  over  the  entire  surface  of  the 
brick,  the  joint  could  not  be  made  as  thin  as  is  usually  specified;  but 
some  of  the  better  architects  specify  thicker  joints  for  pressed  work  so 
that  the  bricks  can  be  laid  otherwise  than  by  being  buttered.  If  the 
mortar  is  to  be  spread  in  the  usual  way,  it  should  consist  of  1  volume 
of  lime  paste  to  about  2  volumes  of  rather  fine  sand.  Some 
architects  specify  1  volume  lime  paste,  1  volume  natural  cement,  and 
2  volumes  of  fine  sand.  Some  contractors  prefer  to  substitute  at 
their  own  expense  a  rich  natural-cement  mortar  and  lay  thicker 
joints  rather  than  lay  thin  buttered  joints,  since  the  brick  mason 
can  lay  more  brick  with  the  former  than  with  the  latter. 

The  joints  of  pressed-brick  work  are  finished  by  grooving  or 
beading  (see  Fig.  74,  page  287) ,  the  former  being  the  more  common. 
The  grooved  joint  is  preferred  to  the  flush  joint,  because  of  the 
variation  in  light  and  shade  that  the  former  gives  to  the  face  of  a 
wall. 

616.  Coping.     A  brick  wall  whose  top  surface  is  to  be  exposed  to 
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the  weather  should  be  finished  with  some  protective  covering  to  pre- 
vent water  from  penetrating  to  the  interior  of  the  wall.  This  covering 
may  consist  of  a  layer  of  lime  or  cement  mortar,  or  a  coping  of  stone 
or  vitrified  clay.  The  latter  is  made  with  a  crowned  upper  surface, 
over-lapping  joints,  and  a  lip  to  project  downward  past  the  face  of 
the  wall. 

616.  IMPBOVEMENTS  IN  Brioklayino.  The  methods  of  bricklay- 
ing in  common  use  at  present  are  substantially  the  same  as  those  em- 
ployed from  time  immemorial,  with  the  exception  of  the  compara- 
tively recent  modification  of  the  so-called  English  bond  by  using  one 
course  of  headers  to  each  five  or  six  courses  of  stretchers  instead  of 
alternate  courses  of  headers  and  stretchers;  but  very  recently  three 
innovations  have  been  proposed  which  seem  to  be  important  improve- 
ments in  the  methods  of  laying  brick.  These  innovations  are: 
1.  The  packet  system  of  handling  the  brick  from  the  car  or  wagon 
to  the  wall.  2.  A  special  scaffold  for  holding  the  packets  of  brick 
within  easy  reach  of  the  mason.  3.  A  fountain  trowel  which  facili- 
tates the  spreading  of  the  mortar. 

1.  The  packet  is  a  small  wooden  frame  or  tray  upon  which  two 
rows  of  ten  bricks  each  are  placed  on  edge  in  such  a  position  that 
the  mason  can  put  his  fingers  under  the  brick  while  it  is  upon  the 
packet.  The  bricks  are  placed  upon  the  packets  at  the  car  or  the 
wagon,  and  are  transported  on  the  packets  to  the  scaffold.  An 
important  feature  of  the  packet  system  is  the  sorting  of  the  bricks 
as  they  are  placed  upon  the  packets,  brick  suitable  for  the  face  of  the 
wall  being  placed  upon  one  packet,  chipped  bricks  and  bats  upon 
another  packet,  etc. 

2.  The  special  scaffold  is  virtually  a  shelf  or  bench  about  2^  feet 
above  the  platform  upon  which  the  mason  stands,  upon  which 
packets  of  brick  are  placed.  The  mason  lifts  a  packet  of  brick  from 
the  shelf  and  places  it  within  easy  reach  upon  the  wall.  The  scaffold 
and  the  packet  do  away  with  the  necessity  of  the  mason's  stooping 
over  and  picking  up  each  brick  from  the  floor  upon  which  he  stands, 
and  also  further  economizes  the  mason's  time  in  that  he  does  not 
have  to  spend  any  time  in  selecting  the  kind  of  brick  he  wants. 

3.  The  fountain  trowel  is  a  metal  can  shaped  something  hke 
an  oxford  shoe.  The  heel  is  used  to  scoop  up  the  mortar  from  the 
box,  and  the  toe  has  a  narrow  opening  about  4  inches  long  through 
which  the  mortar  is  poured  upon  the  brick.  The  fountain  trowel 
makes  it  possible  to  spread  a  much  greater  quantity  of  mortar  in  a 
given  time,  and  also  permits  the  use  of  a  softer  mortar,  which  fills 
the  joints  better — not  only  by  running  down  into  the  unfilled  joints 
of  the  course  below,  but  also  by  permitting  the  laying  of  the  brick 
with  a  shove  which  fills  the  joints  of  the  course  being  laid. 


314  Brick  Masonry.  [Chap.  XII. 

It  is  claimed  that  by  the  use  of  these  three  improvements  an 
ordinary  brick  mason  can  lay  two  or  three  times  as  many  bricks  as 
with  the  usual  appliances. 

617.  Orushino  Strength  of  Briok  Masonry.  A  considerable 
number  of  experiments  have  been  made  on  the  crushing  strength  of 
brick-masonry  piers;  and  the  results  are  of  interest  not  only  as 
showing  the  strength  of  brick  masonry,  but  also  as  revealing  certain 
laws  which  are  more  or  less  applicable  to  stone  masonry.  The  last 
is  particularly  valuable  since  no  experiments  have  ever  been  made 
upon  the  strength  of  stone  masonry. 

618.  Method  of  Failure.  The  first  sign  of  distress  of  a  brick  pier 
is  a  snapping  or  popping  sound.  With  strong  cement  mortar  these 
sounds  do  not  usually  occur  until  after  half  the  ultimate  load  has 
been  applied;  but  with  lime  and  weak  cement  mortar  the  snapping 
sounds  occur  a  little  before  half  of  the  ultimate  load  is  reached.  If 
the  piers  are  less  than  a  day  or  two  old,  the  snapping  sounds  occur 
much  earlier  than  stated  above. 

The  first  sign  of  approaching  failure  is  the  formation  of  cracks 
in  the  brick  opposite  the  end  joints  in  the  adjacent  courses.  With 
strong  cement  mortars,  these  cracks  do  not  appear  until  shortly  before 
complete  failure;  while  with  weak  mortar,  the  cracks  appear  a  little 
longer  before  entire  collapse  of  the  pier.  As  the  load  increases  these 
cracks  gradually  widen  and  increase  in  length,  and  finally  failure 
occurs  by  the  partial  crushing  of  some  of  the  bricks  and  the  further 
enlargement  of  the  longitudinal  cracks.  The  bricks  break  trans- 
versely because  of  their  irregularities  -of  form  and  because  of  the 
unequal  distribution  of  the  mortar  in  the  joints — doubtless  chiefly 
the  first. 

619.  It  is  interesting  to  note  that  when  a  small  pier  rests  upon  a 
larger  one,  or  a  thin  wall  upon  a  wider  one,  that  it  is  the  larger  or 
wider  one  that  fails,  even  though  the  pressure  per  square  inch  upon 
it  may  not  be  more  than  one  third  or  one  fourth  of  that  upon  the 
smaller  section.  Apparently  the  failure  is  due  to  the  compression 
of  that  portion  of  the  bottom  section  directly  under  the  top  section, 
thereby  causing  the  compressed  portion  to  shear  off  from  the  uncom- 
pressed part  of  the  base  section. 

620.  Effect  of  Irregularity  of  Form.  Tests  made  with  the  testing 
machine  at  the  U.  S.  Arsenal  at  Watertown,  Mass.,*  give  significant 
evidence  as  to  the  effect  of  irrep:ularities  of  form  of  the  brick  upon  the 
strength  of  the  masonry.  Hard-burned  common  brick  having  a 
crushing  strength  of  18,337  lb.  per  sq.  in.  when  laid  with  lime  mortar 
gave  masonry  having  a  strength  of  1,814  lb.  per  sq.  in.;  while  face 
brick  having  a  strength  of  only  13,925  lb.  per  sq.  in.  gave  a  strength 

*  Tests  of  Metals,  1884,  p.  69-124. 
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of  1,941  lb.  per  sq.  in.  The  quality  of  the  brick  is  indicated  some- 
what by  the  fact  that  the  face  brick  were  laid  with  J-inch  joints,  and 
the  common  brick  with  i-inch.  The  first  brick  wei-e  practically 
30  per  cent  the  stronger,  while  the  masonry  was  nearly  10  per  cent 
the  weaker.  With  Rosendale  natural-cement  mortar  the  face  brick 
gave  15  per  cent  greater  strength;  and  with  port  land-cement  mortar 
the  face  brick  gave  masonry  34  per  cent  stronger  than  the  stronger 
common  brick.  In*  other  words,  the  weaker  but  more  regular  brick 
gave  the  stronger  masonry. 

621.  Lime  vs.  Cement  Mortar.  Seven  experiments  with  the 
Watertown  testing  machine,*  seem  to  show  that  piers  made  of  both 
common  and  face  brick  laid  in  lime  mortar  and  tested  when  from  2 
to  6  months  old  are  on  the  average  only  37  per  cent  as  strong  as  when 
laid  in  neat  portland  cement;  and  when  laid  in  a  1  : 3  port  land- 
cement  mortar,  they  are  only  74  per  cent  as  strong  as  those  laid  in 
neat  portland  cement.  Bricks  laid  in  a  very  poor  1  :  2  Rosendale 
natural-cement  mortar  are  18  per  cent  stronger  than  when  laid  in  a 
fair  lime  mortar;  and  when  laid  in  a  1  :  2  portland  cement  mortar 
are  66  per  cent  stronger  than  in  lime  mortar.  Another  series  of 
experiments  with  the  same  machine  t  show  that  masonr\^  laid  in 
mortar  composed  of  1  part  natural  cement  and  2  parts  sand  is  56 
per  cent  stronger  than  when  laid  in  mortar  composed  of  1  part  Kme 
and  4  parts  sand. 

622.  Data  on  Crushing  Strength.  Watertown  Tests,  Experiments 
made  with  the  testing  machine  of  the  U.  S.  Arsenal  at  Watertown, 
Mass.,  gave  the  results  in  Table  53,  page  316. 

The  bricks  were  quite  strong,  averaging  from  13,000  to  15,000 
lb.  per  sq.  in.  tested  flatwise  between  steel.  The  piers  w^ere  built  by 
a  common  mason,  with  only  ordinary  care;  and  they  were  from  a 
year  and  a  half  to  two  years  old  when  tested.  Their  strength  varied 
with  their  height;  and  in  a  general  way  the  experiments  show  that 
the  strength  of  a  prism  10  ft.  high,  laid  in  either  lime  or  cement 
mortar,  is  about  two  thirds  that  of  a  1-foot  cul)e.  A  deduction  de- 
rived from  so  few  experiments  (22  in  all)  is  not,  however,  conclusive. 
The  different  lengths  of  the  piers  tested  occurred  in  about  equal 
numbers.  The  piers  began  to  show  cracks  at  one  half  to  two  thirds 
of  their  ultimate  strength.  The  mortar  was  tested  when  fourteen 
months  old. 

Unfortunately  the  mortar  was  ver}*^  poor,  being  but  a  little  stronger 
in  compression  than  such  mortar  should  have  been  in  tension. 
"The  cement  was  purchased  in  the  open  market,  and  was  not  tested.'' 

*  Tests  of  Metalfi,  1893.  1904.  1905. 

t  Report  of  Experiments  on  Building  Materials  for  the  City  of  Philadelphia  with 
the  U.  S.  testing  machine  at  Watertown,  Mass.,  p.  32-33. 
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On  account  of  the  poor  mortar  the  results  are  less  than  those  given 
on  subsequent  pages  for  younger  masonry;  but  the  results  in  Table 
53  are  of  interest  as  showing  the  strength  that  may  be  obtained  in 
actual  practice  unless  the  utmost  care  is  taken. 

TABLE  53. 

Crushing  Strength  op  Brick  Piers.* 
Age  when  tested,  IJ  to  2  years. 


Rn*. 
No. 


1 

2 
3 
4 
5 
6 


Kind  or  Mortab. 


1  lime  paste,  3  sand 

1  Rosendale  natural  cement,  2  sand   

1  Portland  cement,  2  sand 

Neat  Portland 

1  Rosendale  natural  cement,  2  lime  mortar 
1  Portland  cement,  2  lime  mortar   


No. 

of 

Tests 


21 
36 
8 
1 
1 
1 


Crdshino 
Strenoth 

or  THE 

Masonry. 

Lb.  per 
sq.  in. 


1551 
1825 
2540 
2  315 
1646 
1411 


Strenoth  or  the 

Masonry  in  Terms 

or  that  or 


Brick 
Flatwise. 


0.10 
0.13 
0.16 
0.15 
0.12 
0.10 


Cubes  of 
Mortar. 


12.5 
11.3 
4.7 
0.7 
9.0 
7.3 


In  interpreting  tests  of  the  strength  of  brick  masonry,  it  is  con- 
venient to  remember  that  the  best  brick-work  weighs  about  144 
lb.  per  cu.  ft.,  and  that  therefore  each  foot  in  height  of  a  brick  wall 
gives  a  pressure  at  its  base  of  one  pound  per  square  inch.  On  this 
basis  the  masonry  in  the  first  line  of  Table  53  failed  under  a  com- 
pression equivalent  to  that  of  a  prismatic  wall  1,551  feet  high — more 
than  a  quarter  of  a  mile. 

623.  Later  tests  with  the  Watertown  machine  gave  results  as  in 
Table  54.  The  tests  of  the  bricks  used  in  these  experiments  are 
reported  in  Table  8,  page  42. 

Notice  in  Table  54  that  in  several  cases  the  strength  at  one  month 
is  greater  than  that  at  six  months.  The  only  explanation  is  that 
the  anomaly  is  due  to  undetected  variations  in  making  and  testing 
the  piers.  A  considerable  variation  in  the  results  is  one  of  the 
characteristics  of  tests  on  brick  and  brick  masonry. 

The  highest  strength  of  brick  masonry  tested  at  Watertown 
preceding  June  30,  1907,  was  5,608  lb.  per  sq.  in.,  for  a  pier  12  inches 
square  consisting  of  hard-bumed  common  brick  laid  in  neat  portland 

«  Teste  of  Metals,  1883,  1884,  1886,  1891,  1893. 
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mortar,  tested  when  seven  days  old.    A  number  of  piers  have  stood 
more  than  4,000  lb.  per  sq.  in. 


TABLE  54. 

Crushino  Strength  of  Brick  Piers.* 

Age  when  tested,  6  months  except  as  noted. 


No.  of  the 
Brick  in 

Pounds  per  Squarb  Inch. 

Per  Cent  op  the  MBA^ 
Strength  op  the 

r  Crushino 
Brick. 

Table  8. 
page  42. 

Neat 
Portland. 

1   Portland 
8  Sand. 

1  Lime  Paste 
3  Sand. 

Neat 

Portland. 

1  Portland 
8  Sand. 

1  Lime  Paste 
3  Sand. 

Face  Brick. 

1 

4  021 

2  410* 

1420 

31 

19 

•       11 

2 

2  880* 

2400 

1517 

26 

21 

13 

3 

1925 

1670 

1260 

28 

25 

19 

CoififON  Brici 

c. 

4 

4  700* 

1  800* 

994 

42 

16 

9 

5 

1969 

1800 

733 

44 

40 

• 

16 

6 

1400 

1411 

718 

24 

24 

12 

7 

1610* 

1519 

732 

23 

23 

11 

8 

1061 

1224 

4«6* 

20 

23 

t 

1 

9 

Mean 

2  063 

1671 

1065 

*  Strength  at  one  month. 

624.  Cornell  Tests.  Six  experiments  made  at  Cornell  University  f 
on  piers  13  inches  square  (one  and  a  half  brick),  laid  in  1  :  2  portland- 
cement  mortar,  gave  an  average  crushing  strength  of  821  lb.  per 
sq.  in.  for  brick  having  a  crushing  strength  of  3,270  lb.  per  sq.  in. 
when  tested  flatwise  with  plastered  surfaces,  the  average  strength  of 
the  masonry  being  0.25  of  that  of  the  brick.  The  same  series  of 
experiments  gave  894  lb.  per  sq.  in.  for  brick  having  a  crushing 
strength  of  3,750  lb.  per  sq.  in.,  the  average  strength  of  masonry 
being  0.23  of  the  strength  of  the  brick.  The  piers  varied  from 
eleven  to  thirty-four  courses  high,  but  the  difference  in  height  seemed 
to  make  no  appreciable  difference  in  the  strength.  The  thickness 
of  the  mortar  joints  ranged  from  0.22  to  0.28  inch. 

*  Tests  of  Metals,  etc-,  1904.  p.  449- 

t  Trans.  Assoc,  of  CivU  EogiDeers  of  Cornell  University,  voL  vi,  p.  157. 
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626.  Toronto  Tests.  Nine  tests  made  in  Toronto, .Canada,*  on 
piers  composed  of  common  brick  having  a  crushing  strength  flatwise 
from  1,222  to  5,372  lb.  per  sq.  in.,  laid  in  lime  moi'tar,  gave  an  average 
crushing  strength  of  339  lb.  per  sq.  in.  when  2^  months  old.  The 
average  strength  of  the  masonry  was  0.16  of  the  strength  of  the 
brick. 

626.  University  of  Illinois  Tests.  Table  55  shows  the  results 
of  the  tests  of  fourteen  brick  piers  made  at  the  University 
of  Illinois. t  The  piers  were  12 J  inches  square,  and  practically 
10  feet  high.  With  the  vitrified  shale  brick  the  thickness  of  the 
joints  varied  from  0.30  to  0.40  inch,  and  with  the  under-burned 
surface-clay  brick  from  0.44  to  0.46  inch.  All  of  the  piers  were 
forty-three  courses  high,  except  two  which  were  forty  and  three 
which  were  forty-two.  The  age  when  tested  varied  from  62  to  69 
days. 

TABLE  55. 

Tests  of  Brick  Columns  made  at  University  of  Illinois. 

Age  when  tested,  06  days. 


Ref. 
No. 


CHARACTERIgTIC   OF 

Columns. 


No. 

OF 

Tests. 


Crushing 
Strength 

lb.  per 
sq.  in. 


Crushing  Strength  of  the 

CoLUBCi^l  IN  TeRICS  OF 

THE  Crushing  Strength  of 


The 

Brick 

Flatwise. 


6-inch 

Cubes 

of  the 

Mortar. 


Column 
No.  1. 


1 
2 

3 
4 
5 


Vitrified  Shale  Building  Brick 

Weil -laid,     1:3     portland 

cement 

Poorly -laid,    1:3   portland 

cement 

Well -laid,  1:5  portland 
cement 

Well-laid,  1  :  3  natural  ce- 
ment   

Well-laid  1  :2  lime  mortar. 

Under-burned  Surf.\ce-clay  Building  Brick. 


3 

3  367* 

0.31 

1.17t 

2 

2  920 

0.27 

i.ost 

2 

2  225 

0.21 

1.30 

1 
2 

1750 
1450 

0.16 
0.14 

6.75 

•  •  •   • 

6    I  Well-laid,  1 : 3 portland  cement 


1  000 


0.27 


0.37t| 


1.00 
0.87 

0.66 

0.52 
0.43 

0.31 


♦Two  (t)in|)ani(>ii  piers  at  6  months  gave  an  average  of  3,050  lb.  peraq.  in. 
t  Ha.«<e<i  on  thirteen  test.«<  of  1  :  3  mortar  69  day.>«  old. 


627.  Coticlusioti.^    frotn    Prccrdiii(f    Tests.     The    preceding    tests 
show  (\)  that  the  strength  of  piers  built  of  the  same  brick  is  closely 

*  I)ij!:o>t  of  Physirul  IVstjs,  vol.  i,  p.  210. 

t  Hulletin  No-  27,  University  of  Illinois  Eiig'g.  Kxpcr.  Station,  p.  26. 
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proportional  to  the  strength  of  the  mortar;  and  (2)  that  the  strength 
of  piers  built  with  the  same  mortar  varies  as  the  crushing  strength  of 
the  brick.  The  only  exceptions  to  these  conclusions  are  abnormal 
cases  where  an  unusually  strong  mortar  is  used  with  a  very  weak 
brick,  or  where  a  very  weak  mortar  is  used  with  a  very  strong  brick. 
Since  brick  masonry  gives  evidence  of  distress  when  the  load  is 
about  half  the  ultimate  strength  (§  618),  the  factor  of  safety  should 
be  based  upon  this  value  rather  than  upon  the  load  producing  com- 
plete collapse.  The  nominal  pressure  that  may  be  safely  allowed 
upon  brick  masonry  depends  upon  (1)  the  quality  of  the  materials 
employed;  (2)  the  degree  of  care  with  which  the  work  is  executed; 
whether  it  is  for  a  temporary  or  permanent,  an  important  or  unim- 
portant structure;  and,  (3)  the  care  with  which  the  nominal  maxi- 
mum load  is  estimated. 

628.  Pressure  Allowed  in  Practice.  The  pressure  allowed  on  brick 
masonry  was  considerably  smaller  formerly,  when  the  bricks  were 
soft  and  were  usually  laid  in  lime  mortar,  than  at  present,  when  the 
ordinary  brick  is  much  better  than  the  best  formerly  and  when  brick 
masonry  is  usually  laid  in  cement  mortar  where  great  strength  is 
required. 

The  pressure  at  the  base  of  a  brick  shot-tower  in  Baltimore, 
246  feet  high,  is  estimated  at  6i  tons  per  sq.  ft.  (about  90  lb.  per 
sq.  in.).  The  pressure  at  the  base  of  a  brick  chimney  at  Glasgow, 
Scotland,  468  ft.  high,  is  estimated  at  9  tons  per  sq.  ft.  (about  125 
lb.  per  sq.  in.);  and  in  heavy  gales  this  is  increased  to  15  tons  per 
sq.  ft.  (210  lb.  per  sq.  in.)  on  the  leeward  side.  Twenty  years  ago 
the  leading  architects  of  Chicago  were  counted  as  good  authorities 
in  such  matters,  and  did  not  consider  it  safe  to  allow  more  than  10 
tons  per  square  foot  (139  lb.  per  sq.  in.)  on  the  best  brick  laid  in 
1  : 2  portland-cement  mortar;  but  now  this  value  is  frequently 
greatly  exceeded  (§  629). 

629.  A  large  committee  of  leading  architects  and  engineers  of 
Chicago  in  June,  1908,  recommended  the  following  values  for  in- 
corporation in  the  building  laws  of  that  city. 

Paving  brick  in  1  :  3  ponland-cement  mortar 350  lb.  per  sq.  in. 

Pressed  and  sewer  brick  having  a  crushing  strength 

of  5  000  lb.  per  sq.  in.,  in  1  :  3  portlandmortar  .     250  lb.  per  sq.  in. 

Select  hard  common  brick  having  a  strength  of  2  500 
lb.  per  sq.  in.: 

in  1  :  3  portland  mortar 200  lb.  per  sq.  in. 

in  1  Portland  cement,  1  lime  paste  and  3  sand  . .     175  lb.  per  sq.  in. 

Common  brick  having  a  strength  of  1  800  lb.  per 
SQ.  in.: 

in  Portland  cement  mortar 175  lb.  per  sq.  in. 

in  natural-cement  mortar 150  lb.  per  sq.  in. 

in  lime  and  cement  mortar 125  lb.  per  sq.  in. 

in  lime  mgrtar 100  lb.  per  sq.  in. 
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In  view  of  the  values  obtained  in  experiments,  the  above  recom- 
mendations seem  quite  conservative;  but  it  should  be  remembered 
that  it  is  Ukely  that  a  better  grade  of  work  will  be  obtained  in  making 
test  specimens  than  in  actual  work,  particularly  if  the  work  is  let  to 
the  lowest  bidder  and  is  not  subject  to  rigid  inspection  during  con- 
struction. 

630.  Transverse  Strength  of  Briok  Masonry.  Occasion- 
ally the  transverse  strength  of  brick-work  is  of  importance.  For 
example,  if  a  wall  is  to  be  built  upon  a  beam  spanning  an  opening, 
it  is  necessary  to  know  the  load  that  will  come  upon  the  beam;  or 
again,  if  an  opening  is  to  be  cut  through  an  old  wall,  it  is  important 
to  know  whether  the  wall  wdll  be  self-supporting  over  the  opening. 
Since  the  adhesion  of  mortar  is  much  less  than  the  tensile  strength 
of  either  the  mortar  or  the  brick  (see  §  256),  the  transverse  strength 
of  brick-work  is  dependent  upon  the  adhesion  of  the  mortar.  While 
experiments  show  that  the  adhesion  of  any  kind  of  mortar  to  either 
brick  or  stone  is  small  in  comparison  with  its  cohesive  or  tensile 
strength,  experience  in  demolishing  old  walls  shows  that  ordinary 
masonry  has  a  considerable  transverse  strength. 

Not  many  experiments  have  been  made  to  determine  the  trans- 
verse strength  of  brick  masonry,  the  following  being  all  the  records 
of  tests  that  can  be  found:  Engineer  and  Architect's  Journal,  Vol.  i, 
p.  30,  45,  102,  135  (1837) ;  Vol.  xi,  p.  294  (1848) ;  Vol.  xiv,  p.  510 
(1851).  Engineering^  Vol.  xiv,  p.  1  (1872);  Indian  Engineering^ 
Jan.  9,  1892,  or  Railroad  Gazette,  Feb.  26,  1892.  Several  of  the 
above  experiments  were  made  to  determine  the  effect  of  hoop-iron 
bonding  straps,  and  the  remainder  give  no  information  as  to  the 
quality  of  the  mortar;  and  hence  none  of  the  results  are  appHcable 
to  plain  brick  masonry,  and  the  details  of  the  experiments  are  so 
meagre  that  the  experiments  are  of  no  practical  value. 

Five  experiments  under  the  direction  of  the  author*  gave  a  mean 
transverse  strength  of  120  11).  per  sq.  in.  for  a  good-quality  soft-mud 
building  brick  laid  in  a  poor  1  :  2  natural-cement  mortar,  tested  when 
50  davs  old.  The  results  of  eleven  tests  of  this  series  seemed  to 
indicate  that  brick  ])eains  bonded  as  regular  masonry  have  a  modulus 
of  rupture  equal  to  about  twice  the  tensile  strength  of  the  mortar 
when  built  with  ordinarv  care,  and  about  three  times  when  built  with 
great  care.  When  the  beams  are  constructed  as  piers,  i.e.,  with  no 
interlocking  action,  the  moduhis  of  rupture  is  about  equal  to  the 
tensile  strength  of  the  mortar. 

Four  tests  under  the  direction  of  the  University  of  Illinois  En- 
gineering Experiment  Station  f  gave  a  mean  modulus  of  rupture  of 

*  Thesis  of  Earl  and  Loom'w,  1893,  Librarj',  University  of  Illinois, 
t  Thesjis  of  Brand  and  Bushnell,  1908,  Library,  University  of  Illinois. 
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89^  lb.  per  sq.  in.  for  under-burned  soft-mud  building  brick  laid  in 
1  :3  portland-cement  mortar,  when  76  days  old;  and  298  lb.  per 
sq.  in.  for  vitrified  shale  building  brick  laid  in  1  : 3  portland-cement 
mortar  when  76  days  old. 

631.  Application.  Regarding  the  brick-work  over  an  opening 
as  a  beam  having  fixed  ends,  and  assuming  brick  masonry  to  weigh 
144  lb.  per  cu.  ft.,  it  was  sho^n  in  previous  editions  of  this  book  that 

^.=i (1) 

in  which  H^  =  the  height,  in  feet,  of  the  masonry  when  it  will  just 
support  itself  over  the  opening,  S  =  the  ^ddth,  in  feet,  of  the  opening, 
R  =  the  modulus  of  rupture  of  the  masonry,  in  lb.  per  sq.  in.;  and 
it  was  also  shown  that 

^»  =  i (2) 

in  which  Hj^^  =  the  height  of  the  wall,  in  feet,  producing  a  maximum 
load  on  the  Untel.  Notice  that  H^^  =  ^/fg,  which  shows  that  the 
maximum  stress  on  the  lintel  occurs  when  the  height  of  the  wall  is 
half  of  its  self-supporting  height,  at  which  time  one  half  of  the  wall 
will  be  self-supporting  and  one  half  will  require  extraneous  support; 
or  in  other  words,  the  maximum  moment  on  the  lintel  is  one  quarter 
of  that  due  to  the  self-supporting  height. 

By  the  use  of  equation  1  and  the  values  of  the  modulus  of  rupture 
of  brick  masonry  stated  in  the  preceding  section,  it  is  possible  to 
compute  whether  or  not,  if  a  given  opening  is  cut  through  a  brick 
wall,  the  masonry  will  be  self-supporting.  To  determine  whether 
the  lintel  can  resist  the  maximum  moment  which  will  come  upon  it, 
determine  by  equation  1  the  self-supporting  height  of  the  wall,  and 
then  the  moment  on  the  lintel  will  be  that  due  to  one  quarter  of  the 
self-supporting  wall  considered  as  uniformly  distributed.  If  the 
lintel  can  not  safely  carry  the  load  that  will  come  upon  it,  the  girder 
must  be  supported  temporarily,  or  time  must  be  given  for  the  mortar 
to  set,  or  a  stronger  or  at  least  a  quicker-setting  mortar  must  be  used. 

The  substantial  correctness  of  this  method  of  computing  the 
stress  on  a  lintel  is  proved  by  the  fact  that  large  openings  are  fre- 
quently cut  through  walls  without  providing  any  extraneous  sup- 
port; and  also  by  the  fact  that  walls  are  frequently  supported  over 
openings  on  timbers  entirely  inadequate  to  carry  the  load  if  the 
masonry  did  not  have  considerable  strength  as  a  beam. 

632.  Custom  differs  as  to  the  manner  of  estimating  the  pressure 
on  a  girder  due  to  a  superincumbent  mass  of  masonry.  One  extreme 
consists  in  assuming  the  masonry  to  be  a  fluid,  and  taking  the  load 

21 


322  Brick  Masonry.  [Chap.  XII. 

on  the  lintel  as  the  weight  of  all  the  masonry  above  the  opening; 
but  as  the  wall  is  Ukely  to  be  several  days  in  building,  the  masonry 
first  laid  attains  considerable  strength  before  the  wall  is  completed; 
and  hence,  owing  to  the  cohesion  of  the  mortar,  the  final  weight  on 
the  girder  can  not  be  equal  to,  or  be  compared  with,  any  fluid  volume. 
This  method  always  gives  a  result  that  is  too  great. 

The  other  extreme  consists  in  assuming  the  pressure  to  be  the 
weight  of  the  masonry  included  in  a  triangle  of  which  the  opening 

is  the  base  and  whose  sides  make  45°  with  this  line.     This  method 

27? 
gives  a  load  -^  times  that  which  takes  account  of  the  transverse 

strength  of  the  brick- work.  If  R  is  relatively  large  and  S  is  small, 
this  fraction  will  be  more  than  unity,  under  w^hich  conditions  this 
method  is  safe;  but  if  R  is  small  and  S  is  large,  then  this  fraction  is 
less  than  one,  which  show^s  that  under  these  conditions  this  method 
is  unsafe. 

633.  Measurement  of  Briok-work.  The  method  of  deter- 
mining the  quantity  of  brick  masonry  is  governed  by  voluminous 
trade  rules  or  by  local  customs,  which  are  even  more  arbitrary  than 
those  for  stone  masonry  (§  585,  which  see). 

The  quantity  is  sometimes  computed  in  perches,  but  there  is  no 
uniformity  of  understanding  as  to  the  contents  of  a  perch.  It  ranges 
from  16^  to  25  cubic  feet. 

Brick-work  is  occasionally  measured  by  the  square  rod  of  ex- 
terior surface.  No  wall  is  reckoned  as  being  less  than  a  brick  and  a 
half  in  thickness  (13  or  13^  inches),  and  if  thicker  the  measurement 
is  still  expressed  in  square  rods  of  this  standard  thickness.  Unfor- 
tunately the  dimensions  adopted  for  a  square  rod  are  variable,  the 
following  values  being  more  or  less  customary:  16^  feet  square  or 
272J  square  feet,  18  feet  square  or  324  square  feet,  and  16J  square 
feet. 

The  contents  of  a  brick  wall  are  frequently  found  by  multiplying 
the  number  of  cubic  feet  in  the  wall  by  the  number  of  brick  which 
it  is  assumed  make  a  cubic  foot ;  but  as  the  dimensions  of  brick  vary 
greatly  (see  §  83),  this  method  is  objectionable.  A  cubic  foot  is 
often  assumed  to  contain  20  l^rick,  and  a  cubic  yard  600.  The  last 
two  quantities  are  frequently  used  interchangeably,  although  the 
assumed  volume  of  the  cubic  yard  is  thirty  times  that  of  the  cubic 
foot.    The  former  value  is  about  correct  for  the  average  brick. 

The  volume  of  brick  masonry  is  frequently  stated  in  thousand 
bricks,  the  contents  being  obtained  by  measuring  the  area  of  the  face 
of  the  wall  and  allowing  a  certain  number  of  bricks  to  each  square 
foot,  the  number  varying  with  the  thickness  of  the  wall.  A  4-inch 
wall   (thickness  =  width  of  one  brick)   is  frequently  assumed  to 
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contain  7  bricks  per  sq.  ft.;  a  9-inch  wall  (thickness  =  width  of 
two  bricks),  14  bricks  per  sq.  ft.;  a  13-inch  wall  (thickness  =  width 
of  three  bricks),  21  bricks  per  sq.  ft.,  etc.;  the  number  of  brick  per 
square  foot  of  the  face  of  the  wall  being  seven  times  the  thickness  of 
the  wall  in  terms  of  the  width  of  a  brick.  The  size  of  bricks  differs 
materially  in  different  localities,  but  not  infrequently  the  above 
relations  are  employed  even  though  they  are  considerably  in  error 
for  a  particular  size  of  brick. 

Not  infrequently  the  contents  of  the  wall  and  also  the  number  of 
bricks  laid  are  stated  in  thousands  of  bricks  wall  measure,  in  which 
case  the  volume  is  computed  as  in  the  preceding  paragraph;  and 
sometimes  the  number  of  bricks  laid  is  stated  in  thousands  of  brick 
kUn  count,  i.e.,  the  number  of  brick  actually  purchased  which,  on 
account  of  breakage,  is  1  to  5  per  cent  more  than  the  number  actually 
laid,  according  to  the  quality  of  the  bricks  and  the  number  and  the 
size  of  openings. 

634.  Since  well-established  custom  has  all  the  force  of  law,  unless 
due  notice  to  the  contrary  is  given,  the  only  relief  from  such  arbitrary, 
uncertain,  and  indefinite  customs  is  to  specify  that  the  masonry  will 
be  paid  for  by  the  cubic  yard, — gross  or  net  measurement,  according 
to  the  structure  or  the  preference  of  the  engineer  6r  architect. 

636.  Data  for  Estimates.  Number  of  Brick  Required.  Since 
the  size  of  brick  varies  greatly  (§  83),  it  is  impossible  to  state  a  rule 
which  shall  be  equally  accurate  in  all  localities.  If  the  brick  be  of 
standard  size  (8J  X  4  X  2J  inches)  and  laid  with  h-  to  |-inch  joints, 
a  cubic  yard  of  masonry  will  require  alx)ut  410  brick;  or  a  thousand 
brick  will  lay  about  2\  cubic  yards.  If  the  joints  are  |-  to  |-inch,  a 
cubic  yard  of  masonry  will  require  alx)ut  495  brick;  or  a  thousand 
brick  will  lay  about  2  cubic  yards.  With  face  brick  (8}  X  4i  X  2J 
inches)  and  ^-inch  joints,  a  cubic  yard  of  masonry  will  require  about 
496  brick;  or  a  thousand  face  brick  will  lay  about  2  cubic  yards. 

In  making  estimates  for  the  number  of  bricks  required,  an  allow- 
ance must  be  made  for  breakage,  and  for  waste  in  cutting  brick  to 
fit  angles,  etc.  With  good  brick,  in  massive  work  this  allowance 
need  not  exceed  1  or  2  per  cent;  but  in  buildings  3  to  5  per  cent  is 
none  too  much. 

636.  Amoimt  of  Mortar  Required.  The  proportion  of  mortar  to 
brick  will  \2iry  with  the  size  of  the  brick  and  \s*ith  the  thickness  of  the 
joints.  With  the  standard  size  of  brick  (81x4x2^  inches),  a  cubic 
yard  of  masonr>',  laid  \N'ith  A-  to  f-inch  joints,  will  require  from 
0.35  to  0.40  cu.  yd.  of  mortar:  or  a  thou.^and  brick  will  require 
0.80  to  0.90  cu.  yd.  If  the  joints  are  i  to  ?  inch,  a  cubic  yard  of 
masonry  will  require  from  0.25  to  0.30  cu  yd.  of  mortar;  or  a  thou- 
sand brick  will  require  from  0.45  to  0.55  cu.  yd.     If  the    joints 
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are  J  of  an  inch,  a  cubic  yard  of  masonry  will  require  from  0.10  to 
0.15  cu.  yd.  of  mortar;  or  a  thousand  brick  will  require  from  0.15  to 
0.20  cu.  yd. 

With  the  above  data,  and  Table  22,  page  120,  the  amoimt  of 
cement  and  sand  required  for  a  specified  number  of  brick,  or  for  a 
given  number  of  yards  of  masonry,  can  readily  be  determined. 

Ordinarily  0.75  barrel  of  unslaked  lime  or  1  barrel  of  lime  paste 
and  0.75  cu.  yd.  of  sand  will  lay  a  thousand  bricks. 

637.  Cost.  Labor  Required.  '' A  bricklayer,  with  a  laborer  to  keep 
him  supplied  with  materials,  will  lay  on  an  average,  in  common  house- 
walls,  about  1,500  bricks  per  day  of  10  working  hours;  in  the  neater 
outer  faces  of  brick  buildings,  from  1,000  to  1,200;  in  good  ordinary 
street  fronts,  from  800  to  1,000;  and  in  the  very  finest  lower-story 
faces  used  in  street  fronts,  from  150  to  300  according  to  the  number 
of  angles,  etc.  In  plain  massive  engineering  work,  he  should  average 
about  2,000  bricks  per  day,  or  4  cu.  yd.  of  masonry;  and  in  large 
arches,  about  1,500,  or  3  cu.  yd.''  * 

In  the  United  States  Government  buildings  the  cost  of  labor  per 
thousand,  including  tools,  etc.,  is  estimated  at  seven  eighths  of  the 
wages  for  ten  hours  of  mason  and  helper. 

Table  56  and  Table  57  give  the  actual  labor,  per  cubic  yard, 
required  on  some  large  and  important  jobs. 

TABLE  56. 
Labor  Required  for  Brick  MASONRY.f 


Location  and  Description  of  thr  Masonbt. 


High  Bridge  enlargement,  N.  Y.  City — 

Lining  wall  and  flat  arches  laid  with  very  close  joints  . . . 
Washington  (D.  C.)  Aqueduct — 

Circular  conduit,  9  feet  in  diameter  with  walls  12  inches 

thick    

St.  Louis  Water  Works — 

Semi-circular  conduit,  6  feet  in  diameter   

New  York  City  Storage  Reservoir — 

Lining  of  gate-house  walls  and  arches — rough  work 


WorkRbquired,  in 
Days  per  Cubic  Yard. 


•    •    • 


0.714 

0.439 
0.364 
0.304 


638.  Table  57  shows  the  cost  of  the  labor  for  five  brick 
buildings  forming  part  of  a  large  manufacturing  plant. J  Buildings 
No.  1  and  2  were  long  and  low,  with  about  equal  amounts  of  9-inch 
and  13-inch  walls;    buildings  No.  3  and  4  had  larger  proportion  of 

♦  Trautwine's  Engineer's  Pocket-Book,  16th  ed.,  p.  671. 

t  Trans.  Am.  Soc.  C.  E.,  vol.  iii,  p.  366. 

X  Engineering-Contracting,  vol.  xxv,  p.  100-01. 


13-izicii  vail;  l]a2kii]i^ 
athesB,  and  bad  13-mc 


TABLE  57. 
Cost  or  Labob  ter  1  OCX)  Bbice. 


SHEXUID'C  K<i. 


I 


s 


BneklBTfirE.aOeLperbcnir*...    $5.56  $4.^,  $4.57;  $4.€8i  S3.68 


ndpeira,  17^  et.  per  bouc. 
Ckxpaotere.  21^  et.  per  faonr 
HaiMffing 


1.95     1.67     2.14 

.70       .71'      .88 
1.16     1.16     1.16 


1.95 


2.00 


1.151      .67 
1.16     1.16 


Total  for  kbor $9.37  $6.03,  $6.75:  $6.94 


I 


m 


$7.51 


If 


$4.16 

1.87 

.77 

1.16 

$7.96 


I: 


«  Chi  Birikimc  Ko.  1  boeUuvB  Jtaekvtd  50  et.  per  hr. 


On  building  No.  1  local  bricklarers  were  used  at  50  cents  per  hour, 
but  for  the  other  buildings  dty  bricklayers  at  60  cents  per  hour 
were  imported.  The  latter  did  better  work  and  more  of  it,  as  shown 
br  the  table.  About  two  or  three  weeks  after  the  60-cent  brick- 
layers  started  work,  the  inspector,  being  dissatisfied  with  the  way 
the  work  was  going,  began  preparing  careful  estimates  of  the  brick 
laid  each  week  and  of  the  cost  per  1,000  for  bricklayers  and  hrip«s. 
Within  three  weeks  after  the  first  estimate,  the  output  p^er  brick- 
layer had  increased  over  40  per  cent,  and  about  30  per  cent  increase 
was  maintained. 

Tlie  total  average  cost  of  the  brick  masomy  is  as  foUows: 


Labor: 


fle^^ers — ^hod-caniers  and  mortar  mixers. 

CaipeDi^rE  building  scaffolds   

CcBnmoii  labor  handling  materials 


Cost  fe»  Cr.  Yi>. 


$2.08 
.93 
.39 
.58 


TotaJ  for  labor    $3.98 


Brick.  459  at  $5.08  per  M    $2.33 

Freidit   .56 

Cement.0.22bbl.  at  $2.00    44 

Sand.  0.25  cu.  vd.  at  $0.46 11 

Freight  . . : 06 

1  bushel  at  $0  20    » 


Total  for  materials   $3 .  70 


Total  for  materials  and  labor $7.68 
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639.  Total  Cost  ot  Brick  Masonry.  The  following  is  the  cost  of 
660  cu.  yd.  (net)  of  brick  masonry  (307,000  brick)  in  a  wall  18  inches 
thick  and  25  feet  high.  The  joints  were  \  to  J  of  an  inch  thick;  and 
465  brick  laid  a  cubic  yard.* 

Items:                                                                        Cost  per  Cu.  Yd 
Red  bricks 465  at  $7.50  per  1  000 $3.49 

§>uicklime 0.40  bbl.  at  $0.50 0.20 
knd 0.28  cu.  yd.  at  $1.30 0.36 

Bricklayers 0.41  day  at  $4.50 1 .84 

Helpers 0.52  day  at  $2.00 1.04 

Total  cost  per  cubic  yard $6.93 

640.  Speoifioations    for    Briok    Masonry.    For    Buildings. 

There  is  not  even  a  remote  approach  to  uniformity  in  the  specifica- 
tions for  the  brick-work  of  buildings.  Ordinarily  the  specifications 
for  the  brick  masonry  are  very  brief  and  incomplete.  The  following 
conform  closely  to  ordinary  construction.  Of  course,  a  higher  grade 
of  workmanship  can  be  obtained  by  more  stringent  specifications. 

The  brick  in  the  exterior  walls  must  be  of  good  quality,  hard-burned;  fine, 
compact,  and  uniform  in  texture;  regular  in  shape,  and  uniform  in  size.  One 
fourth  of  the  brick  in  the  interior  walls  may  be  what  is  known  as  soft  or  salmon 
brick.  The  brick  must  be  thoroughly  wet  before  being  laid.  The  joints  of  the 
exterior  walls  shall  be  from  J  to  J  inch  thick.f  The  joints  of  interior  division 
walls  may  be  from  J  to  i  inch  thick.  The  mortar  shall  be  composed  of  1  part  of 
fresh,  well-slacked  lime  and  2 J  to  3  parts  ot  clean,  sharp  sand.  J  The  lime  paste 
and  the  sand  shall  be  thoroughly  mixed  before  using.  The  joints  shall  be  well 
filled  with  the  above  mortar;  and  no  grout  shall  be  used  in  the  work.  The  bond 
must  consist  of  five  courses  of  stretchers  to  one  of  headers,  and  shall  be  so  arranged 
as  to  thoroughly  bind  the  exterior  and  interior  portions  of  the  wall  to  each  other. 

The  contractor  must  furnish,  set  up,  and  take  away  his  own  scaffolding;  he 
must  build  in  such  strips,  plugs,  blocks,  scantling,  etc.,  as  are  required  for  securing 
the  wood- work;  and  must  also  assist  in  placing  all  iron- work,  as  beams,  stairways, 
anchors,  bed-plates,  etc.,  connected  with  the  brick- work. 

641.  For  Sewers.  The  following  are  the  specifications  employed 
in  tiie  construction  of  briek  sewers  in  Washington,  D.  C: 

"The  best  quality  of  whole  new  brick,  burned  hard  entirely  through,  free 
from  injurious  cracks,  with  true  even  faces,  and  with  a  crushing  strength  of  not 

*  E.  J.  Chibas,  The  Poh/techmc,  vol.  vii,  p.  146. 

t  For  the  best  work,  oniit  this  item  and  insert  the  following:  T?ie  outside  toaUa 
shaU  be  faced  with  the  best  brick  of  uniform  color,  laid  in  colored  mortar t  with  joints  not  ex- 
ceedin/j  one  eighth  of  an  inch  in  thickness. 

X  For  masonry  that  is  to  be  subjected  to  a  heavy  pressure,  omit  this  item  and 
insert  the  follr)\ving:  The  mortar  must  be  composed  of  1  part  lime  paste,  1  part  cement, 
and  2  parts  of  dean,  sharp  sand.  Or,  if  a  heavier  pressure  is  to  be  resisted,  specify 
that  some  particular  grade  of  cement  mortar  is  to  be  used — see  |  622  and  |  629. 
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less  than  5,000  pounds  per  square  inch,  shall  be  used,  and  must  be  thoroughly 
wet  by  immersion  immediately  before  laying.  Every  brick  is  required  to  be 
laid  in  full  mortar  joints,  on  bottom,  sides,  and  ends,  which  for  each  brick  is  to 
be  performed  by  one  operation.  In  no  case  is  the  joint  to  be  made  by  working 
in  mortar  after  the  brick  lias  been  laid.  Every  second  course  shall  be  laid  with 
a  line,  and  joints  shall  not  exceed  three  eighths  of  an  inch.  The  brick-work  of 
the  arches  shall  be  properly  bonded,  and  keyed  as  directed  by  the  engineer.  No 
portion  of  the  brick-work  shall  be  laid  dry  and  afterwards  grouted. 

"The  mortar  shall  be  composed  of  cement  and  dry  sand,  in  the  proportion 
of  300  pounds  of  cement  and  2  barrels  ot  loose  sand,  thoroughly  mixed  dry,  and 
a  sufficient  quantity  of  water  afterwards  added  to  form  a  rather  stiff  paste.  It 
shall  be  used  within  an  hour  after  mixing,  and  not  at  all  if  once  set. 

"The  cement  shall  conform  to  the  standard  specification  of  the  American 
Society  for  Testing  Materials. 

"The  sand  used  shall  be  clean,  sharp,  free  from  loam,  vegetable  matter,  or 
other  dirt,  and  capable  of  giving  the  standard  results  with  the  cement. 

"The  water  shall  be  fresh,  and  clean,  free  from  earth,  dirt,  or  sewage. 

"Tight  mortar-boxes  shall  be  provided  by  the  contractor,  and  no  mortar 
shall  be  made  except  in  such  boxes. 

"The  proportions  given  are  intended  to  form  a  mortar  in  which  every  particle 
of  sand  shall  be  enveloped  by  the'  cement;  and  this  result  must  be  attained  to 
the  satisfaction  of  the  engineer  and  under  his  direction.  The  thorough  mixing 
and  incorporation  of  all  materials  (preferably  by  machine  labor)  will  be  insisted 
upon.  If  by  hand  labor,  the  dry  cement  and  sand  shall  be  turned  over  with 
shovels  by  skilled  workmen  not  less  than  six  times  before  the  water  is  added. 
After  adding  the  water,  the  paste  shall  again  be  turned  over  and  mixed  with 
shovels  by  skilled  workmen  not  less  than  three  times  before  it  is  used." 

642.  Waterproof  Briok  Masonry.  It  is  often  necessary  to 
prevent  the  percolation  of  water  through  brick  walls.  This  may  be 
accomplished  in  any  of  three  ways,  viz.:  (1)  by  surrounding  the  wall 
with  an  impervious  shield  of  tarred  paper  or  bituminous  felt,  or 
(2)  by  making  the  masonry  itself  impermeable,  or  (3)  by  applying 
a  waterproof  coating  to  the  face  of  the  wall. 
.    1.  For  a  discussion  of  the  first  method,  see  §  384. 

2.  The  second  method  requires  the  use  of  hard  impermeable 
brick  and  the  filling  of  all  the  joints  with  waterproof  mortar.  The 
mortar  may  be  made  waterproof  by  (1)  securing  a  well-graded  sand, 
(2)  using  enough  cement  to  fill  the  voids,  and  (3)  thoroughly  mixing 
the  ingredients  (see  §  369-77).  Owing  to  the  difficulty  of  getting 
all  of  the  joints  filled  solidly  full  of  mortar,  more  care  and  attention 
is  required  to  make  brick-work  impervious  than  to  make  concrete 
waterproof  (§363-84). 

3.  The  waterproof  coating  may  be  a  plaster  of  impervious  mortar 
(§  382),  or  a  coat  of  bituminous  mastic,  or  an  impervious  wash 
(§  379-81)  or  paint.  It  is  somewhat  easier  to  make  a  plaster  of  cement 
mortar  adhere  to  a  brick  wall  than  to  a  concrete  surface  (§  382),  but 
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considerable  care  is  required  to  secure  success  with  the  former. 
One  of  the  most  common  methods  of  rendering  brick-work  water- 
proof is  to  apply  successive  coats  of  alum  and  soap  solutions.  For 
the  method  of  preparing  and  applying  these  solutions,  see  §  379. 
These  washes  have  long  been  in  successful  use  for  making  brick 
masonry  impervious.  The  Transactions  of  the  American  Society  of 
Civil  Engineers,  Vol.  i.  pages  203-08,  contains  an  account  of  the 
stopping  of  leakage  through  a  brick  wall  under  a  head  of  36  feet  by 
an  application  of  "four  coatings.*' 

643.  Effloresoenoe.  Brick  masonry,  particularly  in  a  moist 
climate  or  in  damp  places — as  under  a  leaky  gutter  or  in  cellar 
walls — ^is  frequently  disfigured  by  the  formation  on  the  surface  of  a 
white  deposit,  which  is  called  efflorescence^  This  deposit  generally 
originates  with  the  mortar,  but  frequently  spreads  over  the  entire 
face  of  the  wall.  The  water  which  is  absorbed  by  the  mortar  dis- 
solves the  salts  of  soda,  potash,  magnesia,  etc.,  contained  in  the  lime 
or  cement,  and  on  evaporating  deposits  these  salts  as  a  white  efflores- 
cence on  the  surface.  With  lime  mortar  the  deposit  is  frequently 
very  heavy,  particularly  on  plastering;  and,  usually,  it  is  heavier 
with  natural  than  with  portland  cement.  The  efflorescence  some- 
times originates  in  the  brick,  particularly  if  the  brick  was  burned  with 
sulphurous  coal,  or  was  made  from  clay  containing  iron  pyrites;  and 
when  the  brick  gets  wet,  the  water  dissolves  the  sulphates  of  lime 
and  magnesia,  and  on  evaporating  leaves  the  crystals  of  these  salts 
on  the  surface.  Frequently  the  efflorescence  on  the  brick  is  due  to 
the  absorption  by  the  brick  of  the  impregnated  water  from  the  mortar. 

This  efflorescence  is  objectionable  chiefly  because  of  the  unsightly 
appearance  which  it  often  produces,  but  also  because  the  crystal- 
lization of  these  salts  within  the  pores  of  the  mortar  and  of  the  brick 
or  stone  causes  disintegration  which  is  in  many  respects  like  frost. 

As  a  palliative,  Gillmore  recommends*  the  addition  of  100  lb. 
of  quicklime  and  8  to  12  lb.  of  any  cheap  animal  fat  to  each  barrel 
of  cement.  The  lime  is  simply  a  vehicle  for  the  fat,  and  should  be 
thoroughly  incorporated  with  the  cement  before  slaking.  The 
object  of  the  fat  is  to  saponify  the  alkaline  salts.  The  method  is  not 
entirely  satisfactory,  since  the  deposit  is  only  made  less  prominent 
and  less  efTective,  and  not  entirely  removed  or  prevented. 

As  a  preventative,  make  the  wall  as  impervious  as  possible  by 
using  some  of  the  methods  mentioned  in  §  642.  If  the  wall  stands 
in  damp  ground,  one  or  more  of  the  horizontal  joints  should  contain 
a  layer  of  tarred  paper  or  bituminous  felt  to  prevent  the  wall's 
absorbing  moisture  from  below.  Particular  care  should  be  taken 
durinji;  the  erection  of  the  building  to  see  that  the  roof,  cornice,  and 

*  "Limes,  Hydraulic  Cements,  and  Mortars,"  p.  29G» 
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gutters  are  made  water-tight;  and  all  ducts  that  carry  water  or  steam 
pipes  should  be  waterproofed  on  their  inner  surfaces.  After  the 
building  is  finished,  if  the  efflorescence  appears,  first  of  all  any  leakage 
of  water  into  the  wall  must  be  stopped;  and  if  the  efflorescence  is  due 
to  the  penetration  of  rain-water  through  the  exterior  face  of  the  wall, 
then  the  face  may  be  rendered  impervious  by  the  application  of  one 
or  more  pairs  of  the  Sylvester  washes  (§  379),  which  will  not  materi- 
ally darken  or  discolor  the  bricks. 

Efflorescence  will  gradually  be  blown  away  by  the  winds  and 
be  washed  off  by  the  rains,  but  it  can  be  entirely  removed  with 
scrubbing-brushes  and  hydrochloric  acid  mixed  with  at  least  four  or 
five  times  its  volume  of  water.  Before  applying  the  acid,  the  wall 
should  be  well  dampened;  and  after  being  scrubbed,  the  wall  should 
be  thoroughly  washed  with  clear  water. 


PART  m 

FOUNDATIONS 


CHAPTER  XIII 

INTRODUCTORY 

646.  Definitions.  The  term  foundation  is  frequently  used 
indifferently  for  either  the  lower  courses  of  a  structure  of  masonry  or 
the  artificial  arrangement,  whatever  its  character,  on  which  these 
courses  rest.  For  greater  clearness,  the  term  foundation  will  here 
be  restricted  to  the  artificial  arrangement,  whether  timber  or  masonry, 
which  supports  the  main  structure;  and  the  prepared  surface  upon 
which  this  artificial  structure  rests  will  be  called  the  bed  of  the  founda- 
tion. There  are  some  cases  in  which  this  distinction  can  not  be 
adhered  to  strictly. 

646.  Importance  of  the  Subject.  The  foundation,  whether 
for  the  more  important  buildings  or  for  bridges  and  culverts,  is  the 
most  critical  part  of  a  masonry  structure.  The  failures  of  works  of 
masonry  due  to  faulty  workmanship  or  to  an  insufficient  thickness 
of  the  walls  are  rare  in  comparison  with  those  due  to  defective 
foundations.  When  it  is  necessary,  as  so  frequently  it  is  at  the  present 
day,  to  erect  gigantic  edifices — as  high  buildings  or  long-span  bridges 
— on  weak  and  treacherous  soils,  the  highest  constructive  skill  is 
required  to  supplement  the  weakness  of  the  natural  foundation 
by  such  artificial  preparations  as  will  enable  it  to  sustain  such  massive 
and  costly  burdens  with  safety. 

Probably  no  branch  of  the  engineer's  art  requires  more  ability 
and  skill  than  the  construction  of  foundations.  The  conditions 
governing  safety  are  generally  capable  of  being  calculated  with  as 
much  practical  accuracy  in  this  as  in  any  other  part  of  a  construction; 
but,  unfortunately,  practice  is  frequently  based  upon  empirical  rules 
rather  than  upon  a  scientific  application  of  fundamental  principles. 
It  is  unpardonable  that  any  lialnlity  to  danger  or  loss  should  exist 
from  the  imperfect  comprehension  of  a  subject  of  such  vital  impor- 
tance. Ability  is  required  in  determining  the  conditions  of  stability; 
and  greater  skill  i.s  required  in  fulfilling  these  conditions,  that  the  cost 
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of  the  foundation  may  not  be  proportionally  too  great.  The  safety 
of  a  structure  may  be  imperiled,  or  its  cost  unduly  increased,  accord- 
ing as  its  foundations  are  laid  with  insufficient  stability,  or  with 
provision  for  security  greatly  in  excess  of  the  requirements.  The 
decision  as  to  what  general  method  of  procedure  will  probably  be  best 
in  any  particular  case  is  a  question  that  can  be  decided  with  reason- 
able certainty  only  after  long  experience  in  this  branch  of  engineering; 
and  after  having  decided  upon  the  general  method  to  be  followed, 
there  is  room  for  the  exercise  of  great  skill  in  the  means  employed  to 
secure  the  desired  end.  The  experienced  engineer,  even  with  all  the 
information  which  he  can  derive  from  the  works  of  others,  finds 
occasion  for  the  use  of  all  his  knowledge  and  best  common  sense. 

The  determination  of  the  conditions  necessary  for  stability  can 
be  reduced  to  the  application  of  a  few  fundamental  principles  which 
may  be  studied  from  a  text-book;  but  the  knowledge  required  to 
determine  beforehand  the  method  of  construction  best  suited  to  the 
case  in  hand,  together  with  its  probable  cost,  comes  only  by  personal 
experience  and  a  careful  study  of  the  experiences  of  others.  The 
object  of  Part  III  is  to  classify  the  principles  employed  in  con- 
structing foundations,  and  to  give  such  brief  accounts  of  actual 
practice  as  will  illustrate  the  applications  of  these  principles. 

647.  Plan  of  Proposed  Discussion.  In  a  general  way,  soils 
may  be  divided  into  three  classes:  (1)  ordinary  soils,  or  those  which 
are  capable,  either  in  their  normal  condition  or  after  that  condition 
has  been  modified  by  artificial  means,  of  sustaining  the  load  that  is 
to  be  brought  upon  them;  (2)  compressible  soils,  or  those  that  are 
incapable  of  directly  supporting  the  given  pressure  with  any  reason- 
able area  of  foundation;  and  (3)  semi-liquid  soils,  or  those  in  which 
the  fluidity  is  so  great  that  they  are  incapable  of  supporting  any 
considerable  load.  Each  of  the  above  classes  gives  rise  to  a  special 
method  of  constructing  a  foundation. 

1.  With  a  soil  of  the  first  class,  the  bearing  power  may  be  in- 
creased by  compacting  the  surface  or  by  drainage;  or  the  area  of 
the  foundation  may  be  increased  by  the  use  of  masonry  footing 
courses,  inverted  masonry  arches,  or  one  or  more  layers  of  timbers, 
railroad  rails,  iron  beams,  etc.  Some  one  of  these  methods  is  or- 
dinarily employed  in  constructing  foundations  on  land ;  as,  for  ex- 
ample, for  buildings,  bridge  abutments,  sewers,  etc.  Usually  all 
of  these  methods  are  inapplicable  to  bridge  piers,  i.e.,  for  founda- 
tions under  water,  owing  to  the  scouring  action  of  the  current  and 
also  to  the  obstruction  of  the  channel  by  the  greatly  extended  base 
of  the  foundation. 

2.  With  compressible  soils,  the  area  of  contact  may  be  increased 
by  supporting  the  structure  upon  piles  of  wood  or  iron,  which  are 


332  Foundations:    Introductory.         [Chap.  XIII. 

sustained  by  the  friction  of  the  soil  on  their  sides  and  by  the  direct 
pressure  on  the  soil  beneath  their  bases.  This  method  is  frequently 
employed  for  both  buildings  and  bridges. 

3.  A  semi-fluid  soil  must  generally  be  removed  entirely  and  the 
structure  founded  upon  a  lower  and  more  stable  stratum.  This 
method  is  specially  applicable  to  foundations  for  bridge  piers. 

There  are  many  cases  to  which  the  above  classification  is  not 
strictly  applicable. 

For  convenience  in  study,  the  construction  of  foundations  will 
be  discussed,  in  the  three  succeeding  chapters,  under  the  heads 
Ordinary  Foundations^  Pile  Foundations,  and  Foundations  under 
Water,  However,  the  methods  employed  in  each  class  are  not 
entirely  distinct  from  those  used  in  the  others. 


CHAPTER  XIV 

ORDINARY  FOUNDATIONS 

648.  In  this  chapter  will  be  discussed  the  method  of  constructing 
the  foundations  for  buildings,  bridge  abutments,  culverts,  or,  in 
general,  for  any  structure  founded  upon  dry,  or  nearly  dry,  ground. 
This  class  of  foundations  could  appropriately  be  called  Foundations 
for  Buildings,  since  these  are  the  most  numerous  of  the  class. 

This  chapter  is  divided  into  three  articles.  The  first  treats  of 
the  soil,  and  includes  (a)  the  methods  of  examining  the  site  to  deter- 
mine the  nature  of  the  soil,  (6)  a  discussion  of  the  bearing  power  of 
different  soils,  and  (c)  the  methods  of  increasing  the  bearing  power 
of  the  soil.  The  second  article  treats  of  the  method  of  designing  the 
footing  courses,  and  includes  (a)  the  method  of  determining  the  load 
to  be  supported,  and  (6)  the  method  of  increasing  the  area  of  the 
foundation.  The  third  contains  a  few  remarks  concerning  the 
practical  work  of  laying  the  foundation. 

Art.  1.    The  Bed  of  the  Foundation. 

649.  Examining  the  Site.  The  nature  of  the  soil  to  be  built 
upon  is  evidently  the  first  subject  for  consideration,  and  if  it  has  not 
already  been  revealed  to  a  considerable  depth,  by  excavations  for 
buildings,  wells,  etc.,  it  will  be  necessary  to  make  an  examination 
of  the  subsoil  preparatory  to  deciding  upon  the  details  of  the  founda- 
tion. Except  for  the  heaviest  structures,  it  will  usually  be  sufficient, 
after  having  dug  the  foundation  pits  or  trenches,  to  examine  the  soil 
by  driving  a  steel  rod  or  boring  a  hole  with  a  post-auger  from  3  to  5 
feet  further,  the  depth  depending  upon  the  nature  of  the  soil  and 
the  weight  and  importance  of  the  intended  structure;  but  for  the 
largest  structures  it  is  necessary  to  examine  the  soil  to  greater  depths, 
in  which  case  more  elaborate  devices  must  be  employed.  Some  of 
the  methods  used  for  this  purpose  are:  (1)  driving  an  open  pipe; 
(2)  boring  with  an  auger;  (3)  "washing  a  hole  down"  with  a  pipe 
and  a  water  jet;  (4)  drilling  with  either  a  percussion  or  a  rotary 
drill. 

660.  Driving  a  Pipe.  In  soft  soil,  soundings  20  or  30  feet  deep 
can  be  made  by  driving  a  rod  or  sections  of  gas-pipe  with  a  ham- 
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mer  or  maul  from  a  temporary  scaffold,  the  height  of  which  will  of 
course  depend  upon  the  length  of  the  rod  or  of  the  sections  of  the  pipe. 

Good  judgment  is  required  in  interpreting  the  results  of  such 
tests,  particularly  if  the  structure  is  to  be  a  bridge  abutment  or  pier 
in  a  stream  liable  to  deep  scour.  A  layer  of  compact  sand  or  cemented 
gravel,  which  may  be  scoured  away,  may  be  mistaken  for  a  ledge  of 
rock;  but  the  difference  can  usually  be  detected  by  striking  the  rod 
or  pipe  with  a  hammer,  since  rock  will  give  a  decided  rebound  while 
gravel  or  sand  will  not.  *  A  bowlder  may  be  mistaken  for  bed  rock; 
but  the  difference  can  usually  be  detected  by  making  one  or  more 
additional  tests,  and  accurately  noting  the  depths  at  which  rock  is 
struck. 

If  samples  of  the  soil  are  desired,  use  a  2-inch  pipe  open  at 
the  lower  end.  If  much  of  this  kind  of  work  is  to  be  done,  it  is 
advisable  to  fit  up  a  hand  pile-driving  machine  (see  §  751),  using  a 
block  of  wood  for  the  dropping  weight. 

661.  Boring  with  Auger.  Borings  50  to  100  feet  deep  can  be  made 
ver}'  expeditiously  in  common  soil  or  clay  with  a  common  wood- 
auger,  turned  by  men  with  levers  3  or  4  feet  long.  Or  the  boring 
may  be  made  with  any  one  of  several  earth  augers  having  a  spoon- 
like form  for  bringing  up  samples  of  the  soil.  An  auger  will  bring 
up  samples  sufficient  to  determine  the  nature  of  the  soil,  but  not 
its  compactness,  since  it  will  probably  be  compressed  somewhat  in 
being  cut  off. 

When  the  testing  must  be  made  through  sand  or  loose  soil,  it 
may  be  necessary  to  drive  down  a  steel  tube  to  prevent  the  soil  from 
falling  into  the  hole.  The  sand  may  be  removed  from  the  inside 
of  this  tube  with  an  auger,  or  with  the  '' sand-pump '^  used  in  digging 
artesian  wells. 

652.  Washing  a  Hole  Down.  In  soft  soil  or  clay  that  can  be 
washed  with  a  stream  of  water,  a  hole  can  be  sunk  rapidly  by  dri- 
ving a  pipe,  inserting  a  smaller  pipe  inside  of  it,  and  forcing  water 
down  the  inside  pipe,  the  debris  and  water  flowing  up  between  the 
two  pipes. 

653.  Drilling.  When  the  subsoil  is  composed  of  various  strata, 
particularly  if  there  are  strata  of  hard  soil  or  rock,  it  is  necessary 
to  use  a  percussion  or  ''chopping"  drill  in  connection  with  some 
form  of  core  drill;  and  in  extreme  cases  the  diamond  drill  is  some- 
times employed.  Great  care  is  needed  in  interpreting  the  results 
of  such  borings.  In  using  the  percussion  drill,  care  must, be  taken 
that  a  stratum  sufficiently  hard  to  serve  as  a  foundation  is  not  passed 
by  unnoticed.  This  can  be  prevented  by  taking  dry  cores  at  fre- 
quent intervals.  In  using  a  core  drill  care  must  be  taken  to  dis- 
criminate between  erratic  bowlders  and  native  ledge  rock. 
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654.  Testing  Bearing  Power.  If  the  builder  desires  to  avoid,  on 
the  one  hand,  the  unnecessarily  costly  foundations  which  are  fre- 
quently constructed,  or,  on  the  other  hand,  those  insufficient  founda- 
tions evidences  of  which  are  often  seen,  it  may  be  necessary,  after 
opening  the  trenches,  to  determine  the  supporting  power  of  the  soil 
by  applying  a  test  load. 

In  the  case  of  the  capitol  at  Albany,  N.  Y.,  the  soil  was  tested  by 
applying  a  measured  load  to  a  square  foot  and  also  to  a  square  yard. 
The  machine  used  was  a  mast  of  timber  12  inches  square,  held  vertical 
by  guys,  with  a  cross-frame  to  hold  the  weights.  For  the  smaller 
area,  a  hole  3  feet  deep  was  dug  in  the  blue  clay  at  the  bottom  of 
the  foundation,  the  hole  being  18  inches  square  at  the  top  and  14 
inches  at  the  bottom.  Small  stakes  were  driven  into  the  ground  in 
lines  radiating  from  the  center  of  the  hole,  the  tops  being  brought 
exactly  to  the  same  level;  then  any  change  in  the  surface  of  the 
ground  adjacent  to  the  hole  could  readily  be  detected  and  measured 
by  means  of  a  straight-edge.  The  foot  of  the  mast  was  placed  in  the 
hole,  and  weights  applied.  No  change  in  the  surface  of  the  adjacent 
ground  was  observed  until  the  load  reached  5.9  tons  per  sq.  ft.,  when 
an  uplift  of  the  surrounding  earth  was  noted  in  the  form  of  a  ring 
with  an  irregularly  rounded  surface,  the  contents  of  which,  above  the 
previous  surface,  measured  0.09  cubic  feet.  Similar  experiments 
were  made  by  applying  the  load  to  a  square  yard  with  essentially  the 
same  results.  The  several  loads  were  allow^ed  to  remain  for  some 
time,  and  the  settlements  observed.* 

Similar  experiments  were  made  in  connection  with  the  construc- 
tion of  the  Congressional  Library  Building,  Washington,  D.  C,  with 
a  frame  which  rested  upon  4  foot-plates  each  a  foot  square.  The 
frame  could  be  moved  from  place  to  place  on  wheels,  and  the  test 
was  applied  at  a  number  of  places. 

Tests  have  been  made  of  the  soil  under  a  river  bed  by  forcing 
a  3-inch  closed  pipe  into  the  ground  by  hydraulic  pressure.| 

665.  In  interpreting  the  results  of  tests  of  bearing  power,  the 
fact  should  not  be  overlooked  that  a  small  area  will  bear  a  larger 
load  per  unit  of  area  for  a  short  time  than  a  larger  area  perpetually; 
and  hence,  the  area  tested  should  be  as  large  as  practicable  and  the 
test  should  continue  as  long  as  possible. 

656.  Bearing  Power  of  Soils.  It  is  scarcely  necessary  to  say 
that  soils  vary  greatly  in  their  bearing  power,  ranging  as  they  do 
from  the  condition  of,  hardest  rock,  through  all  intermediate  stages, 
to  a  soft  or  semi-liquid  condition,  as  mud,  silt,  or  marsh.  The  best 
method  of  determining  the  load  which  a  specific  soil  will  bear  is  by 

*  W.  J.  McAlpine,  the  engineer  in  charge,  in  Trans.  Am.  Soc.  C.  E.,  vol.  ii,  p.  287. 
tTran«5.  Am.  Soc.  (\  F.,  vol.  ii,  p.  33. 
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direct  experiment  (§654-55);  but  good  judgment  and  experience, 
aided  by  a  careful  study  of  the  nature  of  the  soil — its  compactness 
and  the  amount  of  water  contained  in  it — will  enable  one  to  determine, 
with  reasonable  accuracy,  its  probable  supporting  power.  The 
following  data  are  given  to  assist  in  forming  an  estimate  of  the  load 
which  may  safely  be  imposed  upon  different  soils. 

667.  Rock.  The  ultimate  crushing  strength  of  stone,  as  deter- 
mined, by  crushing  small  cubesy  ranges  from  150  tons  per  square 
foot  for  the  softest  stone— such  as  are  easily  worn  by  running  water 
or  exposure  to  the  weather — to  2,000  tons  per  square  foot  for  the 
hardest  stones  (see  Table  2,  page  11).  The  crushing  strength  of 
slabs,  i.e.,  of  prisms  of  a  less  height  than  width,  increases  as  the 
height  decreases.  A  prism  one  half  as  high  as  wide  is  about  twice  as 
strong  as  a  cube  of  the  same  material.  If  a  slab  be  conceived  as 
being  made  up  of  a  number  of  cubes  placed  side  by  side,  it  is  easy 
to  see  why  the  slab  is  stronger  than  a  cube.  The  exterior  cubes 
prevent  the  detachment  of  the  disk-like  pieces  (Fig.  1,  page  10) 
from  the  sides  of  the  interior  cubes;  and  hence  the  latter  are,  greatly 
strengthened,  which  materially  increases  the  strength  of  the  slab. 
In  testing  cubes  and  slabs  the  pressure  is  applied  uniformly  over  the 
entire  upper  surface  of  the  test  specimen;  and,  reasoning  from 
analogy,  it  seems  probable  that  when  the  pressure  is  applied  to  only 
a  small  pgtrt  of  the  surface,  as  in  the  case  of  foundations  on  rock,  the 
strength  will  be  much  greater  than  that  of  cubes  of  the  same  material. 

Table  58  contains  the  results  of  experiments  made  by  the 
author,  and  shows  conclusively  that  a  unit  of  material  has  a  much 
greater  power  of  resistance  when  it  forms  a  portion  of  a  larger  mass 
than  when  isolated  in  the  manner  customary  in  making  experiments 
on  crushing  strength. 

The  ordinary  "crushing  strength'^  given  in  next  to  the  last 
column  of  Table  58  was  obtained  by  crushing  cubes  of  the  identical 
materials  employed  in  the  other  experiments.  The  concentrated 
pressure  was  applied  by  means  of  a  hardened  steel  die  thirty-eight 
sixty-fourths  of  an  inch  in  diameter  (area  =  0.277  sq.  in.).  All  the 
tests  were  made  between  self-adjusting  parallel  plates.  No  cushions 
were  used  in  either  series  of  experiments;  that  is,  the  pressed  sur- 
faces were  the  same  in  both  series.  However,  the  block  of  limestone 
7  inches  thick  (Experiments  No.  8  and  13)  is  an  exception  in  this 
respect.  This  block  had  been  sawed  out  and  was  slightly  hollow,  and 
it  was  thought  not  to  be  worth  while  to  dress  it  down  to  a  plane.  As 
predicted  before  making  the  test,  the  block  split  each  time  in  the 
direction  of  the  hollow.  If  the  bed  had  been  flat,  the  block  would 
doubtless  have  shown  a  greater  strength.  The  concentrated  pressure 
was  generally  applied  near  the  corner  of  a  large  block,  and  the 
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distance  from  the  center  of  the  die  to  the  edge  of  the  block  as  given 
in  the  table  is  to  the  nearest  etip;e.  Frequently  the  block  had  a 
ragged  edge,  !iml  therefore  these  distunces  are  only  approximate. 
The  quantity  in  the  last  column — "Ratio" — is  the  unit  crushing 

TABLE  58. 

Compressive  Strength  whem  the  Pressure  Is  Applied  on 

o\Ly  A  Part  of  the  Upper  Surface. 


Lime  Mortar 
Marble 

Brick    .,'.'.'.'. 
LimeBtone  . . 

Sandstone ,  . . 
Limestone  . . 

Sandstone. . . 
Limestone  . . 


f3£ 


3  610 

18  050 
3G  100 
II  801 
3104S 
51  600 
75  361 
64  077 

51  8001 
56  204 

75  810 


SS&£ 


10  600 
10  100 

2  654 

3  453 


16.0 

22.0 
24.0 


Clay,  which  for  years  has  safely  carried,  without  appreciable  settlement, 
buildings  concentrating  1}  to  2  tons  per  square  foot  (20  to  28  pounds 
per  square  inch),  when  tested  in  the  form  of  cubes  was  crushed  with 
4  to  8  pounds  per  square  inch.     In  this  case  the  average  "ratio"  is  4.3. 


load  for  concentrated  pressures  divided  by  the  unit  crushing  load  for 
uniform  pressure. 

The  experiments  are  tabulated  in  an  order  intended  to  show  that 
the  strength  under  concentrated  pressure  varies  (1)  with  the  thick- 
ness of  the  block  and  (2}  with  the  distance  between  the  die  and  the 
edge  of  the  material  being  tested.  It  is  clear  that  the  strength 
increases  very  rapidly  with  both  the  thickness  and  the  distance  from 
the  edge  to  the  point  where  the  pressure  is  applied.     Therefore  we 
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coiicliKle  that  the  compressive  strength  of  cubes  of  a  stone  gives  little 
or  no  idea  of  the  ultimate  resistance  of  the  same  material  when  in 
thick  and  extensive  lavers  in  its  native  bed. 

658.  The  safe  bearing  power  of  rock  is  certainly  not  less  than 
one  tenth  of  the  ultimate  crushing  strength  of  cubes;  that  is  to  say^ 
the  safe  bearing  power  of  solid  rock  is  not  less  than  18  tons  per  84. 
ft.  for  the  softest  rock  and  180  for  the  strongest.  It  is  safe  to  say 
that  almost  any  rock,  from  the  hardness  of  granite  to  that  of  a  soft 
crumbling  stone  easily  worn  by  exposure  to  the  weather  or  to  run- 
ning v/ater,  when  well  bedded  will  bear  the  heaviest  lo^d  that  can 
he  brought  upon  it  by  any  masonry  construction. 

It  scarcely  ever  occurs  in  practice  that  rock  is  loaded  with  the 
full  amount  of  weight  which  it  is  capable  of  sustaining,  as  the  extent 
of  base  necessary  for  the  stability  of  the  structure  is  generally  suffi- 
cient to  prevent  any  undue  pressure  coming  on  the  rock  beneath. 

659.  Corthell  cites  *  five  examples  of  structures  that  have  stood 
without  settlement  in  which  the  pressure  on  ''hard  pan"  ranged 
from  3.0  to  12.0  tons  per  sq.  ft.,  the  average  being  8.7  tons. 

660.  Clay.  The  clay  soils  vary  from  slate  or  shale,  which  will 
support  any  load  that  can  come  upon  it,  to  a  soft,  wet  clay  which 
will  squeeze  out  in  every  direction  when  a  moderately  heavy  pressure 
is  brought  upon  it.  Foundations  on  clay  should  be  laid  at  such 
depths  as  to  be  unaffected  by  the  weather;  since  clay,  at  even  con- 
siderable depths,  will  gain  and  lose  considerable  water  as  the  seasons 
change.  The  bearing  power  of  clayey  soils  can  be  very  much  im- 
proved by  drainage  (§  671),  or  by  preventing  the  penetration  of 
water.  If  the  foundation  is  laid  upon  undrained  clay,  care  must  be 
taken  that  excavations  made  in  the  immediate  vicinity  do  not  allow 
the  clay  under  pressure  to  escape  by  oozing  away  from  under  the 
building.  When  the  clay  occurs  in  strata  not  horizontal,  great  care 
is  necessary  to  prevent  this  flow  of  the  soil.  When  coarse  sand  or 
gravel  is  mixed  with  the  clay,  its  supporting  power  is  greatly  in- 
creased, being  greater  in  proportion  as  the  quantity  of  these  materials 
is  greater.  When  they  are  present  to  such  an  extent  that  the  clay 
is  just  sufficient  to  bind  them  together,  the  combination  will  bear 
nearly  as  heavy  loads  as  the  softer  rocks. 

661.  The  following  data  on  the  bearing  power  of  clay  will  be  of 
assistance  in  deciding  upon  the  load  that  may  safely  be  imposed 
upon  any  particular  clayey  soil. 

Experiments  made  on  the  clay  under  the  piers  of  the  bridge 
across  the  Missouri  River  at  Bismarck,  with  surfaces  IJ  inches  square, 
gave  an  average  ultimate  bearing  power  of  15  tons  per  sq.  ft.  Clay 
in  thick  compact  beds,  without  any  admixture  of  loam  or  vegetable 

*  E.  L.  Corthell's  Allowable  PresHures  on  Deep  Foundations,  p.  7. 
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matter,  has  carried  10  tons  per  sq.  ft.  without  appreciable  settlement. 
In  the  case  of  the  Congressional  Librarj"  (5  654),  the  ultimate  sup- 
porting power  of  *' yellow  clay  mixed  \inth  sand"  was  13^  tons  per 
sq.  ft. :  and  the  safe  load  was  assumed  to  be  2 J  tons  per  sq.  ft. 

The  stiflFer  varieties  of  clay,  when  kept  drj*^,  will  safely  bear  from 
4  to  6  tons  per  sq.  ft.;  but  the  same  clay,  if  allowed  to  become 
saturated  with  water,  can  not  be  trusted  to  bear  more  than  2  tons 
per  sq.  ft.  From  the  experiments  made  in  connection  with  the  con- 
struction of  the  capitol  at  Albany,  N.  Y.,  as  described  in  §  654,  the 
conclasion  was  drawn  that  the  extreme  supporting  power  of  that  soil 
was  less  than  6  tons  per  sq.  ft.,  and  that  the  load  which  might  be 
safely  imposed  upon  it  was  2  tons  per  sq.  ft.  "The  soil  was  blue 
clay  containing  from  60  to  90  per  cent  of  alumina,  the  remainder 
being  fine  siliceous  sand.  The  soil  contains  from  27  to  43,  usually 
about  40,  per  cent  of  water;  and  various  samples  of  it  weighed  from 
81  to  101  lb.  per  cu.  ft.'' 

At  Chicago  it  was  formerly  the  custom  to  found  upon  the  clay, 
and  the  load  ordinarily  put  on  a  thin  layer  of  clay  (hard  above  and 
soft  below,  resting  on  a  thick  stratum  of  quicksand)  was  1^  to  2  tons 
per  sq.  ft.;  and  the  settlement,  which  usually  reached  a  maximum 
in  a  year,  was  about  2  to  2  J  inches  per  ton  of  load.  Experience  in 
central  Illinois  shows  that,  if  the  foundation  is  carried  down  below 
the  action  of  frost,  the  clay  subsoil  will  bear  1^  to  2  tons  per  sq.  ft. 
without  appreciable  settling. 

Corthell  cites*  sixteen  examples  of  structures  that  have  stood 
without  material  settlement  in  which  the  pressure  on  clay  ranged 
from  2.0  fo  8.0  tons  per  sq.  ft.,  the  mean  being  5.2  tons;  and  gives 
five  other  examples  in  which  there  was  notable  settlement  with 
pressures  on  *'  hard  cla}'  '•'  between  4.5  and  5.6  tons  per  sq.  ft.  with 
an  average  of  5.08.  For  corresponding  data  for  "hard  pan"  see 
§  659. 

662.  The  stiff  blue  clay  of  London  seems  not  to  be  able  to  support 
more  than  5  tons  per  sq.  ft.,  for  three  bridges  across  the  Thames — 
the  old  Westminster,  the  Blackfriars,  and  the  "new''  London  (built 
in  1831) — each  gave  a  pressure  of  about  5  tons  per  sq.  ft.  upon  the 
clay  and  each  settled  badly. 

663.  Sand.  The  sandy  soils  vary  from  coarse  gravel  to  fine  sand. 
The  former  when  of  sufficient  thickness  forms  one  of  the  firmest  and 
best  foundations;  and  the  latter  when  saturated  with  water  is 
practically  a  liquid.  Sand  when  dry,  or  wet  sand  when  prevented 
from  spreading  laterally,  forms  one  of  the  best  beds  for  a  foundation. 
Porous,  sandy  soils  are,  as  a  rule,  unaflFected  by  stagnant  water,  but 
are  easily  removed  by  running  water;  in  the  former  case  they  present 

*  Allowable  Prejssures  on  Deep  Foundations,  p.  7. 
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no  difficulty,  but  in  the  latter  tbey  require  extreme  care  at  the  hands 
of  the  constructor,  as  will  1x5  considered  later. 

664.  Compact  gravel  or  clean  sand,  in  beds  of  considerable 
thickness,  protected  from  being  carried  away  by  water,  may  be 
loaded  with  8  to  10  tons  per  sq.  ft.  with  safety.  In  an  experi- 
ment in  France,  clean  river-sand  compacted  in  a  trench  sup- 
ported 100  tons  per  sq.  ft.  Fine  sand  well  cemented  with  clay 
and  compacted,  if  protected  from  water,  will  safely  carr\'  4  to  6 
tons  per  sq.  ft. 

The  piers  of  the  Cincinnati  Suspension  Bridge  are  founded  on  a 
bed  of  coarse  gravel  12  feet  below  low-water,  although  solid  lime- 
stone was  only  12  feet  deeper;  if  the  friction  on  the  sides  of  the  pier* 
be  disregarded,  the  maximum  pressure  on  the  gravel  is  4  tons  per 
sq.  ft.  The  New  York  pier  of  the  Brooklyn  Suspension  Bridge  is 
founded  44  feet  below  the  bed  of  the  river,  upon  a  layer  of  sand  2 
feet  thick  resting  upon  bed-rock,  the  maximum  pressure  l)eing  alx)ut 
GJ  tons  per  sq.  ft. 

At  Chicago  sand  and  gravel  about  15  feet  below  the  surface  are 
successfully  loaded  with  2  to  2i  tons  per  sq.  ft.  At  Berlin  the  safe 
load  for  sandy  soil  is  generally  taken  at  2  to  2h  tons  per  sq.  ft.  The 
Washington  Monument,  Washington,  D.  C,  rests  upon  a  bed  of  reri/ 
fine  sand  two  feet  thick  underlying  a  bed  of  gravel  and  bowlders, 
the  ordinary  pressure  on  certain  parts  of  the  foundation  being  not 
far  from  11  tons  per  sq.  ft.,  which  the  w^ind  may  increase  to  nearly 
14  tons  per  sq.  ft. 

Corthell  cites  f  ten  examples  of  structures  that  give  pressures  on 
fine  sand  ranging  from  2.25  to  5.8  tons  per  sq.  ft.,  the  average  being 
4.5  tons;  thirty-three  examples  of  pressures  on  coarse  sand  and 
gravel  ranging  from  2.40  to  7.75  tons  with  an  average  of  5.1  tons; 
and  ten  examples  on  sand  and  clay  from  2.5  to  8.5  tons  per  sq.  ft., 
the  average  being  4.9  tons — all  without  settlement.  The  same  author 
gives  three  examples  in  which  pressures  of  1.8  to  7.0  tons  per  sq.  ft. 
(av(»rag(»  5.2)  on  fine  sand  gave  notable  settlement;  and  three  ex- 
a.nples  where  pressures  of  l.()  to  7.4  tons  per  sq.  ft.  (average  3.3)  on 
sand  and  clay  gave  undesirable.*  settlement. 

666.  Semi-Liquid  Soils.  With  a  semi-liquid  soil,  as  mud,  silt, 
or  quicksand,  it  is  customary  (1)  to  remove  it  entirely,  or  (2)  to 
sink  piles,  tubes,  or  caissons  through  it  to  a  solid  substratum,  or 
*{'{)  to  consolidate  tiie  soil  by  adding  earth,  sand,  stone,  etc.  The 
method  of  performing  these  operations  will  be  described  lat^r.  Soils 
of  a  soft  or  semi-liquid  ciiaracter  should  never  be  relied  upon  for  a 
foundation  when  anything  better  can  be  obtained;    but  a  heavy 

*  For  the  amount  of  sucli  friction,  s(50  §  853-54  and  |  887. 
t  Allowable  Pressures  on  Deep  Foundations,  p.  7. 
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superstructure  may  be  supported  by  the  upward  pressure  of  a  semi- 
liquid  soil,  in  the  same  way  that  water  bears  up  a  floating  body. 

According  to  Rankine,*  a  building  will  be  supported  when  the 

pressure  at  its  base  isw  h  ( -, )    per    unit  of    area,    in   which 

\1  —  sm  a  J 

expression  w  is  the  weight  of  a  unit  volume  of  the  soil,  h  is  the  depth 
of  immersion,  and  a  is  the  angle  of  repose  of  the  soil.  If  «  =  5°, 
then  according  to  the  preceding  relation  the  supporting  power  of 
the  soil  is  1.4  w  h  per  unit  of  area;  if  a  =  10°,  it  is  2.0  w  h;  and 
if  «  =  15°,  it  is  2.9  w  h.  The  weight  of  soils  of  this  class,  i.e.,  mud, 
silt,  and  quicksand,  varies  from  100  to  130  lb.  per  cu.  ft.  Rankine 
gives  this  formula  as  being  applicable  to  any  soil;  but  since  it  takes 
no  account  of  cohesion,  for  most  soils  it  is  only  roughly  approximate, 
and  gives  results  too  small.  The  following  experiment  seems  to 
show  that  the  error  is  considerable.  '*A  10-foot  square  base  of 
concrete  resting  on  mud,  whose  angle  of  repose  was  5  to  1  [a  =  11J°], 
bore  700  lb.  per  sq.  ft."t  This  is  2^  times  the  result  by  the  above 
formula,  using  the  maximum  value  of  w. 

Large  buildings  have  been  securely  founded  on  quicksand  by 
making  the  base  of  the  immersed  part  as  large  and  at  the  same  time 
as  light  as  possible.  Timber  in  successive  layers  (§  705)  is  generally 
used  in  such  cases.  This  class  of  foundations  is  frequently  required 
in  constructing  sewers  in  water-bearing  sands,  and  though  apparently 
presenting  no  difficulties,  such  foundations  often  demand  great  skill 
and  ability. 

666.  It  is  difficult  to  give  results  of  the  safe  bearing  power  of 
soils  of  this  ckiss.  A  considerable  part  of  the  supporting  power  is 
derived  from  the  friction  on  the  vertical  sides  of  the  foundation,  and 
hence  the  bearing  power  depends  to  a  considerable  degree  upon  the 
area  of  the  side  surface  in  contact  with  the  soil;  and  with  this  class 
of  soils  it  is  particularly  important  that  the  area  tested  should  be  as 
large  as  possible.  Furthermore,  it  is  difficult  to  determine  the 
exact  supporting  power  of  a  plastic  soil,  since  a  considerable  settle- 
ment is  certain  to  take  place  with  the  lapse  of  time. 

Some  careful  and  extensive  experiments  on  the  alluvial  soil  of 
Calcutta  showed  that  loads  not  exceeding  2,700  lb.  per  sq.  ft.  caused 
no  greater  settlement  than  0.19  to  0.31  inch.t 

Corthellf  gives  seven  examples  of  structures  founded  on  alluvium 
and  silt  in  which  the  pressure  ranged  from  1.5  to  6.2  tons  per  sq.  ft., 

♦  See  Rankinc's  Civil  Engineering,  p.  379. 

t  Proe.  Inst,  of  C.  E.,  vol.  xviii,  p.  493. 

%  Engineering  (London),  vol.  xx,  p.  103;  also  Engineering  News,  vol.  xxi,  p.  116. 

^  Allowable  Pressures  on  Deep  Foundations,  p.  7. 
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the  average  being  2.9  tons,  in  which  there  was  no  settlement:  and 
two  examples  in  which  there  was  notable  settlement  under  pressures 
varying  from  1.60  to  7.60  tons  per  sq.  ft.  The  experience  at  Xev.- 
Orleans  with  alluvial  soil  and  a  few  experiments*  that  have  been 
made  on  quicksand  seem  to  indicate  that  with  a  load  of  ^  to  1  ton 
per  square  foot  the  settlement  will  not  be  excessive. 

667.  Summary.     Gathering  together  the  results  of  the  precedia : 
discussion,  we  have  Table  59. 


TABLE  59. 
Safe  Bearing  Power  of  Soils. 


Kind  or  Material. 

Safe  Bearing  Power 
IN  Tons  per  Sq.  Ft. 

Biin. 

Max. 

Rock — the  hardest — in  thick  layers,  in  native  bed  (§657-59) . 
"     eoiial  to  be8t-  ftghla**  r"a«"nry  (S  fi57— •'iO)     ...    

200 
25 
15 
5 
6 
4 
1 
8 
4 
2 
0.5 

30 

"         «            "    brick         '*                "        

20 

"         "      "  poor    *'            "                 *'        

10 

Clav.  in  thick  beds,  always  dry  (t$  660-62) 

8 

"      "     "         "     moderately  dry  (^  660-62) 

6 

"    soft  (S  660-62) 

2 

Gravel  ana  coarse  sand,  well  cemented  (§  663-64) 

Sand,  dry,  compact  and  well  cemented,            **         

"      clean,  dry    "         

Quicksand,  alluvial  soils,  etc.  (^  665-66) 

10 
6 
4 
1 

668.  Oonclusion.  It  is  well  to  notice  that  there  are  some  practical 
considerations  that  modify  the  pressure  which  may  safely  be  put 
upon  a  soil.  For  example,  the  pressure  on  the  foundation  of  a  tall 
chimney  should  be  considerably  less  than  that  of  the  low  massive 
foundation  of  a  fire-proof  vault.  In  the  former  case  a  slight  in- 
equality of  bearing  power,  and  consequent  unequal  settling,  might 
endanger  the  stability  of  the  structure;  while  in  the  latter  no  serious 
harm  would  result.  The  pressure  per  unit  of  area  should  be  less  for 
a  light  structure  subject  to  the  passage  of  heavy  loads — as,  for 
example,  a  railroad  viaduct — than  for  a  heavy  structure  subject 
only  to  a  quiescent  load,  since  the  shock  and  jar  of  the  moving  load 
are  far  more  serious  than  the  heavier  quiescent  load. 

The  determination  of  the  safe  bearing  power  of  soils,  particularly 
when  dealing  with  those  of  a  semi-liquid  character,  is  not  the  only 
question  that  must  receive  careful  attention.     In  the  foundations 

*  Trans.  Am.  Soc.  of  C  E.,  vol.  xiv,  p.  182;    Engineering,  vol.  xx,  p.  103;  Proc. 
Inst,  of  C.  E.,  vol.  xvn,  p.  443;    Cleeman's  Railroad  Practice,  p.  103-4. 
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for  buildings,  it  may  be  necessary  to  provide  a  safeguard  against  the 
soil's  escaping  by  being  pressed  out  laterally  into  excavations  in  the 
vicinity.  For  example,  in  Chicago  some  of  the  largest  and  finest 
buildings  have  settled  owing  to  the  flow  of  the  plastic  clay  into 
foundations  opened  across  the  street.  In  New  York  City  one  of  the 
largest  buildings  settled  because  of  the  pumping  of  fine  sand  from  an 
artesian  well  on  the  site  in  getting  water  for  the  boilers  of  the  build- 
ing. A  still  more  remarkable  case  occurred  in  London  where  700 
feet  of  the  walls  of  the  East  India  Dock  settled  in  consequence  of 
the  sinking  of  a  foundation  at  the  Midland  Dock  1,500  feet  away,  and 
the  source  of  the  trouble  was  not  discovered  until  a  **sand  blow" 
at  the  latter  place  revealed  the  connection. 

In  the  foundations  for  bridge  abutments,  it  may  be  necessary  to 
consider  what  the  effect  will  be  if  the  soil  around  the  abutment 
becomes  thoroughly  saturated  with  water,  as  it  may  during  a  flood; 
or  what  the  effect  will  be  if  the  soil  is  deprived  of  its  lateral  support 
by  the  washing  away  of  the  soil  adjacent  to  the  abutment.  The 
provision  to  prevent  the  wash  and  undermining  action  of  the  stream 
is  often  a  very  considerable  part  of  the  cost  of  the  structure.  The 
prevention  of  either  of  these  liabilities  is  a  problem  by  itself,  to  the 
solution  of  which  any  general  discussion  will  contribute  but  little. 

669.  Improving  the  Bearing  Power  of  tbe  Soil.  When 
the  soil  directly  under  a  proposed  structure  is  incapable,  in  its  normal 
state,  of  sustaining  the  load  that  will  be  brought  upon  it,  the  bearing 
power  may  be  increased  (1)  by  increasing  the  depth  of  the  founda- 
tion, (2)  by  draining  the  site,  (3)  by  compacting  the  soil,  or  (4)  by 
adding  a  layer  of  sand. 

670.  Increasing  the  Depth.  The  simplest  method  of  increasing 
the  bearing  power  is  to  dig  deeper.  Ordinary  soils  will  bear  more 
weight  the  greater  the  depth  reached,  owing  to  their  becoming  more 
condensed  from  the  superincumbent  weight.  Depth  is  especially 
important  with  clay,  since  it  is  then  less  liable  to  be  displaced  laterally 
owing  to  other  excavations  in  the  immediate  vicinity,  and  also 
because  at  greater  depths  the  amount  of  moisture  in  it  will  not  vary 
so'  much.  However,  occasionally  the  soil  grows  more  moist  as  the 
depth  increases  beyond  a  moderate  distance,  in  which  case  increasing 
the  depth  is  undesirable.  For  example,  in  Chicago  the  clay  grows 
softer  after  a  depth  of  about  12  to  14  feet  below  the  sidewalk  is 
reached. 

In  any  soil,  the  bed  of  the  foundation  should  be  below  the  reach 
of  frost.  Even  a  foundation  on  bed-rock  should  be  below  the  frost 
line,  else  water  may  get  under  the  foundation  through  fissures,  and, 
freezing,  do  damage. 

671.  Drainage.     Another  simple  method  of  increasing  the  bearing 
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pfiwer  of  a  soil  is  to  drain  it.  The  water  may  find  its  way  to  the  bed 
of  the  foundation  down  the  side  of  the  wall,  or  by  percolation  through 
the  Sfiil,  or  through  a  seam  of  sand.  In  most  cases  the  bed  can  be 
sufficiently  drained  by  surrounding  the  building  with  a  tile  drain 
laid  a  little  l>elow  the  foundation. 

In  more  difficult  cases,  the  expedient  is  employed  of  covering  the 
site  with  a  layer  of  gravel — the  thickness  depending  upon  the  plas- 
ticity of  the  soil, — the  gravel  serving  the  double  purpose  of  distrib- 
uting the  concentrated  loads  of  the  footings  to  a  larger  area  of  the 
native  s^jil  and  of  improving  the  drainage  of  the  bed  of  the  founda- 
tion. In  extreme  cases,  it  is  necessarj-  to  inclose  the  entire  site  with 
a  puddle-wall  to  cut  off  drainage  water  from  a  higher  area. 

672.  Springs.  In  laying  foundations,  springs  are  often  met  with 
and  scmietimes  prove  verj^  troublesome.  The  water  may  sometimes 
\ye  excluded  from  the  foundation  pit  by  driving  sheet  piles,  or  by 
plugging  the  spring  with  concrete.  If  the  flow  is  so  strong  as  to  wash 
the  cement  out  Ixjfore  it  has  set,  a  heavy  canvas  covered  with  pitch, 
etc.,  upon  which  the  concrete  is  deposited,  is  sometimes  used;  or 
the  water  may  ]ye  carried  away  in  temporary  channels,  until  the  con- 
crete in* the  artificial  V^d  shall  have  set,  when  the  waterways  may 
l)e  filled  with  semi-fluid  cement  mortar.  Below  is  an  account  of  the 
method  of  stopping  a  ver^"  troublesome  spring  encountered  in  laying 
the  foundation  of  the  dry-dock  at  the  Brooklyn  Navy  Yard. 

"The  dock  is  a  })asin  composed  of  stone  masonry  resting  on 
piles.  The  foundation  is  42  feet  V^low  the  surface  of  the  ground 
and  .'i7  feet  below  mean  tide.  In  digging  the  pit  for  the  foundation, 
springs  of  fresh  water  were  discovered  near  the  bottom,  which 
proved  to  I>e  very  troublesome.  The  upward  pressure  of  the  water 
was  so  great  tis  to  raise  the  foundation,  however  heavily  it  was 
loaded.  The  first  indication  of  undermining  by  these  springs  was 
the  settling  of  the  piles  of  the  dock  near  by.  In  a  day  it  made  a 
cavity  in  which  a  pole  was  run  down  20  feet  below  the  foundation 
timbers.  Into  this  hole  were  thrown  150  cubic  feet  of  stone,  which 
settled  10  feet  during  the  night;  and  50  cubic  feet  more,  thrown  in 
the  following  day,  drove  the  spring  to  another  place,  where  it  burst 
through  a  l^ed  of  concrete  2  feet  thick.  This  new  cavity  was  filled 
witli  concrete,  but  the  precaution  was  taken  of  putting  in  a  tube  so 
as  to  permit  the  water  to  escape;  still  it  burst  through,  and  the 
operation  was  repeated  several  times,  until  it  finally  broke  out 
through  a  heavy  body  of  cement  14  feet  distant.  In  this  place  it 
undermined  the  foundation  piles.  These  were  then  driven  deeper 
by  means  of  followers;  and  a  space  of  1,000  square  feet  around  the 
spring  was  then  planked,  forming  a  floor  on  which  was  laid  a  layer  of 
brick  in  dry  cement,  and  on  that  a  layer  of  brick  set  in  mortar,  and 
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the  foundation  was  completed  over  all.  Several  vent-holes  were 
left  through  the  floor  and  the  foundation  for  the  escape  of  the  water. 
The  work  was  completed  in  1851,  and  has  stood  well  ever  since." 

673.  Consolidating  the  Soil.  The  bearing  power  of  a  soft  or  com- 
pressible soil  may  be  improved  in  any  one  of  several  ways,  viz.: 
(1)  by  adding  a  layer  of  sand,  (2)  by  driving  wood  piles,  (3)  by  using 
sand  piles,  or  (4)  by  the  compressol  system. 

674.  By  Adding  Sand.  The  simplest  method  of  improving  the 
be^-ring  power  of  a  compressible  soil  is  to  spread  sand  or  gravel  or 
broken  stone  over  the  bed  of  the  foundation,  and  pound  it  into  the 
soil,  thus  forming  a  comparatively  compact  stratum  upon  which  to 
found  the  structure.  This  method  is  not  very  effective,  since  at 
best  the  effect  of  the  blow  can  not  extend  very  deep,  while  the 
heavy  masses  of  the  masonry  make  themselves  felt  at  great  depths. 

A  more  efficient  way  is  to  make  an  excavation  a  little  larger  than 
the  proposed  structure  and  cover  the  bed  of  the  foundation  with  a 
layer  of  sand  or  gravel.  The  sand  should  be  deposited  in  successive 
layers,  each  of  which  should  be  thoroughly  tamped  before  laying 
the  next.  The  sand  should  be  moist,  so  it  will  pack  well.  Sand, 
when  used  in  this  way,  possesses  the  valuable  property  of  assuming 
a  new  position  of  equilibrium  and  stability  should  the  soil  on  which 
it  is  laid  yield  at  any  of  its  points;  and  not  only  does  this  take  place 
along  the  base  of  the  sand  bed,  but  also  along  its  edges  or  sides.  The 
bed  of  sand  must  l)e  thick  enough  to  distribute  the  pressure  on  its 
upper  surface  over  the  entire  base  of  the  trench.  Some  authors 
attempt  to  determine  the  proper  thickness  of  the  layer  by  assuming 
that  the  pressure  is  uniformly  distributed  over  an  area  bounded  by 
planes  extending  downward  from  the  lower  edges  of  the  wall  at  the 
natural  angle  of  repose  of  the  material  used  for  filling;  but  the 
results  of  such  computations  are  worthless,  since  the  validity  of  this 
assumption  is  open  to  serious  objections.  The  thickness  to  be 
employed  is  entirely  a  matter  of  judgment,  or  of  experiment  in  each 
particular  case. 

The  following  example,  cited  by  Trautwine,  is  interesting  as 
showing  the  surprising  effect  of  even  a  thin  layer  of  sand  or  gravel : 
"  Some  portions  of  the  circular  brick  aqueduct  for  supplying  Boston 
with  water  gave  a  great  deal  of  trouble  when  its  trenches  passed 
through  running  quicksands  and  other  treacherous  soils.  Concrete 
was  tried,  but  the  wet  quicksand  mixed  itself  with  it  and  killed  it. 
Wooden  cradles,  etc.,  also  failed;  and  the  difficulty  was  overcome 
by  simply  depositing  in  the  trenches  about  two  feet  in  depth  of 
strong  gravel." 

676.  By  Driving  Wood  Piles.  If  the  soil  is  very  soft,  it  can  be 
consolidated  to  a  considerable  depth  by  driving  wood  piles,  for  which 
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purpose  many  small  ones  are  preferable  to  fewer  hut  larger  ones.  It 
is  customarj'  to  employ  piles  alx)ut  0  feet  long  and  al)out  6  inches  in 
diameter,  since  this  size  can  lx»  driven  with  a  hand  maul  or  by  drop- 
ping a  heavy  block  of  wood  with  a  tackle  attached  to  any  simple 
frame,  or  by  a  hand  pile-driver  (§  751).  They  may  be  driven  as 
close  together  as  necessar}',  although  2  to  4  feet  in  the  clear  is  usually 
sufficient. 

In  this  connection  it  is  necessary  to  remember  that  clay  is  com- 
pressible, while  sand  is  not,  and  that  hence  this  method  of  consolidat- 
ing soils  is  not  applicable  to  sand,  and  is  not  very  efficient  in  soils 
largely  composed  of  it. 

676.  When  the  piles  are  driven  primarily  to  compact  the  soil, 
it  is  customary  to  load  them  and  also  the  soil  between  them,  either 
by  cutting  the  piles  ofT  near  the  surface  and  laying  a  tight  platform 
of  timber  on  top  of  them  (see  §  721),  or  by  depositing  a  bed  of  con- 
crete between  and  over  the  heads  of  the  piles  (see  §  720). 

If  the  soil  is  verj'  soft  or  composed  largel}'  of  sand,  this  method 
is  inefifective;  in  which  case  long  piles  are  driven  as  close  together 
as  is  necessar>%  the  supporting  power  being  derived  either  from  the 
resting  of  the  piles  upon  a  harder  substratum  or  from  the  buoyancy 
due  to  immersion  in  the  semi-liquid  soil.  This  method  of  securing  a 
foundation  by  driving  long  piles  is  ver}'  expensive,  and  is  seldom 
resorted  to  for  buildings,  since  it  is  generally  more  economical  to 
increase  the  area  of  the  foundation. 

677.  By  Usimj  Sand  Piles.  Experiments  show  that  in  compact- 
ing the  soil  by  driving  wood  piles,  it  is  better  to  withdraw  them  and 
immediately  fill  the  holes  with  sand,  than  to  allow  the  wooden  piles 
to  remain.  This  advantage  is  independent  of  the  question  of  the 
durability  of  the  wood.  When  the  wooden  pile  is  driven,  it  com- 
presses the  soil  an  amount  nearly  or  quite  equal  to  the  volume  of 
the  pile,  and  when  the  latter  is  withdrawn  this  consolidation  remains, 
at  least  temporarily.  If  the  hole  is  immediately  filled  with  sand  this 
compression  is  retained  permanently,  and  the  consolidation  may  be 
still  further  increased  by  ramming  in  the  sand  in  thin  layers,  owing 
to  the  ability  of  tiie  latter  to  transmit  pressure  laterally.  And 
further,  the  sand  pile  will  support  a  greater  load  than  the  wooden 
pile;  for,  since  the  sand  acts  like  innumerable  small  arches  reaching 
from  one  side  of  the  hole  to  the  other,  more  of  the  load  is  transmitted 
to  the  soil  on  the  sides  of  the  hole.  To  secure  the  best  results,  the 
sand  should  i)e  fine,  sharp,  clean,  and  of  uniform  size. 

678.  By  the  Compressol  System.  This  method  consists  in  form- 
hv^  a  hole  in  compressible  soil  by  dropping  a  heavy  conical  iron 
wei<iht,  or  "perforator,"  from  a  considerable  height,  and  then  filling 
the  hole  with  concrete  upon  which  is  to  rest  a  column  or  beam  which 
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carries  the  superstructure;  This  is  a  comparatively  new  method  of 
founding  which  has  been  employed  to  a  considerable  extent  in  Europe 
in  the  last  few  years.  The  perforator  usually  has  a  base  of  2^  to  3 
feet,  and  weighs  about  2  tons;  and  frequently  has  a  fall  of  20  to  30 
feet.  Holes  have  been  sunk  50  feet  deep  by  this  process.  The 
perforator  compresses  the  soil  laterally,  and  thereby  greatly  increases 
its  water-tightness;  and  by  dropping  a  little  lime  or  clay  into  the 
hole  before  each  fall  of  the  perforator,  it  is  usually  possible  to  make 
jthe  hole  absolutely  water-tight,  since  the  lime  or  clay  is  plastered 
yand  compacted  on  the  sides  of  the  hole.  Sometimes  bowlders  are 
rammed  into  the  soil  at  the  bottom  of  the  hole,  by  dropping  a  pear- 
shaped  weight  upon  them,  thus  stifl  further  consolidating  the  soil. 
Finally  the  hole  is  filled  with  concrete,  the  thorough  tamping  of 
which  enlarges  the  hole  and  still  further  consolidates  the  soil,  the 
amount  of  concrete  put  into  the  hole  frequently  being  three  or  four 
times  the  original  volume  of  the  hole. 

This  method  of  founding  has  a  number  of  marked  advantages. 
1.  No  excavations  are  required,  and  therefore  there  is  no  danger  of 
disturbing  the  equilibrium  of  the  soil.  2.  It  eliminates  all  danger 
to  men  working  below  the  surface  of  the  ground.  3.  It  is  compara- 
tively cheap,  since  all  the  operations  are  performed  by  machinery. 
4.  It  is  quite  rapid,  since  a  hole  from  25  to  30  feet  deep  can  be  sunk 
and  filled  in  3  or  4  hours.  5.  It  is  possible  to  sink  a  hole  as  deep  and 
as  large  as  required  by  the  desired  bearing  power. 

Art.  2.     Designing  the  Foundation. 

679.  Load  to  be  Supported.  The  first  step  is  to  ascertain  the 
load  to  be  supported  by  the  foundation.  This  load  consists  of  three 
parts:  (1)  the  building  itself,  (2)  the  movable  loads  on  the  floors 
and  the  snow  on  the  roof,  and  (3)  the  part  of  the  load  that  may  be 
transferred  from  one  part  of  the  foundation  to  the  other  by  the  force 
of  the  wind. 

680.  Dead  Load.  The  weight  of  the  building  is  easily  ascer- 
tained by  calculating  the  cubical  contents  of  all  the  various  materials 
in  the  structure.  If  the  weight  is  not  equally  distributed,  care  must 
be  taken  to  ascertain  the  proportion  to  be  carried  by  each  part  of  the 
foundation.  For  example,  if  one  vertical  section  of  the  wall  is  to 
contain  a  numl^er  of  large  windows  while  another  will  consist  entirely 
of  solid  masonry,  it  is  evident  that  the  pressure  on  the  foundation 
under  the  first  section  will  be  less  than  that  under  the  second. 

In  this  connection  it  must  be  borne  in  mind  that  concentrated 
pressures  are  not  transmitted,  undiminished,  through  a  solid  mass 
in  the  line  of  application,  but  spread  out  in  successively  radiating 
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lines;  and  hence,  if  any  considerable  distance  intervenes  between 
the  foundation  and  the  point  of  application  of  this  concentrated  load, 
the  pressure  will  1x5  nearly  or  quite  uniformly  distributed  over  the 
entire  area  of  the  base.  The  exact  distribution  of  the  pressure  can 
not  be  computed. 

Table  60,  gives  the  weight  of  different  kinds  of  masonry. 

TABLE  60. 
Weight  of  Masonrt. 


Kind  of  Masoxbt. 


Brick-work,  pressed  brick,  thin  joints 

"         ordinary  quality •••••••••. 

"        soft  brick,  thick  joints 

Concrete,!  cement,  3  sand,  and  G  broken  stone    

Granite--6  per  cent  more  than  the  corresponding  limestone 

Limestone,  ashlar,  largest  blocks  and  tliinnest  joints  

"  "       12-  to  20-  inch  courses  and  j-  to  J-inch  joints. . . 

"  squared-stone 

"  rubble,  best 

"  "       rough 

Sandstone — 14  per  cent  less  than  the  corresponding  limestone 


Weight 

IN  LB. 
FEB  CU.  IT. 


145 
125 
100 
J40 

■  •  • 
160 
155 
150 
140 
135 


Ordinary  lathing  and  plastering  weighs  about  10  lb.  per  sq.  ft. 
The  weight  of  floors  is  approximately  10  lb.  per  sq.  ft.  for  dwellings; 
25  lb.  per  sq.  ft.  for  public  buildings;  and  40  or  50  lb.  per  sq.  ft.  for 
warehouses.  The  weight  of  the  roof  varies  with  the  kind  of  covering, 
the  span,  etc. ;  but  a  shingle  roof  may  be  taken  at  10  lb.  per  sq.  ft., 
and  a  roof  covered  with  slate  or  corrugated  iron  at  25  lb.  per  sq.  ft. 

681.  Live  Load.  The  movable  load  on  the  floor  depends  upon 
the  nature  of  the  building.  For  dwellings,  it  does  not  exceed  10  lb. 
per  sq.  ft.;  for  large  office  buildings,  it  is  usually  taken  at  30  lb.  per 
sq.  ft.,  but  is  seldom  if  ever  that  high;  *  for  churches,  theatres,  etc., 
the  maximum  load — a  crowd  of  people — may,  but  seldom  does,* 
reach  100  lb.  per  sq.  ft.;  for  stores,  warehouses,  factories,  etc.,  the 
load  will  be  from  100  to  400  lb.  per  sq.  ft.,  according  to  the  purposes 
for  which  they  are  used. 

682.  The  preceding  loads  are  the  ones  to  be  used  in  determining 
the  strength  of  the  floor,  and  not  in  designing  the  footings;  for  there 
is  no  probability  that  each  and  every  square  foot  of  floor  will  have 
its  maximum  load  at  the  same  time.  The  amount  of  moving  load 
to  1)0  consid(»rcd  as  reaching  the  footings  in  any  particular  case  is  a 
matter  of  judgment. 

*('.  H.  Blackall  in  Americtm  Architect ,  vol.  xU,  p.  129-31. 
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At  Chicago  in  designing  tall  steel-skeleton  office  buildings,  hotels, 
and  retail  stores,  it  is  the  practice  to  assume  that  nearly  all  of  the 
nftiximum  live  load  reaches  the  girders,  that  a  smaller  per  cent 
reaches  the  columns  of  the  upper  story  and  a  decreasing  amount  the 
columns  of  the  succeeding  stories  downward,  and  that  no  live  load 
reaches  the  footings.  In  wholesale  stores  and  warehouses  a  portion 
of  the  total  live  load  is  assumed  to  reach  the  footings,  the  exact 
amount  being  a  matter  of  judgment  and  varying  with  the  circum- 
stances. In  many  cities  the  building  law  specifies  the  proportion  of 
live  load  to  be  assumed  as  reaching  the  footing. 

On  a  compressible  soil  it  is  very  important  that  the  live  load 
assumed  as  reaching  the  footings  shall  be  neither  over-  nor  under- 
estimated. The  dead  load  can  be  estimated  with  sufficiont  accuracy, 
and  as  the  load  on  the  footings  under  the  walls  is  chiefly  dead  load, 
this  part  of  the  foundation  is  likely  to  receive  the  assumed  load.  But 
the  possible  maximum  on  the  footings  of  interior  columns  is  made  up 
largely  of  live  load,  and  if  the  live  load  reaching  these  footings  is 
taken  too  large,  the  footings  are  likely  to  be  made  too  great  and 
consequently  the  columns  will  not  settle  as  much  as  the  walls;  and 
on  the  other  hand,  if  the  live  load  reaching  the  column  footings  is 
taken  too  small,  the  columns  will  settle  more  than  the  walls.  Ex- 
perience in  Chicago — extended  both  in  time  and  in  number  of  build- 
ings— in  founding  upon  a  compressible  soil  shows  that  the  settle- 
ment of  the  columns  and  walls  of  eight-  and  ten-story  office  buildings, 
hotels,  retail  stores,  etc.,  are  almost  exactly  the  same  when  designed 
on  the  assumption  that  no  live  load  reaches  the  footings. 

In  the  larger  cities  the  building  laws  specify  the  proportion  of  the 
maximum  live  load  that  is  to  be  included  in  determining  the  area 
of  the  footings;  but  some  of  these  laws  entirely  ignore  the  principle 
of  the  preceding  paragraph.  Of  course,  on  a  non-compressible 
foundation  an  error  in  the  amount  of  live  load  assumed  to  reach  the 
footings  is  of  no  consequence;  but  no  soil  is  absolutely  non-com- 
pressible, and  hence  in  all  cases  except  when  the  foundation  is  on 
solid  rock,  the  above  principle  should  be  applied. 

683.  Attention  must  be  given  to  the  manner  in  which  the  weight 
of  the  roof  and  floors  is  transferred  to  the  walls.  For  example,  if  the 
floor  joists  of  a  warehouse  run  from  back  to  front,  it  is  evident  that 
the  back  and  front  walls  alone  will  cany  the  weight  of  the  floors  and 
of  the  goods  placed  upon  them,  and  this  will  make  the  pressure  upon 
the  foundation  under  them  considerably  greater  than  under  the  other 
walls.  Again,  if  a  stone-front  is  to  be  carried  on  an  arch  or  on  a 
girder  having  its  bearings  on  piers  at  each  side  of  the  building,  it  is 
manifest  that  the  weight  of  the  whole  superincumbent  structure, 
instead  of  being  distributed  equally  on  the  foundation  under  the 
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front,  will  be  concentrated  on  that  part  of  the  foundation  immediately 
under  the  piers. 

684.  Abba  Rbquibbd.  Having  determined  the  pressure  which 
may  safely  be  brought  upon  the  soil,  and  having  ascertained  the 
weight  of  each  part  of  the  structure,  the  area  required  for  the  founda- 
tion is  easily  determined  by  dividing  the  latter  by  the  former.  Then, 
having  found  the  area  of  foundation,  the  base  of  the  structure  must 
be  extended  by  footings  of  masonr>%  concrete,  timber,  etc.,  so  as  to 
(1)  cover  that  area  and  (2)  distribute  the  pressure  uniformly  over  it. 
The  two  items  will  be  considered  in  inverse  order. 

685.  Obmtbb  of  Pbbssubb  and  Obnteb  of  Base.  In  construct- 
ing a  foundation  the  object  is  not  so  much  to  secure  an  absolutely 
unyielding  base  as  to  secure  one  that  will  settle  as  little  as  possible, 
and  uniformly.  All  soils  will  yield  somewhat  under  the  pressure  of 
any  building,  and  even  masonry  itself  is  compressed  by  the  weight 
of  the  load  above  it.  The  pressure  per  square  foot  should,  therefore, 
be  the  same  for  all  parts  of  the  building,  and  particularly  of  the 
foundation,  so  that  the  settlement  may  be  uniform.  This  can  be 
secured  only  when  the  axis  of  the  load  (a  vertical  line  through  the 
center  of  gravity,  of  the  weight)  passes  through  the  center  of  the  area 
of  the  foundation.  If  the  axis  of  pressure  does  not  coincide  exactly 
with  the  axis  of  the  base,  the  ground  will  yield  most  on  the  side  which 
is  pressed  most;  and,  as  the  ground  yields,  the  base  assumes  an  in- 
clined position,  and  carries  the  lower  part  of  the  structure  with  it, 
thus  producing  unsightly  cracks,  if  nothing  more. 

The  coincidence  of  the  axis  of  pressure  with  the  axis  of  resistance 
is  of  the  greatest  importance.  The  principle  is  almost  self-evident, 
and  yet  the  neglect  to  observe  it  is  the  most  frequent  cause  of  failure 
in  the  foundations  of  buildings. 

Fig.  78  is  an  example  of  the  way  in  which  this  principle  is  violated. 

The  shaded  portion  represents  a 
heavily  loaded  exterior  wall,  and 
the  unshaded  portion  a  lightly 
loaded  interior  wall.  The  foun- 
dations of  the  two  walls  are 
rigidly  connected  at  their  inter- 
section. The  center  of  the  load 
is  under  the  shaded  section,  and 
the  center  of  the  resisting  area 
is  at  some  point  farther  to  the 
left ;  consequently  the  exterior  wall  is  caused  to  incline  outward, 
producing  cracks  at  or  near  the  corners  of  the  building.  The  two 
foundations  are  connected  in  the  belief  that  an  increase  of  the 
bearing  surface  is  of  advantage;  but  the  true  principle  is  that  the 
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coincidence  of  the  axis  of  pressure   with  the  axis  of  resistance  is 
of  more  importance. 

Fig.  79  is  another  illustration  of  the  same  principle.  The  foun- 
dation is  continuous  under  the  opening,  and 
hence  the  center  of  the  foundation  is  to  the 
left  of  the  center  of  pressure;  consequently 
the  wall  inclines  to  the  right,  producing  cracks, 
usually  over  the  opening. 

686.  One  conclusion  to  be  drawn  from  the 
above  examples  is  that  the  foundation  of  a 
wall  should  never  be  connected  with  that  of 
another  wall  either  much  heavier  or  much 
lighter  than  itself,  as  both  are  equally  objec- 
tionable. A  second  conclusion  is  that  the 
axis  of  the  load  should  strike  a  little  inside  of 
the  center  of  the  area  of  the  base,  to  make  sure 
that  it  will  not  be  outside.  Any  inward  in- 
clination of  the  wall  is  rendered  impossible  by  the  interior  walls  of  the 
building,  the  floorbeams,  etc.;  while  an  outward  inclination  can  be 
counteracted  only  by  the  bond  of  the  masonry  and  by  anchors.  A 
sUght  deviation  of  the  axis  of  the  load  outward  from  the  center  of  the 
base  has  a  marked  effect,  and  is  not  easily  counteracted  by  anchors. 
The  center  of  the  load  can  be  made  to  fall  inside  of  the  center  of 
foundation  by  extending  the  footings  outwards,  or  by  curtailing  the 
foundations  on  the  inside.  The  latter  finds  exemplification  in  the 
properly  constructed  foundation  of  a  wall  con- 
taining a  number  of  openings.  For  example, 
in  Fig.  80,  if  the  foundation  is  uniform  under 
the  entire  front,  the  center  of  pressure  must 
be  outside  of  the  center  of  the  base;  and  con- 
sequently the  two  side  walls  will  incline  out- 
ward, and  show  cracks  over  the  openings. 
If  the  width  of  the  foundation  under  the  open- 
ings be  decreased,  or  if  this  part  of  the  founda- 
tion be  omitted  entirely,  the  center  of  pressure 
will  fall  inside  of  the  center  of  base  and  the 
walls  will  tend  to  incline  inwards,  and  hence 
be  stable. 

The  two  conclusions  above  may  be  sum- 
marized in  the  following  important  principle: 
AtL  foundations  should  be  so  constructed  as  to 
compress  the  ground  slightly  coxcavk  upwards,  rather  than  convex 
upwards.  On  even  sligntl3  compressible  soils,  a  small  difference 
in  the  pressure  on  the  foundation  will  be  sufficient  to  cause  the  bed 
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to  become  convex  upwards.  At  Chicago,  in  buildings  founded 
upon  soft  clay  an  omission  of  1  to  2  per  cent  of  the  weight  (by  leaving 
openings)  usually  causes  sufficient  convexity  to  produce  unsightly 
cracks.  With  very  slight  differences  of  pressure  on  the  foundation, 
it  is  sufficient  to  tie  the  building  together  by  careful  bonding,  by 
hoop-iron  built  in  over  openings,  and  by  heavy  bars  built  in  where 
one  wall  joins  another. 

687.  Independent  Piers.  The  art  of  constructing  foundations 
on  a  compressible  soil  was  brought  to  a  high  degree  of  development 
by  the  architects  of  Chicago  between  1870  and  1890,  when  the 
principal  buildings  were  founded  upon  a  bed  of  soft  clay.  The 
special  feature  of  the  practice  in  that  city  is  what  is  called 
*'the  method  of  independent  piers"  ;  that  is,  each  tier  of  columns, 
each  pier,  each  wall,  etc.,  has  its  own  independent  foundation, 
the  area  of  which  is  proportioned  to  the  load  on  that  part.  The 
interior  walls  are  fastened  to  the  exterior  ones  by  anchors  which 
slide  in  slots. 

688.  The  opposite  extreme  is  to  rest  the  structure  upon  a  plat- 
form of  concrete,  timber,  or  steel  beams  so  strong  as  to  resist  local 
settlement.  This  method  is  not  usually  successful;  and  when  it  is 
successful,  it  is  exceedingly  expensive  and  usually  needlessly  ex- 
travagant. The  post-office  building  erected  in  Chicago  in  1875 
rested  upon  a  bed  of  concrete  3  feet  thick  over  the  entire  site;  but 
the  concrete  was  insufficient  to  resist  the  unequal  loading,  and  the 
building  settled  so  badly  and  so  unevenly  that  it  was  necessary  to 
demolish  it  after  it  had  stood  only  seventeen  years.  It  is  said  that 
some  noted  buildings  in  Europe  rest  upon  beds  of  concrete  8  or  10 
feet  thick. 

In  a  number  of  the  cities  of  the  United  States  are  monumental 
buildings  whose  exterior  walls  rest  upon  continuous  platforms  built 
of  heavy  longitudinal  and  transverse  steel  beams,  the  object  being 
to  prevent  even  small  cracks  in  the  masonry  by  unequal  settlement. 
In  most  (!ases,  it  is  not  expected  that  the  platform  will  prevent  all 
settlement,  or  even  any  unequal  settlement;  but  it  is  intended  that 
the  platform  shall  be  strong  enough  to  bridge  over  any  weak  spot 
in  the  foundation  and  make  the  slope  in  the  foundation  from  the 
point  of  greatest  settlement  to  the  point  of  least  settlement  so  gradual 
as  not  to  cause  cracks  in  the  stone  facing,  particularly  in  lintels  and 
sills. 

689.  Effect  of  the  Wind.  The  preceding  discussion  refers  to 
the  total  weight  that  is  to  come  upon  the  foundation.  The  pressure 
of  the  wind  against  towers,  tall  chimneys,  etc.,  transfers  the  point  of 
application  of  the  load  to  one  side  of  the  foundation,  and  may  affect 
the  stability  of  the  structure. 
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690.  Amount  of  Wind  Pressure.  The  maximum  horizontal  pres- 
sure of  the  wind  is  usually  taken  as  50  lb.  per  sq.  ft.  on  a  flat 
surface  perpendicular  to  the  wind,  and  on  a  cylinder  at  about  30 
lb.  per  sq.  ft.  of  the  projection  of  the  surface.  The  pressure  upon 
an  inclined  surface,  as  a  roof,  is  about   1    lb.    per 

sq.  ft.  per  degree  of  inclination  to  the  horizontal. 
For  example,  if  the  roof  has  an  inclination  of  30° 
with  the  horizontal,  the  pressure  of  the  wind  will 
be  about  30  lb.  per  sq.  ft. 

691.  Oyertuming  Effect.  The  method  of  com- 
puting the  position  of  the  center  of  the  pressure 
on  the  foundation  under  the  action  of  the  wind  is 
illustrated  in  Fig.  81,  in  which  ABED  represents  a 
vertical  section  of  the  tower;  a  is  a  point  horizontally 
opposite  the  center  of  the  surface  exposed  to  the 
pressure  of  the  wind  and  vertically  above  the  center 
of  gravity  of  the  tower;  C  is  the  position  of  the 
center  of  pressure  when  there  is  no  wind;  N  is  the  center  when  the 
wind  13  acting. 

For  convenience,  let 

P  =  the  maximum  pressure  on  the  foundation,  per  unit  of  area; 

p  =  the  pressure  of  the  ^^dnd  per  unit  of  area; 

^  =  the  total  pressure  of  the  wind  against  the  exposed  surface; 

W  =  the  weight  of  that  part  of  the  structure  above  the  section 
considered, — in  this  case,  AB; 

S  =  the  area  of  the  horizontal  cross  section: 

/  =  the  moment  of  inertia  of  this  section; 

I  =  the  distance  J  B; 

h  =  the  distance  a  C; 

d  =  the  distance  A'  C; 

M  =  the  moment  of  the  wind. 

When  there  is  no  horizontal  force  acting,  the  load  on  AB  is 
uniform;  but  when  there  is  a  horizontal  force  acting — as,  for  ex- 
ample, the  wind  blowing  from  the  right, — the  pressure  is  greatest 
near  A  and  decreases  towards  B.  To  find  the  law  of  the  variation 
of  this  pressure,  consider  the  tower  as  a  cantilever  beam.  The 
maximum  pressure  at  .4  will  l^e  that  due  to  the  weight  of  the  tower 
fHus  th^  compression  due  to  flexure;  and  the  pressure  at  B  will  be 
the  compression  due  to  the  weight  rninws  the  tension  due  to  flexure. 

W 

The  uniform  pressure  due  to  the  weight  is  -^'     The  stress  at  A    due 


to  flexure  is,  by  the  principles  of  the  resistance  of  materials, 
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Then  the  maximum  pressure  per  unit  of  area  at  il  is 

P^^  +  ^f 

S       21        •     •     • 


(1) 


and  the  minimum  pressure  at  B  is 


W     Ml 
^^  S       2/ 


(2) 


Equations  1  and  2  are  applicable  to  any  symmetrical  vertical 
section  and  to  any  horizontal  cross  section,  and  also  to  any  system 
of  horizontal  and  vertical  forces.  In  succeeding  chapters  they  will 
be 'employed  in  finding  the  unit  pressure  in  masonry  dams,  bridge 
piers,  arches,  etc. 

The  value  of  /  in  the  above  formulas  is  given  in  Fig.  82  for  the 
sections  occurring  most  frequently  in  practice.  Notice  that  I  is  the 
dimension  parallel  to  the  direction  of  the  wind,  and  b  the  dimension 
perpendicular  to  the  direction  of  the  wind. 


Fig.  82, — Moment  op  Inertia  of  Various  Cross  Sections. 


692.  If  the  area  of  the  section  AB,  Fig.  81,  is  a  rectangle, 
S  =  Ih,  and  /  =  -^h I*.  Substituting  these  values  in  equation 
1  gives 

^      ^^^     .....      .    (3) 


The  moment  of  the  wind,  M,  is  equal  to  the  product  of  its  total 
pressure,  //,  and  the  distance,  A,  of  the  center  of  pressure  above 
the  horizontal  section  considered;  or  M  =  H.  h,  H  is  equal  to  the 
pressure  per  unit  of  area,  p,  multiplied  by  the  area  of  the  surface 
exposed  to  the  pressure  of  the  wind.  Substituting  the  above  value 
of  M  in  equation  3  gives 


„      W      C)H,h 

^  Ib^        b   P 


(4) 


To  still  further  simplify  the  above  formula,  notice  that  Fig.  81 
gives  the  proportion 
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H:W  iiNCiaC, 
from  which 

H.  oC  =  TT.  NC; 
OT,  changing  the  nomenclature, 

H  h^W  d. 
Notice  that  the  last  relation  can  also  be  obtained  directly  by  the 
principle  of  moments. 

Substituting  the  value  of  H  h,  as  above,  in  equation  4  gives 

^      W      6Wd  ^  .^ 

which  is  a  convenient  form  for  practical  application. 

An  examination  of  equation  5  shows  that  when  d  =  iV  C  =  JZ, 
the  maximum  pressure  at  A  is  twice  the  average.  Notice  also  that 
under  these  conditions  the  pressure  at  B  is  zero.  This  is  equivalent 
to  what  is  known,  in  the  theor}'  of  arches,  as  the  principle  of  the 
middle  third.  It  shows  that  as  long  as  the  center  of  pressure  lies 
in  the  middle  third,  the  maximum  pressure  is  not  more  than  twice 
the  average  pressure,  and  that  there  is  no  tendency  to  produce 
tension  at  B. 

The  above  discussion  of  the  distribution  of  the  pressing  on  the 
foundation  is  amply  sufficient  for  the  case  in  hand;  but  the  subject 
is  discussed  more  fully  in  the  chapter  on  Masonry  Dams  (see  Chapter 
XVII). 

693.  The  average  pressure  per  unit  on  AB  has  already  been 
adjusted  to  the  safe  bearing  power  of  the  soil,  and  if  the  maximum 
pressure  at  A  does  not  exceed  the  ultimate  bearing  power,  the  occa- 
sional maximum  pressure  due  to  the  wind  will  do  no  harm;  but  if 
this  maximum  exceeds  or  is  dangerously  near  the  ultimate  strength 
of  the  soil,  the  base  must  be  widened. 

694.  Sliding.  The  pressure  of  the  wind  is  a  force  tending  to  slide 
the  foundation  horizontally.  This  is  resisted  by  the  friction  caused 
by  the  weight  of  the  entire  structure,  and  also  by  the  earth  around 
the  base  of  the  foundation;  and  hence  there  is  no  need,  in  this  con- 
nection, of  considering  this  manner  of  failure. 

696.  Spread  Footings.  The  term  footing  is  usually  under- 
stood as  meaning  the  bottom  course  or  courses  of  masonry  which 
extend  beyond  the  faces  of  the  wall.  It  will  be  used  here  as  applying 
to  the  material — whether  masonr}',  timber,  or  iron — employed  to 
increase  the  area  of  the  base  of  the  foundation.  Whatever  the 
character  of  the  soil,  footings  should  extend  beyond  the  face  of  the 
wall  (1)  to  add  to  the  stability  of  the  structure  and  lessen  the  danger 
of  the  work's  being  thrown  out  of  pluml^,  and  (2)  to  distribute  the 
weight  of  the  structure  over  a  larger  area  and  thus  decrease  the 


356  Ordinary  Foundations.  [Chap.  XIV. 

settlement  due  to  the  compression  of  the  ground.  To  serve  the 
first  purpose,  footings  must  be  securely  bonded  to  the  body  of  the 
wall;  and  to  produce  the  second  effect,  they  must  have  sufficient 
strength  to  resist  the  transverse  strain  to  which  they  are  exposed. 
In  ordinary  buildings  the  distribution  of  the  weight  is  more  important 
than  adding  to  the  resistance  to  overturning,  and  hence  only  the 
former  will  be  considered  here. 

There  are  four  methods  in  more  or  less  common  use  for  increasing 
the  width  of  footings:  (1)  extend  the  successive  courses  of  the 
masonry  at  the  bottom  of  the  wall,  (2)  rest  the  wall  or  column  upon  a 
reinforced  concrete  slab,  (3)  use  one  or  more  layers  of  timbers  or  steel 
I-beams,  or  (4)  support  the  structure  upon  inverted  masonry  arches. 

696.  Masonry  Footings.  The  area  of  the  foundation  having  been 
determined  and  its  center  having  been  located  with  reference  to  the 
axis  of  the  load  (§  686),  the  next  step  is  to  determine  how  much 
narrower  each  footing  course  may  be  than  the  one  next  below  it. 
The  projecting  part  of  the  footing  resists  as  a  beam  fixed  at  one  end 
and  loaded  uniformly.  The  load  is  the  pressure  on  the  earth  or  on 
the  course  next  below.  The  off-set  of  such  a  course  depends  upon 
the  amount  of  the  pressure,  the  transverse  strength  of  the  material, 
and  the  thickness  of  the  course. 

To  deduce  a  formula  for  the  relation  between  these  quantites,  let 

P  =  the  pressure,  in  tons  per  square  foot,  at  the  bottom  of  the 
footing  course  under  consideration; 

R  =  the  modulus  of  rupture  of  the  material,   in  pounds  per 
square  inch; 

o  =  the  greatest  possible  off-set  or  projection  of  the  footing 

course,  in  inches; 
t  =  the  thickness  of  the  footing  course,  in  inches; 

/  =  the  factor  of  safety. 

The  part  of  the  footing  course  that  projects  beyond  the  one  above 
it,  is  a  cantilever  beam  uniformly  loaded.  From  the  principles  of 
the  resistance  of  materials,  we  know  that  the  upward  pressure  of  the 
earth  against  the  part  that  projects  multiplied  by  one  half  of  the 
length  of  the  projection  is  equal  to  the  continued  product  of  one  sixth 
of  the  modulus  of  rupture  of  the  material,  the  breadth  of  the  footing 
course,  and  the  square  of  the  thickness.  Expressing  this  relation 
in  the  above  nomenclature  and  reducing,  we  get  the  formula 


or,  with  sufficient  accuracy. 


"^ht^jjrf (7) 
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Hence  the  projection  available  with  any  given  thickness,  or  the 
thickness  required  for  any  given  projections  may  easily  be  computed 
by  equation  7. 

697.  The  margin  to  be  allowed  for  safety  will  depend  upon  the 
care  used  in  computing  the  loads,  in  selecting  the  materials  for  the 
footing  courses,  and  in  bedding  and  placing  them.  If  all  the  loads 
have  been  allowed  for  at  their  probable  maximum  value,  and  if  the 
material  is  to  be  reasonably  uniform  in  quality  and  laid  with  care, 
then  a  comparatively  small  margin  for  safety  is  sufficient;  but  if 
all  the  loads  have  not  been  carefully  computed,  and  if  the  job  is  to 
be  done  by  an  unknown  contractor,  and  neither  the  material  nor  the 
work  is  to  be  carefully  inspected,  then  a  large  margin  is  necessary. 
As  a  general  rule,  it  is  better  to  assume,  for  each  particular  case,  a 
factor  of  safety  in  accordance  with  the  attendant  conditions  of  the 
problem  than  blindly  to  use  the  results  deduced  by  the  application 
of  some  arbitrarily  assumed  factor.  Table  61  is  given  for  the  con- 
venience of  those  who  may  wish  to  use  10  as  a  factor  of  safety. 


TABLE  61. 

Safe  Off-set  for  Masonry  Footing  Courses,  using   10  as  a 

Factor  of  Safety. 

For  limitations,  see  §  698-701. 


Kind  of  Stone. 


Stone: 

Bluestone,  North  River 

Granite 

Limestone 

Sandstone 

Binck^work: 

Good  building  brick  in  poor  1  : 2  natural- 
cement  mortar,  age  50  dajrs 

Under-burned  building  brick  m  1  :  3  port- 
land-cement  mortar  age  76  days 

Vitrified   building  brick   in  1  :  3   portland- 

cement  mortar,  age  76  days 

Concrete: 

1:2:4  portland  cement  at  1  month 

6  months 


R,  IN  LB. 

PER  8Q. 

IN. 


(< 


(( 


5  026* 
1  849* 
1377* 
1  378* 


120t 

89t 

298t 

:iOOt 
400t 


Off-set  in  Terms  of  the 
Thickness  of  the  Coursii: 
FOR.  A   Pressure,  in  tons 

PER  SQ.  FT.,  ON  THE  BOTTOM 

OF  THE  Course  of 

0.5 

1.0 

2.0 

5.2 

3.7 

2.6 

3.1 

2.2 

1.6 

2.7 

1.9 

1.4 

2.7 

1.9 

1.4 

0.8 

0.6 

0.3 

1.9 

1.4 

0.9 

4.9 

3.1 

2.2 

1.2 

0.9 

0.6 

1.6          1.0 

1 

0.7 

•  From  Table  3,  page  13.  t  From  $  G30,  page  320. 

X  From  Tables  37  and  38,  pages  203  and  204. 


358  Ordinary  Foundations.  [Chap.  XIV. 

698.  Stone  Footings,  Strictly,  the  above  computations  when 
applied  to  stone-masonry* footing  courses  are  correct  only  for  the 
lower  off-set,  and  then  only  when  the  footing  is  composed  of  stones 
whose. thickness  is  equal  to  the  thickness  of  the  course  and  which 
project  less  than  half  their  length,  and  which  are  also  well  bedded. 
The  resistance  of  two  or  more  courses  to  bending,  if  bedded  in  good 
cement  mortar,  probably  varies  about  as  the  square  of  their  combined 
depth,  and  the  bending  due  to  the  uniform  pressure  on  the  base 
increases  as  the  square  of  the  sum  of  the  projections;  and  therefore 
the  successive  off-sets  should  be  proportional  to  the  thickness  of 
the  course;  or,  in  other  words,  the  values  as  above  are  applicable 
to  any  of  the  several  projecting  courses,  provided  no  stone  projects 
more  than  half  its  length  beyond  the  end  of  the  top  course. 

The  preceding  results  will  be  applicable  to  built  footing  courses 
only  when  the  pressure  above  the  course  is  less  than  the  safe  crushing 
strength  of  the  mortar  (see  §  106  and  §  255).  The  proper  projection 
for  rubble  masonry  lies  somewhere  between  the  values  for  stone  and 
for  concrete.  If  the  rubble  consists  of  large  stones  well  bedded  in 
good  strong  portland-cement  mortar,  then  the  values  for  this  class 
of  masonry  will  be  but  little  less  than  those  given  for  stone  in  Table 
61;  but  if  the  rubble  consists  of  small  irregular  stones  laid  with 
portland-cement  mortar,  the  projection  should  not  much  exceed  that 
given  for  concrete.  Footing  courses  should  not  be  laid  of  small 
stones  in  either  natural -cement  or  lime  mortar. 

699.  Brick  Footings,  The  off-sets  in  Table  61  for  brick-work  are 
the  combined  off-sets  of  one  or  mor^  projections  in  terms  of  the  total 
thickness  of  the  one  or  more  projections. 

700.  Plain   Concrete    Footings.     A    concrete    footing   should   be 
built  as  a  monolith  for  its  full  depth,  since  the  deeper  the  beam  the 
greater  its  strength;   but  the  outer  upper  coiner  may  be  stepped  to 
save  concrete,  provided  the  combined  projection  in  any  case  does" 
not  exceed  that  given  by  Table  61  or  a  similar  computation. 

701.  After  the  safe  length  of  the  off-set  of  the  footing  has  l)een 
determined,  it  should  be  examined  to  see  if  it  is  safe  against  failure 
by  shearing.  Footings  are  subjected  to  heavy  loads  and  conse- 
quently to  great  shearing  stress,  which  should  be  carefully  provided 
for.  For  the  shearing  resistance  of  stone,  see  §  20;  for  brick,  see 
§  82;   and  for  concrete,  see  §  408. 

702.  Eccentric  Footing.  It  is  frequently  desired  to  place  the 
outer  face  of  the  wall  upon  the  exterior  boundary  of  the  lot;  and  in 
such  cases,  if  it  is  impossible  to  secure  permission  of  the  adjacent 
owner  to  extend  the  footings  into  the  adjoining  property,  it  l^ecomes 
necessary  to  support  the  wall  upon  an  eccentric  footing  somewhat 
as  shown  in  Fig.  83.     Of  course,  with  this  arrangement  the  pressure 


w 


1 


h 
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upon  the  soil  will  not  be  uniform  along  the  line  AB,  The  pressure 
at  A  may  be  computed  by  equation  1,  page  354,  and  that  at  B 
by  equation  2,  page  354,  by  noticing  that  Af  =  TT  e.  W  is  to  be 
regarded  as  the  weight  of  a  unit  length,  say  1 
foot,  of  the  wall  and  the  footing;  and  S  in  the 
above  equations  is  the  area  of  a  unit  of  length 
of  the  footing,  which  in  this  case  =  1  X  AB  =  L 
The  value  of  e  is  shown  in  Fig.  83. 

Since  the  pressure  at  A  is  considerably 
more  than  the  average  upon  the  footing  (see  § 
692),  this  method  can  not  be  employed  for  a 

heavy  building  upon  a  soft  soil ;  and  it  should      . ^ 

never  be  used  except  as  a  last  resort,  since  better  *  | 

results  are  likely  to  be  obtained  when  the  pres-  fio.  83. 

sure  upon  the  soil  is  uniform  under  the  footing. 

703.  Cantilever  Footing.  A  modification  or  rather  an  improve- 
ment upon  the  eccentric  footing  described  in  the  preceding  section 
was  developed  at  Chicago.  The  improvement  was  devised  especially 
for  tall  steel-skeleton  buildings,  and  is  usually  employed  to  support 
columns  rather  than  walls.  The  lower  end  of  an  exterior  column, 
which  supports  the  heavy  exterior  walls,  rests  upon  the  short  arm  of 
a  gigantic  cantilever  beam  which  in  turn  is  supported  upon  a  founda- 
tion built  at  a  considerable  distance  inside  of  the  lot  line,  a  lighter- 
loaded  interior  column  resting  upon  the  long  arm  of  the  canti- 
lever. This  method  has  been  frequently  employed  in  Chicago  and 
elsewhere.  Obviously  it  could  be  used  to  support  a  masonry  wall 
by  building  the  wall  upon  a  longitudinal  beam  or  girder  and 
supporting  the  latter  at  intervals  upon  a  series  of  transverse 
cantilevers. 

704.  Reinforced  Goncrete  Footing.  In  designing  a  reinforced 
concrete  footing  for  a  w^all,  the  first  step  is  to  adopt  a  ratio  of  the 
working  stress  of  the  steel  to  that  of  the  concrete  (§  470-71  and 
474-75) ;  and  the  next  is  to  assume  a  depth  for  the  beam  and  compute 
the  per  cent  of  steel,  />,  by  equation  10,  page  228,  and  also  the 
position  of  the  neutral  axis,  k,  by  equation  3,  page  227,  and 
then  compute  the  resisting  moment  by  both  equation  5  and  6,  page 
227.  If  the  safe  resisting  moment  of  the  cantilever  does  not  agree 
with  the  moment  of  the  pressure  on  the  soil,  which  in  the  nomen- 
clature of  §  696,  is  i  P  o',  then  a  new  depth  must  be  assumed  and  the 
computations  as  above  must  be  repeated. 

Aft^r  the  off-set  has  been  adjusted  to  resist  the  bending  moment, 
its  shearing  strength  should  be  tested  (see  §  458  and  476-77).  The 
bond  stress  should  also  be  testeci  (see  §  455-57  and  472-73). 

The  upper  outer  edge  of  the  footing  may  be  stepped  to  save 
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concrete;  but  as  each  reinforcing  bar  is  likely  to  extend  the  full 
width  of  the  footing,  each  off-set  need  be  tested  only  for  shear. 

The  above  relates  to  the  footing  under  a  wall;  and  if  a 
square  footing  for  a  column  is  to  be  designed,  notice  that  the  corners 
will  have  a  projection  of  1.4  times  that  of  the  sides,  and  that  there- 
fore the  thickness  of  the  footing  should  be  equal  to  approximately 
1.4  times  that  for  a  wall  giving  the  same  average  pressure  on  the 
soil,  and  in  a  diagonal  unit  section  there  should  be  approximately 
as  much  steel  as  in  a  section  perpendicular  to  the  side  of  the  footing. 

706.  Timber  Footing.  In  very  soft  earth  it  would  be  inexpedient 
to  use  masonry  footings,  since  the  foundation  would  be  very  deep 
or  occupy  the  space  usually  devoted  to  the  cellar,  and  besides  the 
weight  of  a  masonry  footing  would  add  materially  to  the  load  on  the 
soil.  One  method  of  overcoming  this  difficulty  consists  in  con- 
structing a  timber  grating,  sometimes  called  a  griUage,  by  placing 
a  series  of  heavy  timbers  on  the  soil,  and  laying  another  series 
transversely  on  top  of  these.  The  timbers  may  be  fastened  at  their 
intersections  by  spikes  or  drift-bolts  (§  795)  if  there  is  any  pos- 
sibility of  sliding,  which  is  unlikely  in  the  class  of  foundations  here 
considered.  The  earth  should  be  packed  in  between  and  around  the 
several  beams.  A  flooring  of  thick  planks,  often  termed  a  platform^ 
is  laid  on  top  of  the  grillage  to  receive  the  lowest  course  of  masonry. 
In  extreme  cases,  the  timl^rs  in  one  or  more  of  the  courses  are  laid 
close  together.  Timber  should  never  be  used  except  where  it  will 
always  be  wet. 

The  amount  that  a  course  of  timber  may  project  beyond  the  one 
next  above  it  can  be  determined  by  equation  7,  page  356.  Taking 
R  in  that  equation  equal  to  1,000 — the  value  ordinarily  used  for  oak 
or  yellow  pine — and  /  =  10,  and  solving,  we  obtain  the  following 
results  for  the  safe  projection:  If  the  pressure  on  the  foundation  is 
0.5  ton  per  sq.  ft.,  the  safe  projection  is  7.5  times  the  thickness  of 
the  course;  if  the  pressure  is  1  ton  per  square  foot,  the  safe  projec- 
tion is  5.3  times  the  thickness  of  the  course;  and  if  the  pressure  is  2 
tons  per  square  foot,  the  safe  projection  is  3.7  times  the  thickness  of 
the  course. 

The  above  method  is  not  strictly  correct,  since,  owing  to  the 
flexure  of  the  timber  beam,  the  pressure  is  not  uniform  as  virtually 
assumed  above,  nor  is  the  maximum  moment  at  the  edge  of  the 
wall  as  assumed  above. 

The  above  method  of  computation  is  not  applicable  to  two  or 
more  courses  of  timber,  if  one  is  transverse  to  the  other,  since  the 
deflection  of  the  timber  materially  affects  the  distribution  of  the 
pressure  on  the  different  courses  of  the  footing.  For  references  to 
methods  of  solving  an  analogous  problem,  see  §  708. 
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706.  This  method  of  increasing  the  area  of  the  footing  was 
formerly  much  used  at  New  Orleans.  The  custom-house  at  that 
place  is  founded  upon  a  3-inch  plank  flooring  laid  7  feet  below  the 
street  pavement.  A  grillage,  consisting  of  timbers  12  inches  square 
laid  side  by  side,  is  laid  upon  the  floor,  over  which  similar  timbers 
are  placed  transversely,  2  feet  apart  in  the  clear. 

707.  Steel-Beam  Footing.  The  use  of  steel  beams  to  increase 
the  area  of  footings  was  devised  in  Chicago,  and  was  use.d  for  nearly 
all  of  the  large  buildings  built  there  from  1878  to  1898.  The  city 
is  situated  on  a  clay  bed,  the  upper  10  or  12  feet  of  which  is  moderately 
hard,  but  below  this  crust  the  clay  is  quite  soft.  Before  1878  stepped 
limestone  footings  resting  on  this  crust  were  used,  but  they  occupied 
valuable  space  and  left  no  room  for  the  necessary  elevator  and  other 
machinery;  and  to  meet  these  objections,  a  thin  steel-grillage  footing 
was  devised,  and  has  been  called  the  raft  or  floating  foundation. 
This  steel -grillage  foundation  consisted  of  a  row  of  steel  beams  placed 
side  by  side  and  embedded  in  rich  concrete;  and  on  top  of  this  and 
at  right  angles  to  it  is  placed  a  shorter  row,  and  above  this,  one  and 
sometimes  two  other  rows.  At  first,  on  account  of  the  artificially 
high  price  of  steel  I-beams,  railroad  rails  were  used,  but  later  I-beams 
have  been  employed,  as  they  have  a  more  economical  cross  section. 

Steel  is  superior  to  timber  for  this  purpose,  in  that  the  latter  can 
be  used  only  where  it  is  always  wet,  while  the  former  is  not  affected 
by  variations  of  wetness  and  dryness.  Twenty  years'  experience 
in  this  use  of  steel  at  Chicago  shows  that  after  a  short  time  the  surface 
of  the  metal  becomes  encased  in  a  coating  which  prevents  further 
oxidation.  The  most  important  advantage,  however,  in  this  use  of 
steel  is  that  the  off-set  can  be  much  greater  with  steel  than  with  wood 
or  stone;  and  hence  the  foundations  may  be  shallow,  and  not  occupy 
the  cellar  space. 

708.  The  proper  projections  for  the  steel  beams  can  be  computed 
by  a  formula  somewhat  similar  to  that  of  §  696;  but  the  steel  footing 
is  appropriately  a  part  of  the  steel-skeleton  construction,  and  hence 
will  not  be  considered  here.  For  a  description  of  a  typical  steel- 
rail  foundation  and  a  presentation  of  the  method  of  computations 
formerly  employed  in  Chicago,  see  Engineering  News,  Vol.  xxvi, 
page  122;  and  for  adverse  criticisms  thereon,  see  ibid.j  pages  265, 
312,  415,  and  Vol.  xxxii,  page  387.  Concerning  the  effect  of  the 
strength  of  the  base  of  the  column,  see  Johnson's  Modern  Framed 
Structures,  pages  444-46.  For  a  discussion  which  considers  the 
deflection  of  the  several  beams,  see  Engineering  Record,  Vol.  xxxix, 
pages  333-34,  354-56,  383,  407-8.  The  last  is  the  most  exact  method 
of  analysis,  and  also  secures  the  greatest  economy  of  mat-erial. 

709.  Inverted  Arch.     Inverted  arches  are  frequently  built  under 
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and  between  the  bases  of  piers,  as  shown  in  Fig.  84.  Employed  in 
this  way,  the  arch  simply  distributes  the  pressure  over  a  greater 
area;  but  it  is  not  well  adapted  to  this  use,  for  (1)  it  is  nearly  impos- 
sible to  prevent  the  end  piers  of  a  series  from  being  pushed  outward 

by  the  thrust  of  the  arch,  and  (2)  it  is 
generally  impossible,  with  inverted  arches, 
to  make  the  areas  of  the  different  parts 
of  the  foundation  proportional  to  the  load 
Pjq  34  to  be  supported    (see    §  685).  The  only 

advantage    the  inverted  arch  has  over 
masonry  footings  is  in  the  shallower  foundations  obtained. 

710.  Deep  Foundations.  In  the  preceding  sections  have  been 
described  the  methods  of  supporting  a  structure  upon  soft  or  com- 
pressible soil  by  increasing  the  area  of  the  footing;  but  under  the 
head  of  "deep  foundations''  will  be  described  the  methods  of  found- 
ing upon  a  hard  stratum  or  bed-rock  underlying  the  soft  soil. 

711.  Piles.  One  of  the  most  common  methods  of  founding  upon 
a  soft  soil  is  to  drive  piles;  but  this  method  has  already  been  briefly 
referred  to  in  §  675,  and  will  be  discussed  at  length  in  the  next 
chapter,  and  hence  will  not  be  considered  here. 

712.  Ooncrete  Piers.  Instead  of  trying  to  extend  the  footings 
sufficiently  to  support  a  heavy  load  upon  a  soft  soil,  wells  are  some- 
times dug  through  the  soft  soil  to  a  hard  sub-stratum,  the  structure 
being  founded  directly  upon  the  latter.  If  the  soil  contains  much 
water,  then  some  of  the  methods  described  in  Chapter  XVI — Founda- 
tions under  Water — must  be  employed;  but  if  the  soil  is  fairly  com- 
pact clay,  a  method  devised  at  Chicago  may  be  used.  This  consists 
in  sinking  a  shaft  to  hard  pan  or  bed-rock,  and  filling  the  well  with 
concrete.  The  shafts  are  sunk  as  open  wells  3  to  8  feet  in  diameter, 
and  are  usually  lined  with  2-  by  6-inch  tongue-and-groove  planks 
from  4  to  6  feet  long,  which  are  supported  by  two  and  sometimes 
three  interior  iron  sectional  hoops.  A  section  about  6  feet  deep  is 
excavated  and  then  lined.  The  intention  is  to  make  the  excavation 
only  large  enough  to  get  the  lagging  into  place,  to  prevent  settlement 
of  adjoining  buildings;  and  if  the  excavation  is  accidentally  made 
too  large,  clay  is  packed  behind  the  lagging  as  the  latter  is  put  into 
position.  If  beds  of  quicksand  or  other  soft  material  are  encountered, 
steel  sheet  piles  (§  748-49)  or  steel  cylinders  are  used  instead  of  wood 
lining.  The  bearing  power  of  the  concrete  column  may  be  increased, 
by  belling  out  the  lower  end  of  the  well.  After  the  excavation  is 
completed,  the  hole  is  filled  with  concrete.  The  rings  are  taken  out 
as  the  concreting  progresses,  except  in  soft  swelling  clay;  but  the 
lagging  is  usually  left  in  place. 

This  method  is  now  employed  in  Chicago  almost  exclusively  for 


Art.  2.]  Designing  the  Foundation.  363 

all  large  buildings.  The  usual  practice  there  is  to  mix  the  concrete 
rather  dry  and  put  it  into  wells  60  to  100  feet  deep  by  shoveling 
it  in  at  the  top  and  allowing  it  to  drop  freely,  an  attempt 
being  made  to  drop  it  from  the  shovel  in  such  a  manner  that  the 
shovelful  will  go  down  without  being  broken  up.  Such  columns 
safely  carry  20  to  25  tons  per  square  foot  of  top  area — usually 
the  former. 

At  Chicago  this  method  is  usually  called  concrete  caissonSj  but  the 
term  concrete  piers  is  better,  and  is  used  to  some  extent. 

713.  A  marked  advantage  of  this  method  as  employed  in  Chicago 
is  that  the  wells  are  sunk  without  vacating  any  part  of  the  old  build- 
ing except  the  basement.  The  wells  are  filled  with  concrete  to  within 
40  to  50  feet  of  the  sidewalk  level,  and  then  the  steel  columns  for  the 
new  two-  or  three-story  basement  are  put  into  place  on  top  of  the 
concrete  columns  before  the  basement  is  excavated;  and  finally 
when  the  old  building  is  demolished,  the  work  of  construction  may 
proceed  upward  and  downward  at  the  same  time. 

714.  Hydraulic  Oaisson.  A  few  deep  foundations  of  buildings 
in  New  York  City  have  been  sunk  to  bed-rock  by  the  hydraulic 
caisson  method.  This  consists  of  sinking  steel  cylinders  without 
interior  excavation  by  means  of  hydraulic  jets.  A  riveted  steel 
cylinder  is  attached  at  its  loWer  end  to  an  annular  cast-iron  cutting 
edge  of  hollow  triangular  cross  section  having  numerous  small  per- 
forations along  its  lower  edge;  and  the  hollow  cast-iron  cutting 
section  is  connected  with  a  force  pump  by  pipes  and  flexible  hose. 
The  cylinder  is  heavily  loaded  with  cast  iron,  the  pump  is  started, 
and  the  numerous  jets  of  water  issuing  from  the  cutting  edge  scour 
away  the  soil  and  form  an  annular  trench  into  which  the  cylinder  de- 
scends. As  the  sinking  progresses,  another  section  of  the  cylinder  is 
added  at  the  top.  When  a  hard  substratum  is  reached,  the  pump  is 
stopped,  the  soil  in  the  interior  cylinder  dug  or  dredged  or  "washed'' 
out.  If  the  cutting  edge  of  the  cylinder  stops  in  clay,  probably  little 
or  no  water  will  leak  into  the  cylinder;  but  if  it  stops  upon  bed-rock 
which  is  irregular  or  not  level,  it  may  be  necessary  to  seal  the  cylin- 
der by  depositing  concrete  under  water. 

The  objection  to  this  method  is  that  in  some  cases  it  does  not 
permit  an  inspection  and  proper  preparation  of  the  bed  of  the  founda- 
tion. The  pneumatic  method — see  Art.  4  of  Chapter  XVI — permits 
inspection. and  proper  preparation  of  the  underlying  hard  stratum, 
and  in  recent  years  has  frequently  been  used,  particularly  in  New 
York  City,  in  sinking  foundations  for  buildings.  The  only  advantage 
of  the  hydraulic  caisson  over  the  pneumatic  method  is  that  the 
former  is  sometimes  the  cheajper. 
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Art.  3.     Preparing  the  Bed. 

716.  On  Rook.  To  prepare  a  rock  bed  to  receive  a  toundation 
it  is  generally  only  necessary  to  cut  away  the  loose  and  decayed 
portions  of  the  rock,  and  to  dress  it  to  a  plane  surface  as  nearly 
perpendicular  to  the  direction  of  the  pressure  as  is  practicable.  If 
there  are  any  fissures,  they  should  be  filled  with  concrete.  A  rock 
that  is  very  much  broken  can  be  made  amply  secure  for  a  foundation 
by  the  liberal  use  of  good  concrete.  The  piers  of  the  Niagara  Canti- 
lever Bridge  are  founded  upon  the  top  of  a  bank  of  bowlders,  which 
were  first  cemented  together  with  concrete. 

Sometimes  it  is  necessary  that  certain  parts  of  a  structure  start 
from  a  lower  level  than  the.others.  In  this  case  care  should  be  taken 
(1)  to  keep  the  mortar  joints  as  thin  as  possible,  (2)  to  lay  the  lower 
portions  in  cement,  and  (3)  to  proceed  slowly  with  the  work;  other- 
wise the  greater  quantity  of  mortar  in  the  wall  on  the  lower  portions 
of  the  slope  will  cause  greater  settling  there  and  a  consequent  break- 
ing of  the  joints  at  the  stepping  places.  The  bonding  over  the  off- 
sets should  receive  particular  attention. 

716.  On  Firm  Earth.  For  foundations  in  such  earths  as  hard 
clay,  clean  dry  gravel,  or  clean  shaip  sand,  it  is  only  necessary  to 
dig. a  trench  from  3  to  6  feet  deep,  so  that  the  foundation  may  be 
below  the  disturbing  effect  of  frost.  Provision  should  also  be 
made  for  the  drainage  of  the  bed  of  the  foundation. 

With  this  class  of  foundations  it  often  happens  that  one  part  of 
the  structure  starts  from  a  lower  level  than  another.  When  this 
is  the  case  great  care  is  required.  All  the  precautions  mentioned  in 
the  second  paragraph  of  §  715  should  be  observed,  and  great  care 
should  also  be  taken  so  to  proportion  the  load  per  unit  of  area  that 
the  settlement  of  the  foundation  may  be  uniform.  This  is  difficult 
to  do,  since  a  variation  of  a  few  feet  in  depth  often  makes  a  great 
difference  in  the  supporting  power  of  the  soil. 

717.  In  Wet  Ground.  The  difficulty  in  soils  of  this  class  is  in 
disposing  of  the  water,  or  in  preventing  -the  semi-liquid  soil  from 
running  into  the  excavation.  The  difficulties  are  similar  to  those 
met  with  in  constructing  foundations  under  water — see  Chapter  XVI. 
Three  general  methods  of  laying  a  foundation  in  this  kind  of  soil  will 
be  briefly  described. 

718.  Goffer-Dam.  If  the  soil  is  only  moderately  wet — ^not  satu- 
rated,— it  is  sufficient  to  inclose  the  area  to  be  excavated  with  sheet 
piles  (boards  driven  vertically  into  the  ground  in  contact  with  each 
other).  Ordinary  planks  8  to  12  inches  wide  and  1\  or  2  inches 
thick  are  used.    This  curbing  is  a  simple  form  of  a  coffer-dam  (Art.  1, 
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Chap.  XVI).  The  boards  should  be  sharpened  wholly  from  one  side; 
this  point  being  placed  next  to  the  last  pile  driven  causes  them  to 
crowd  togcthci*  and  make  tighter  joints.  The  sheeting  may  be 
driven  b}^  hand,  by  a  heavy  weight  raised  by  a  tackle  and  then 
dropped,  or  by  an  ordinary  pile-driver  (§  751-52).  Unless  the 
amount  of  water  is  quite  small,  it  will  be  necessary  to  drive  a  double 
row  of  sheeting,  breaking  joints.  It  will  not  be  possible  to  entirely 
prevent  leaking.  The  water  that  leaks  in  may  be  bailed  out,  or 
pumped — either  by  hand  or  by  steam  (see  §  818-23). 

To  prevent  the  sheeting  from  being  forced  inward,  it  may  be 
braced  by  shores  placed  horizontally  from  side  to  side  and  abutting 
against  wales  (horizontal  timbers  which  rest  against  the  sheet  piles). 
The  bracing  is  put  in  successively  from  the  top  as  the  excavation 
proceeds;  and  as  the  masonry  is  built  up,  short  braces  between  the 
sheeting  and  the  masonry  are  substituted  for  the  long  braces  which 
previously  extended  from  side  to  side.  Iron  screws,  somewhat 
similar  to  jack-screws,  are  used,  instead  of  timber  shores,  in  exca- 
vating trenches  for  the  foundations  of  buildings,  for  sewers,  etc. 

If  one  length  of  sheeting  will  not  reach  deep  enough,  an  addi- 
tional section  can  be  placed  inside  of  the  one  already  in  position, 
w^hen  the  excavation  has  reached  a  sufficient  depth  to  require  it. 

For  a  more  extended  account  of  the  use  of  cofTer-dams,^see 
Chapter  XVI — Foundations  Under  Water,  Art.  1,  Coffer-Dams. 

719.  In  some  cases  the  soil  is  more  easily  excavated  if  it  is  first 
drained.  To  do  this,  dig  a  hole — a  sump — into  which  the  water  will 
drain  and  from  which  it  may  be  pumped.  If  necessary,  several 
sumps  may  be  sunk,  and  deepened  as  the  excavation  proceeds. 

Quicksand  or  soft  alluvium  may  sometimes  be  pumped  out  along 
wdth  the  water  by  a  centrifugal  or  a  mud  pump  (§  823  and  §  877). 
On  large  jobs,  such  material  is  sometimes  taken  out  with  a  clam-shell 
or  orange-peel  dredge  (§  845-46). 

720.  Concrete.  Concrete  can  frequently  be  used  advantageously 
in  foundations  in  wet  soils.  If  the  water  can  be  removed,  the 
concrete  should  be  deposited  in  layers  (§  342-44);  but  if  the  water 
can  not  })e  removed,  the  concrete  may  be  deposited  under  the  water 
(see  §  347),  although  it  is  more  difficult  to  insure  good  results  by  this 
method  than  when  the  concrete  is  deposited  in  the  open  air. 

721.  Piles.  If  the  semi-liquid  soil  extends  to  a  considerable 
depth,  or  if  the  soft  soil  which  overlies  a  solid  substratum  can  not  be 
removed  readily,  a  substantial  foundation  may  be  constructed  either 
by  driving  wood  piles  at  uniform  distances  over  the  area  and  con- 
structing a  timber  grillage  (aec  §  793-95)  on  top  of  them,  or  by  driv- 
ing concrete  piles  (see  §  736-45)  and  depositing  a  concrete  cap  (se© 
§  796)  on  top  of  them.    Of  course,  wood  piles  should  be  sawed  off 
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(§  791)  below  low-water,  which  usually  necessitates  a  cofTer-dam 
(§  718,  and  Art.  1  of  Chapter  XVI)  and  the  excavation  of  the  soil  a 
little  below  the  low-water  line. 

722.  In  excavating  shallow  pits  iu  sand  containing  a  small 
amount  of  water,  dynamite  cartridges  have  been  successfully  used  to 
drive  the  water  out.  A  hole  is  bored  with  an  ordinary  auger  and 
the  cartridge  inserted  and  exploded.  The  explosion  drives  the  water 
back  into  the  soil  so  far  that,  by  working  rapidly,  the  hole  can  be 
excavated  and  a  layer  of  concrete  placed  before  the  water  returns. 

723.  Conclusion.  It  is  hardly  worth  while  here  to  discuss  this 
subject  further.  It  is  one  on  which  general  instruction  can  not  be 
given.  Each  case  must  be  dealt  with  according  to  the  attendant 
circumstances,  and  a  knowledge  of  the  method  best  adapted  to  any 
given  conditions  comes  only  by  experience. 


CHAPTER  XV 
PILE  FOUNDATIONS 

724.  Definitions.  Although  a  pile  is  generally  understood  to 
be  a  round  timber  driven  into  the  soil  to  support  a  load,  the  term 
has  a  variety  of  applications  which  it  will  be  well  to  explain. 

Bearing  Pile.  On6  used  to  sustain  a  vertical  load.  This  is  the 
ordinary  pile,  and  usually  is  the  one  referred  to  when  the  word  pile 
is  employed  without  qualification.  It  may  be  made  of  either  wood, 
cast  iron,  steel,  or  concrete. 

Sheet  Piles,  Thick  boards  or  timbers  or  steel  sections  driven  in 
close  contact  to  inclose  a  space  to  prevent  leakage. 

Screw  Pile.  An  iron  shaft  to  the  bottom  of  which  is  attached 
a  broad-bladed  screw  having  only  one  or  two  turns. 

Disk  Pile.  A  bearing  pile  near  the  foot  of  which  a  disk  is  keyed 
or  bolted  to  give  additional  bearing  power. 

Pneumatic  Pile.  A  metal  cylinder  which  is  sunk  by  atmospheric 
pressure.  This  form  of  pile  will  be  discussed  in  the  next  chapter 
(see  §  863-66). 

Sand  Pile.  For  an  account  of  the  method  of  using  sand  as  a 
pile,  see  §  677. 

Art.  1.    Description  of  Piles. 

726.  Piles  may  be  divided  into  bearing  piles  and  sheet  piles. 

726.  BEABINO  PILES.  Bearing  piles  may  be  composed  of  wood, 
iron  or  steel,  or  concrete. . 

727.  Wood  Piles.  These  are  very  important  factors  in  founda- 
tions on  soft  or  swampy  soil.  All  kinds  of  timber  are  employed. 
Spruce  and  hemlock  answer  very  well,  in  soft  or  medium  soils,  for 
foundation  piles  or  for  piles  always  under  water;  the  hard  pines,  elm, 
and  beech,  for  firmer  soils;  and  the  hard  oaks,  for  still  more  compact 
soils.  Where  the  pile  is  alternately  wet  and  dry,  white  or  post  oak 
and  yellow  or  Southern  pine  are  generally  used.  Piles  should  never 
be  less  than  6  inches,  and  preferably  not  less  than  8  inches,  in  diameter 
at  the  small  end,  and  never  more  than  18  inches,  and  preferably  riot 
more  than  14  inches  at  the  large  end.     A  pile  should  be  straight,  and 
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sho'trtd^be  trimmed  close;    and  sometimes  it  is  required  that  piles 
employed  in  foundations  shall  have  the  bark  removed. 

728.  Pile  Hood  and  Shoe.  To  prevent  bruising  and  splitting 
in  driving,  2  or  3  inches  of  the  head  is  usually  chamfered  off.  As 
an  additional  means  of  preventing  splitting,  the  head  is  often  hooped 
with  a  strong  iron  band,  2  to  3  inches  wide  and  ^  to  1  inch  thick. 
The  expense  of  removing  these  bands  and  of  replacing  the  broken 
ones,  and  the  consequent  delays,  led  to  the  introduction,  recently, 
of  a  hood  for  the  protection  of  the  head  of  the  pile.  The  hood 
consists  of  a  cast-iron  block  with  a  tapered  recess  above  and  below, 
the  chamfered  head  of  the  pile  fitting  into  the  lower  recess  and  a 
cushion  piece  of  hard  wood,  upon  which  the  hammer  falls,  fitting 
into  the  upper  one.  The  hood  preserves  the  head  of  the  pile,  adds 
to  the  effectiveness  of  the  blows  (see  Table  64,  page  390),  and  keeps 
the  pile  head  in  place  to  receive  the  blows  of  the  hammer.  The 
device,  above  called  a  hood,  is  usually  called  a  cap,  which  is  unfor- 
tunate, since  the  word  cap  is  applied  to  a  heavy  horizontal  timber 
placed  on  top  of  a  row  of  piles. 

A  further  advantage  of  the  pile  hood  is  that  it  saves  piles.  In 
hard  driving,  without  the  hood  the  head  is  crushed  or  broomed  to 
such  an  extent  that  the  pile  is  adzed  or  sawed  off  several  times 
before  it  is  completely  driven,  and  often  after  it  is  driven  a  portion 
of  the  head  must  be  sawed  off  to  secure  ^ound  wood  upon  which  to 
rest  the  grillage  or  platform  (§793-96).  In  ordering  piles  for  any 
special  work  where  the  driving  is  hard,  allowance  must  be  made  for 
this  loss. 

Piles  are  generally  sharpened  before  being  driven;  but  many 
competent  engineers  claim  that  sharpening  is  of  no  advantage  and 
is  sometimes  harmful.  Sometimes,  particularly  in  stony  ground, 
the  point  is  protected  by  an  iron  shoe;  but  some  engineers  claim  that 
a  shoe  is  no  advantage.  The  shoe  may  be  only  two  V-shaped  loops 
of  bar  iron  placed  over  the  point,  in  planes  at  right  angles  to  each 
other,  and  spiked  to  the  piles;  or  it  may^  be  a  wrought-  or  cast-iron 
socket,  of  which  there  are  a  number  of  forms  on  the  market. 

729.  Splicing  Piles.  It  frequently  happens,  in  driving  piles  in 
swampy  places,  for  false-works,  etc.,  that  a  single  pile  is  not  long 
enough,  in  which  case  two  are  spliced  together.  A  common  method 
of  doing  this  is  as  follows:  After  the  first  pile  is  driven  its  head  is 
cut  off  square,  a  hole  2  inches  in  diameter  and  12  inches  deep  is 
bored  in  its  head,  and  an  oak  tree-nail,  or  dowel-pin,  23  inches  long, 
is  driven  into  the  hole;  another  pile,  similarly  squared  and  bored, 
is  placed  upon  the  lower  pile,  and  the  driving  continued.  Spliced 
in  this  way  the  pile  is  deficient  in  lateral  stiffness,  and  the  upper 
section  is  liable  to  bounce  off  while  dri^^ng.     It  is  better  to  reinforce 
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the  splice  by  flatting  the  sides  of  the  piles  and  nailing  on,  with  say, 
8-inch  spikes,  four  or  more  pieces  2  or  3  inches  thick,  4  or  5  inches 
wide,  and  4  to  6  feet  long.  In  the  erection  of  the  bridge  over  the 
Hudson  at  Poughkeepsie,  N.  Y.,  two  piles  were  thus  spliced  together 
to  form  a  single  one  130  feet  long. 

Piles  may  be  made  of  any  required  length  or  cross  section  by 
bolting  and  fishing  together,  sidewdse  and  lengthwise,  a  number  of 
squared  timbers.  Such  piles  are  frequently  used  as  guide  piles  in 
sinking  pneumatic  caissons  (§  885).  Hollows-built  piles,  40  inches 
in  diameter  and  80  feet  long,  were  used  for  this  purpose  in  constructing 
the  St.  Louis  Bridge  (§  889).  They  were  sunk  by  pumping  the  sand 
and  water  from  the  inside  of  them  wdth  a  sand  pump  (§  877). 

730.  Cost  of  Wood  Piles.  The  cost  of  wood  piles  varies  greatly 
with  locality,  and  has  been  going  up  rapidly  in  recent  years.  The 
chief  value  of  the  following  prices  is  to  show  the  difference  for  dif- 
ferent lengths  and  qualities.  In  1908,  in  the  North  Central  States, 
prices  were  about  as  follows:  White  or  burr  oak,  6-inch  top  and 
12-inch  butt,  20  to  30  feet  long,  16  to  18  cents  per  foot;  same,  40  to 
60  ft.  long,  21  to  25  cents  according  to  length.  Long-leaf  yellow 
pine,  40  to  60  ft.  long,  18  to  23  cents;  and  short-leaf  pine,  14  to  15 
cents;  other  soft  woods  1  to  2  cents  per  foot  less. 

731.  Iron  Piles.  Cast-iron  piles  were  formerly  used  to  a  limited 
extent  in  the  prairie  States  for  supports  for  highway  bridges;  but 
have  been  abandoned — ^largely  because  of  the  introduction  of 
concrete  for  piles  and  as  a  substitute  for  stone  masonry.  The 
horizontal  cross  section  was  cruciform,  lugs  or  flanges  were  cast  on 
the  sides  of  the  piles  to  which  to  attach  sway  braces;  and  after  being 
driven,  a  cap  with  a  socket  in  its  lower  side  was  placed  upon  the  pile 
to  receive  the  load.  The  advantages  claimed  for  cast-iron  piles  are: 
(1)  they  are  not  subject  to  decay;  (2)  they  are  more  readily  driven 
than  wooden  ones,  especially  in  stony  ground  or  stiff  clay;  and  (3) 
they  possess  greater  crushing  strength,  which,  however,  is  an  advan- 
tage only  when  the  pile  acts  as  a  column  (see  §  771).  The  principal 
disadvantage  is  that  they  are  deficient  in  transverse  resistance  to  a 
suddenly  applied  force,  which  objection  applies  only  to  the  handhng 
of  the  piles  before  being  driven  and  to  such  as  are  liable  after  being 
driven  to  sudden  lateral  blows,  as  from  floating  ice,  logs,  etc. 

Wrought-iron  and  steel  sections  were  used  to  a  limited  degree 
for  piles  for  supporting  highway  bridges,  but  their  use  was  dis- 
continued in  favor  of  massive  concrete  substructures. 

732.  Steel  tubes  have  been  used  as  bearing  piles  to  a  limited 
extent,  chiefly  in  New  York  City.  The  diameter  varies  from  6  to 
16  inches,  the  thickness  from  i  to  i  inch,  the  length  from  60  to  80 
feet.     The  tubes  are  made  in  sections,  the  ends  faced  in  a  lathe,  and 
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the  sections  screwed  together.  They  are  sunk  with  a  pneumatic 
hammer,  and  the  material  is  removed  from  the  inside  of  the  tube 
with  a  water  jet.  If  bowlders  or  hard  pan  are  encountered,  a  chop- 
ping drill  is  operated  through  the  tube.  After  the  pipe  reaches  the 
bed-rock,  all  the  soil  is  removed  from  the  inside  of  the  tube,  and  rein- 
forcing rods  held  apart  by  separators  are  placed  inside,  and  then  the 
tube  is  filled  with  cement  mortar  or  rich  concrete  made  of  fine  stone. 

733.  Screw  Piles.  Screw  piles  are  employed  chiefly  in  anchoring 
buoys  and  signal  stations  in  marine  surveying,  in  founding  small 
lighthouses  on  a  sandy  sea-shore,  for  piers,  etc.;  and  for  supports 
for  light  bridges.* 

The  screw  pile  usually  consists  of  a  rolled-iron  shaft,  3  to  10 
inches  in  diameter,  having  at  its  foot  one  or  two  turns  of  a  cast-iron 
screw,  the  blades  of  which  may  vary  from  1^  to  5  feet  in  diameter. 
The  piles  ordinarily  employed  for  lighthouses  exposed  to  moderate 
seas  or  to  heavy  fields  of  ice  have  a  shaft  3  to  5  inches  in  diameter  and 
blades  3  to  4  feet  in  diameter,  the  screw  weighing  from  600  to  700 
pounds.  For  bridge  piers,  the  shafts  are  from  6  to  10  inches  and  the 
blades  from  4  to  5  feet  in  diameter,  the  screw  weighing  trom  1,500 
to  4,000  pounds,  t 

For  founding  beacons,  etc.,  the  screw  pile  has  the  special  advan- 
tage of  not  being  drawn  out  by  the  upward  force  of  the  waves  against 
the  superstructure.  Even  when  all  cohesion  of  the  ground  is  de- 
stroyed in  screwing  down  a  pile,  a  conical  mass,  with  its  apex  at  the 
bottom  of  the  pile  and  its  base  at  the  surface,  would  have  to  be 
lifted  to  draw  the  pile  out.  The  supporting  power  also  is  consider- 
able,  owing  to  the  increased  bearing  surface  of  the  screw  blade. 
Screw  piles  have,  therefore,  an  advantage  in  soft  soil.  They  could 
also  be  used  advantageously  in  situations  where  the  jar  of  driving 
ordinary  piles  might  disturb  the  equilibrium  of  adjacent  structures. 

734.  These  piles  are  usually  screwed  into  the  soil  by  men  working 
with  capstan  bars.  Sometimes  a  rope  is  wound  around  the  shaft 
and  the  two  ends  pulled  in  opposite  directions  by  two  capstans,  and 
sometimes  the  screw  is  turned  by  attaching  a  large  cog-wheel  to  the 
shaft  by  a  friction-clutch,  which  is  rotated  by  a  worm-screw  operated 
by  a  hand  crank.  Horse-power,  steam,  and  hydraulic  power  have 
been  used  for  this  purpose.  J 

The  screw  will  penetrate  most  soils.     It  will  pass  through  loose 

*  For  illustrated  accounts  of  the  founding  of  a  railroad  bridge-pier  upon  screw  piles, 
see  Engineering  News,  vol.  xiii,  p.  210-12;  vol.  xxviii,  p.  116. 

t  For  illustrations  and  dimensions  of  screw  piles  for  highway  and  interurban  elec- 
tric railways,  see  Cooper's  Specifications  for  Foundations  and  Substructures  of  Highway 
and  Electric  Railway  Bridges,  Plate  12. 

X  For  an  illustrated  dascription  of  a  hydraulic  pile  screwing-machine,  see  En- 
gineering News,  vol.  xliv,  p.  90. 
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pebbles  and  stones  without  much  difficulty,  and  push  aside  bowlders 
of  moderate  size.  Ordinary  clay  does  not  present  much  obstruction ; 
but  clean,  dr}^  sand  gives  the  most  difficulty.  The  danger  of  twisting 
off  the  shaft  limits  the  depth  to  which  they  may  l)e  sunk.  Screw 
piles  with  blades  4  feet  in  diameter  have  been  screwed  40  feet  into 
a  mixture  of  clay  and  sand.  The  resistance  to  sinking  increases 
very  rapidly  with  the  diameter  of  the  screw;  but  under  favorable 
circumstances  an  ordinary  screw  pile  can  be  sunk  very  quickly. 
Screws  4  feet  in  diameter  have,  in  less  than  two  hours,  been  sunk 
by  hand  labor  20  feet  in  sand  and  clay,  the  surface  of  which  was 
20  feet  below  the  water.  For  depths  of  15  to  20  feet,  an  average  of 
4  to  8  feet  per  day  is  good  work  for  wholly  hand  labor. 

736.  Disk  Piles.  These  differ  but  little  from  screw  piles,  a  flat 
disk,  instead  of  a  screw,  being  keyed  or  bolted  on  at  the  foot  of  the 
iron  stem.*  Disk  piles  are  sunk  by  the  water-jet  (§  757-59).  One 
of  the  few  cases  in  which  they  have  been  used  in  this  country  was 
in  founding  an  ocean  pier  on  Coney  Island,  near  New  York  City. 
The  shafts  were  wrought-iron,  lap-welded  tubes,  8g  inches  outside 
diameter,  in  sections  12  to  20  feet  long;  the  disks  were  2  feet  in 
diameter  and  9  inches  thick,  and  were  fastened  to  the  shaft  by  set- 
screws.     Many  of  the  piles  were  57  feet  long,  of  which  17  feet  was  in 

the  sand.f 

736.  Concrete  Piles.  There  are  two  general  types  of  concrete 
piles — those  that  are  moulded  before  driving,  and  those  that  are 
moulded  in  place. 

737.  Piles  Movlded  before  Driving.  The  first  type  must  be  rein- 
forced to  permit  of  handling,  and  the  reinforcement  may  be  any  of 
the  forms  used  for  reinforced  concrete  columns  (see  §  485). J  Such 
piles  may  be  driven  with  a  drop  hammer  (§  751-54)  or  a  water  jet 
(§  757-59).  In  the  former  case,  the  pile  is  provided  with  a  cast-iron 
point,  and  the  top  is  provided  with  a  cushioned  head  to  prevent  the 
crushing  of  the  pile.  If  the  pile  is  to  be  sunk  by  a  water  jet,  either 
an  iron  pipe  is  set  in  the  center  of  the  concrete  or  a  hole  is  moulded 
in  the  longitudinal  center  of  the  pile.  One  contractor  makes  longi- 
tudinal grooves  on  the  exterior  surface  of  his  piles  to  give  an  outlet 
for  the  wat^r  when  sunk  by  means  of  a  jet  and  also  to  increase  the 
surface  exposed  to  friction.  In  this  country  concrete  piles  are 
moulded  in  either  a  horizontal  or  a  vertical  position,  although  in 
Europe  the  latter  seems  to  be  the  custom.     The  progress  can  be 

*  For  illustrations  and  dimensions  of  disk  piles,  see  Cooper's  Specifications  for 
Foundations  and  Substructures  of  Highway  and  Electric  Railway  Bridges,  Plate  11. 

t  For  a  detailed  and  illustrated  description  of  this  work,  see  an  article  by  Charles 
Macdonald,  in  Trans.  Am.  Soc.  of  C.  E..  vol.  viii,  p.  227-37. 

X  For  an  illustrated  description  of  the  method  of  mouldhig,  reinforcing,  and  driv- 
ing several  forms  of  piles,  see  Engineering  News,  vol.  li,  p.  233-36. 
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inspected  better  when  moulded  in  a  horizontal  position;  but  when 
moulded  in  the  vertical  position,  any  laminations  are  perpendicular 
to  the  load.  Vertical  moulding  is  the  more  expensive,  but  only  a 
little  more  with  suitable  facilities. 

738.  The  Chenoweth  concrete  pile  is  made  by  plastering  a  woven 
wire  net  with  cement  mortar  or  concrete  and  rolling  the  combina- 
tion about  a  mandrel  to  form  a  cylinder.  The  mortar  is  mixed 
rather  dry,  but.  the  rolling  squeezes  out  part  of  the  water  and  secures 
an  intimate  contact  between  the  mortar  and  the  reinforcement, 
thus  making  a  dense  and  strong  pile. 

739.  Piles  Moulded  in  Place.  There  are  several  forms  of  concrete 
piles  that  are  moulded  in  place,  the  three  best-known  being  the 
Simplex,  the  Raymond,  and  the  Pedestal — all  of  which  are  patented. 

740.  The  Simplex  concrete  pile  is  formed  by  driving  a  heavy 
steel  tube,  16  inches  in  diameter,  having  at  the  bottom  either  (1) 
an  ** alligator  tip"  or  (2)  a  cast-iron  or  concrete  point.  The  for- 
mer is  an  automatic  bottom  which  keeps  closed  while  the  tube  is 
being  driven,  but  which  opens  and  allows  concrete  to  pass  through 
when  the  tube  is  drawn  up.  After  the  tube  has  been  driven  to  the 
desired  depth,  it  is  drawn  up  about  2  feet,  concrete  enough  to  fill 
about  3  feet  of  the  tube  is  deposited  in  the  bottom  by  means  of  a 
bottom-dump  cylindrical  bucket,  and  the  concrete  is  tamped  with  a 
hammer  dropped  through  the  tube.  The  tube  is  then  raised  again, 
and  the  above  operation  is  repeated  until  the  top  of  the  concrete 
reaches  the  desired  height.  This  pile  may  be  reinforced  by  dropping 
into  the  casing  any  unit  system  of  reinforcing. 

The  advantages  claimed  for  this  form  of  pile  are:  1.  The  cylin- 
drical form  gives  a  large  bearing  upon  the  harder  substratum.  2.  The 
ramming  of  the  concrete  forces  part  of  it  into  the  soil,  which  enlarges 
the  hole  and  still  further  consolidates  the  soil,  and  also  increases  the 
friction  between  the  concrete  and  the  sides  of  the  hole.  The  dis- 
advantage urged  against  this  form  is  that  the  more  fluid  portions  of 
the  concrete  are  liable  to  be  lost  in  a  porous  stratum  of  soil.  This 
objection  is  sometimes  eliminated  by  inserting  a  casing  of  sheet  iron 
inside  of  the  driving  tube  for  a  part  or  all  of  the  depth. 

741.  The  Raymond  concrete  pile  is  formed  and  placed  as  follows: 
A  tapering  shell  of  sheet  iron  (usually  No.  20)  is  placed  upon  a 
collapsible  steel  core,  and  the  two  are  driven  with  an  ordinary 
pile  driver.  After  the  shell  and  core  are  driven,  the  core  is  col- 
lapsed and  withdrawn;  and  then  the  shell  is  filled  with  concrete. 
The  piles  are  made  from  20  to  40  feet  long,  from  6  to  8  inches  in 
diameter  at  the  small  end,  and  from  18  to  20  inches  at  the  large  end. 

This  pile  may  be  reinforced  by  inserting  reinforcement  which  is 
securely  fastened  together  before  being  placed  in  the  casing. 
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Notice  that  the  taper  is  considerably  greater  than  with  wood  piles, 
which  the  inventor  claims  is  an  advantage.  An  objection  to  this 
form  of  pile  is  that  the  thin  shell  is  likely  to  be  wholly  or  partially 
closed  by  the  lateral  pressure  of  the  soil  before  it  can  be  filled  with 
concrete. 

742.  The  Pedestal  concrete  pile  is  formed  by  driving  together  into 
the  ground  a  cylindrical  casing  and  a  core  2  or  3  feet  longer  than 
the  casing;  and  then  the  core  is  removed,  concrete  to  the  depth  of 
2  or  3  feet  is  deposited  in  the  bottom  of  the  casing,  the  core  is  driven 
into  the  casing,  which  compresses  the  concrete  and  forces  it  out 
into  the  soil  below  the  casing.  Concrete  is  added  and  rammed 
successively  until  the  projecting  part  of  the  pile  has  any  desired 
diameter,  usually  2  or  3  feet;  and  then  the  casing  is  filled  to  the 
top  with  concrete,  and  finally  the  casing  is  withdrawn. 

743.  Concrete  piles,  both  bearing  and  sheet,  have  been  used  to  a 
considerable  extent  in  Europe  for  foundations,  wharves,  quay  walls, 
etc. ;  and  are  rapidly  coming  into  use,  particularly  bearing  piles,  in 
this  country. 

744.  Cost  of  Concrete  Piles.  The  following  is  the  cost  of  making 
and  placing  172  Raymond  concrete  piles  in  Massachusetts  in  1906, 
exclusive  of  interest,  general  expense,  and  the  cost  of  moving  the 
plant.  The  minimum  length  was  14  ft.,  the  maximum  37  ft.,  and 
the  average  20  ft.  The  piles  were  driven  until  the  penetration 
produced  by  eight  or  ten  blows  was  1  inch.* 

Items.  Cost  per  Foot. 

Labor  driving  forms  and  placing  concrete $0. 16 

Concrete  material 0. 123 

Steel  shell,  94  lb.  at  3  cents 0. 145 

Coal,  oil,  etc.  .f 0.011 

Total,  exclusive  of  interest,  general  expense,  etc $0,439 

745.  Concrete  vs.  Wood  Piles.  Of  course,  when  exposed  to  the 
air,  or  in  sea-water  infested  with  marine  borers,  concrete  is  much  more 
durable  than  wood.  In  some  cases  concrete  tops  have  been  placed 
upon  wooden  piles  to  prevent  the  decay  of  the  wood  above  the  water 
line  or  to  prevent  the  attack  of  sea  worms  above  the  ground  line. 
Concrete  piles  cost  more  than  wooden  ones  (see  the  next  paragraph), 
and  on  account  of  their  size  will  support  a  greater  load,  it  being 
claimed  that  usually  one  concrete  pile  will  support  as  much  load  as 
two  or  three  wooden  ones;  but  it  is  not  always  wise  or  possible  to 
decrease  the  number  of  piles  and  proportionally  increase  the  load 
on  each.    Concrete  piles  are  superior  to  wooden  ones  for  foundation 

*  Engineering-Contracting,  vol.  zxvii.  p.  65. 
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work  in  that  they  need  not  be  cut  off  below  the  water's  surface,  sind 
hence  the  more  expensive  masonry  structure  need  not  start  as  lo"- 
with  concrete  piles  as  with  wooden  ones. 

The  following  exhibit  shows  the  actual  cost  in  1904  of  the  con- 
cvete-pile  foundations  for  the  physics  building  of  the  United  States 
Naval  Academy  at  Annapolis,  Md.,  and  also  the  estimated  cost  of 
an  equivalent  wood-pile  foundation.* 


t  riO.OO  =  «17  100.00  2  1!)3atl9.50  =  $20  835.r>0 
it  .40-  415.00  4542at  .40=  1816,80 
t  8,00-  7888,00  :i2.i0at  8,00=  26000.00 
5222at      .04=        208.00 


Piles 

Excavation,  cu.  yd.  . 

Concrete,  cu.  yd 

Steel  I-beams,  lb ... . 

Shoring  and  pumping       4  000.00 


746.  Sheet  piles.    Sheet  piles  aie  piles  with  square  edges  driven 
successively  edge  to  edge  to  form  a  vertical  sheet  for  the  purpose  of 
preventing  the  soil  from  flowing  into  the  foundation  pit  or  of  guarding 
a  foundation  against  the  undermining  action  of  the  water.     Formerly 
sheet    piles   were  alwaj's  of  wood,  but  re- 
cently Ijoth  steel  and'concrete   have  been 
used. 

747.  Wood  Sheet  Piles.  Ordinarily  wood 
sheet  piles  are  simply  thick  planks,  sharp- 
ene<l  and  driven  edge  to  edge.  Sometimes 
a  thinner  plank  is  driven  outside  of  the 
thick  one  to  cover  the  joint  and  prevent 
leakage;  and  sometimes  two  rows  of  thick 
planks  are  driven.  Sheet  piles  should  be 
sharpened  wholly,  or  at  least  mainly,  from 
one  side,  and  the  long  edge  should  be 
placed  next  to  the  pile  already  driven,  to 
cause  the  piles  to  crowd  together  and  make 
comparatively  close  joints. 

Formerly,  when  greater  strength  was 
i-ctiuired  than  one  or  two  thicknesses  of 
plank,  heavy  sawed  timbers  were  employed 
as  sheet  piles,  wooden  blocks  or  iron  lugs  lieing  fastened  on  the 
edges  to  assist  in  guiding  them  into  position,  or  a  tongue  and  groove 
was  foi'med  by  nailing  two  strips  on  the  edges  of  one  side  of  the 
pile  and  one  strip  in  the  middle  of  the  other  edge;  but  now  the 
Wakefield  pile  is  usually  employed  when  a  wood  pile  is  used  and  when 
greater  strength  is  required  than  is  afforded  by  a  single  plank. 
*  Tlie  Inspoc^tur  JD  Charge,  in  Engineering  Record,  vol.  11,  p.  277. 
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The  Wakefield  pile,  the  patent  on  which  has  expired,  consists  of 
three  planks  bolted  or  spiked  together  so  as  to  form  a  tongue  on  one 
edge  and  a  corresponding  groove  on  the  other.  Fig.  85  shows  a 
cross  section  of  the  Wakefield  pile.  The  planks  are  usually  10  or  12 
inches  wide,  and  10  to  16  feet  long. 

748.  Steel  Sheet  Piles.  Steel  sheet  piles  were  first  used  in  1902  at 
Chicago;   but  already  a  considerable  number  of  forms  have  been  pat- 
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Fig.  86. — ^Typical  Forms  op  Steel  Sheet  Piles. 

ented.  They  may  be  divided  into  two  general  classes,  viz. :  those  built 
up  from  standard  structural  shapes,  and  those  consisting  of  special 
shapes.  Fig.  86,  shows  several  of  each  class.  There  are  several 
other  forms  of  the  same  general  character  asthelast  oneinFig.  86; 
but  they  are  not  in  as  general  use.  One  patent  consists  of  a  clip  to  be 
riveted  at  intervals  to  I-beams,  whereby  a  wall  may  be  built  by  driv- 
ing I-beams  base  to  base;  and  a  somewhat  similar  form  consists  of 
two  separate  locking  devices  one  of  which  is  placed  on  the  bottom 
of  the  I-beam  to  be  driven  and  one  on  the  top  of  the  I-beam  already 
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driven.     However,  the  interlocking  steel  piles  are  usually  preferred 
as  making  a  tighter  wall. 

Form  a,  Fig.  86,  may  be  made  of  any  size  of  channels  and  I-beams, 
although  the  12-inch  or  the  15-inch  are  ordinarily  used.  With  this 
form  of  pile,  the  space  between  the  channels  can  be  tamped  full 
of  clay  and  thus  make  the  wall  water-tight.  Form  b  is  made  with 
two  weights  of  12-inch  and 'also  with  two  w^eights  of  15-inch  channels. 
There  is  another  variety  of  this  form  in  which  there  is  an  angle  on« 
each  edge  of  the  intermediate  channel  to  ^orm  a  calking  joint,  but 
such  a  joint  is  seldom  necessary.  Form  d  is  made  of  a  12-inch 
I-bcani  and  a  5-inch  locking  piece  or  a  15-inch  I-beam  and  a  7-inch 
locking  piece.  Form  e  is  made  in  three  sizes — 12-inch  40-pound, 
12-inch  35-pound,  and  6-inch  11-pound.  With  this  form  of  pile  a 
half-round  wooden  strip  may  be  driven  in  the  joint,  which  upon 
absorbing  water  expands  and  prevents  leakage.  It  has  been  proposed 
to  run  grout  into  the  interlock  of  sheet  piles  to  prevent  or  stop  leaks. 

A  great  variety  of  forms  of  steel  sheet  piles  has  been  proposed, 
the  catalogue  of  one  manufacturer  showing  twenty-seven  different 
forms  exclusive  of  special  corner  pieces;  but  the  above  are  the  forms 
in  most  common  use,  and  are  fairly  representative. 

By  the  use  of  special  corner  pieces,  a  right-angled  corner  can  be 
turned  with  any  of  the  steel  sheet  piling;  and  some  of  the  regular 
forms  can  be  used  to  inclose  a  comparatively  small  circular  area. 
Steei  sheet  piles  are  ordinarily  driven  by  allowing  the  pile  hammer 
to  strike  directly  against  the  end  of  the  pile;  but  in  hard  driving  a 
cast-iron  or  steel  hood,  into  the  under  side  of  which  fits  the  top  end  of 
the  pile,  is  sometimes  used.  These  hoods  are  furnished  by  the  makers 
of  the  piles. 

749.  Steel  sheet  piles  are  superior  to  wooden  ones  in  that  they 
make  tighter  work,  are  easier  to  drive,  may  be  used  repeatedly,  and 
some  forms  have  nearly  their  original  value  as  standard  sections  when 
no  longer  required  as  piles,  and  all  forms  have  value  as  scrap  when 
they  can  no  longer  be  used  as  piles.  Steel  sheet  piles  are  more  e^ily 
pulled  out  than  wooden  ones,  since  a  hook  can  readily  be  inserted  in  a 
hole  near  the  top.  Steel  sheet  piles  require  less  bracing  across  the 
coffer-dam  than  wooden  ones.  Steel  sheet  piles  may  be  spliced  by 
driving  one  section  on  top  of  another;  and,  by  varying  the  length  of 
the  members,  a  stout  wall  of  almost  any  depth  may  be  built.  Most 
forms  of  steel  sheet  pile  speedily  become  water-tight  in  muddy  water; 
and  usually  all  are  easily  made  tight  in  clear  water  by  throwing 
sawdust,  paper  pulp,  manure,  etc.,  near  a  leak. 

In  selecting  a  type  form  of  steel  sheet  pile,  attention  should  be 
given  to  the  clearance  between  the  members  and  also  to  the  lateral 
stiffness  of  the  pile.     To  secure  tightness  the  clearance  should  be  as 
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small  as  possible,  but  too  little  clearance  makes  trouble  in  driving, 
owing  to  kinks  and  bends  in  the  members.  Lateral  stiffness  is 
important  in  hard  driving;  and  depends  upon  the  cross  section  of  the 
pile. 

Some  forms  of  steel  piling  are  provided  with  cast-iron  points  to 
facilitate  driving  in  hard  or  stony  ground;  but  usually  the  pile  is 
driven  without  sharpening  or  without  a  shoe. 

Art.  2.     Pile  Driving. 

760.  PILE-DRIVINO  Machines.  Pile-driving  machines  may  be 
classified  according  to  the  character  of  the  driving  power,  which 
may  be  (1)  a  falling  weight,  (2)  the  force  of  an  explosive,  or  (3)  the 
erosive  action  of  a  jet  of  water.  Piles  are  sometimes  set  in  holes 
bored  with  a  well-auger,  and  the  earth  rammed  around  them.  This 
is  quite  common  in  the  construction  of  small  highway  bridges  in 
the  prairie  States,  a  10-  or  a  12-inch  auger  being  generally  used. 
The  various  pile-driving  machines  \yill  now  be  briefly  described  and 
compared. 

761.  Drop-hammer  Pile-driver.  The  usual  method  of  driving  piles 
is  by  a  succession  of  blows  given  with  a  heavy  block  of  wood  or  iron — 
called  a  ram,  monkey,  or  hammer — which  is  carried  by  a  rope  or 
cable  passing  over  a  pulley  fixed  at  the  top  of  an  upright  frame  and 
allowed  to  fall  freely  on  the  head  of  the  pile.  The  machine  for  doing 
this  is  called  a  drop-hammer  pile-driver,  or  a  monkey  pile-driver — 
usually  the  former.  The  machine  is  generally  placed  upon  a  car  or 
a  scow. 

The  frame  consists  of  two  uprights,  called  leaders,  from  10  to  60 
feet  long,  placed  about  2  feet  apart,  which  guide  the  falling  weight 
in  its  descent.  The  leaders  are  either  wooden  beams  or  iron  channel- 
beams,  usually  the  former.  The  hammer  is  generally  a  mass  of 
iron  weighing  from  500  to  4,000  pounds  (usually  about  2,000)  with 
grooves  in  its  sides  to  fit  the  guides  and  a  staple  in  the  top  by  which 
it  is  raised.  The  rope  employed  in  raising  the  hammer  is  usually 
wound  up  by  a  steam  engine  placed  on  the  end  of  the  scow  or  car, 
opposite  the  leaders. 

A  car  pile-driver  is  made  especially  for  railroad  work,  the  leaders 
resting  upon  an  auxiliary  frame,  by  which  piles  may  be  driven  14  to 
16  feet  in  advance  of  the  end  of  the  track;  and  the  frame  is  pivoted 
so  that  piles  may  be  driven  on  either  side  of  the  track.  This  method 
of  pivoting  the  frame  carrying  the  leaders  is  also  sometimes  applied 
to  a  machine  used  in  driving  piles  for  foundations. 

In  railroad  construction,  it  is  not  possible  to  use  the  pile-driving 
car  with  its  steam  engine  in  advance  of  the  track;    hence,  in  this 
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kind  of  work,  the  leaders  are  often  set  on  blocking  and  the  hammer 
is  raised  by  horses  hitched  directly  to  the  end  of  the  rope.  Portable 
engines  also  are  sometimes  used  for  this  purpose.  Occasionally 
the  weight  is  raised  by  men  with  a  windlass,  or  by  pulling  directly 
on  the  rope. 

A  machine  used  for  driving  sheet  piles  differs  from  that  described 
above  in  one  particular,  viz. :  it  has  but  one  leader,  in  front  of  which 
the  hammer  moves  up  and  down.  With  this  construction,  the 
machine  can  l)e  brought  close  up  to  the  wall  of  a  coffer-dam  (§718 
and  §  804),  and  the  pile  already  ()riven  does  not  interfere  with  the 
driving  of  the  next  one. 

762.  There  are  two  methods  of  detaching  the  weight,  i.e.,  of 
letting  the  hammer  fall:  (1)  by  a  nipper,  and  (2)  by  a  friction-clutch. 

1.  The  nipper  consists  of  a  block  which  sUdes  freely  between 
the  leaders  and  which  carries  a  pair  of  hooks,  or  tongs,  projecting 
from  its  lower  side.  The  tongs  are  so  arranged  that  when  lowered 
onto  the  top  of  the  hammer  they  automatically  catch  in  the  staple 
in  the  top  of  the  hammer,  and  hold  it  while  it  is  being  lifted,  until 
they  are  disengaged  by  the  upper  ends  of  the  arms  striking  a  pair  of 
inclined  surfaces  in  another  block,  the  tripj  which  may  be  placed 
between  the  leaders  at  any  elevation,  according  to  the  height  of  fall 
desired. 

With  this  form  of  machine,  the  method  of  operation  is  as  follows: 
The  pile  being  in  place,  with  the  hammer  resting  on  the  head  of  it 
and  the  tongs  being  hooked  into  the  staple  in  the  top  of  the  hammer, 
the  rope  is  wound  up  until  the  upper  ends  of  the  tongs  strike  the 
trip,  which  disengages  the  tongs  and  lets  the  hammer  fall.  As  the 
hoisting  rope  is  unwound  the  nipper  block  follows  the  hammer,  and, 
on  reaching  it,  the  tongs  automatically  catch  in  the  staple,  and  the 
preceding  operations  may  be  repeated.  This  method  is  objectionable 
owing  to  the  length  of  time  required  (a)  for  the  nipper  to  descend 
after  the  hammer  has  been  dropped,  and  (6)  to  move  the  trip  when 
the  height  of  fall  is  changed.  Some  manufacturers  of  pile-driving 
machinery  remove  the  last  objection  by  making  an  adjustable  trip 
which  is  raised  and  lowered  by  a  light  line  passing  over  the  top  of  the 
leaders.     This  is  a  valuable  improvement. 

When  the  rope  is  wound  up  by  steam,  the  maximum  speed  is 
from  6  to  14  blows  per  minute,  depending  upon  the  distance  the 
hammer  falls.  The  speed  can  not  be  increased  by  the  skill  of  the 
operator,  although  it  could  be  by  making  the  nipper  block  heavier. 

2.  The  method  by  using  a  friction'clutch,  or  friction-drum,  as  it 
is  often  called,  consists  in  attaching  the  rope  permanently  to  the 
staple  in  the  top  of  the  hammer,  and  dropping  the  hammer  by  setting 
free  the  winding  drum  by  the  use  of  a  friction-clutch.    The  advan- 
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tages  of  this  method  are  (a)  that  the  hammer  can  be  dropped  from 
any  height,  thus  securing  a  hght  or  heavy  blow  at  pleasure;  and 
(6)  that  no  time  is  lost  in  waiting  for  the  nipper  to  descend  or  in 
adjusting  the  trip. 

When  the  rope  is  wound  up  by  steam,  the  speed  is  from  20  to 
30  blows  per  minute,  but  is  largely  dependent  upon  the  skill  of  the 
man  who  controls  the  friction-clutch.  The  hammer  is  caught  on 
the  rebound,  is  elevated  very  rapidly,  and  hence  the  absolute  max- 
imum speed  is  attained.  The  rope,  by  which  the  hammer  is  elevated, 
retards  the  falling  weight;  and  hence,  for  an  equal  effect,  this  form 
requires  a  heavier  hammer  than  when  the  nipper  is  used.  Although 
the  friction-drum  pile-driver  is  much  more  efficient,  it  is  not  as 
generally  used  as  the  nipper  driver.  The  former  is  a  little  more 
expensive  in  first  cost. 

763.  St«uu-hatnmer  File-dnver  \s  re|;arcls  frequency  of  use 
the  next  machine  is  probably  the  steam  hammer  pde  dnver  It 
consists  essentially  of  a  steam  c>hnder  (stroke  about  3  feet)  the 
piston-rod  of  which  cames  a 
striking  weight  of  3,000  to  5  000 
pounds.  The  steam-cj  hnder  m 
fastened  to  and  Ixitween  the  tops 
of  two  I-t)eams  about  S  to  10 
feet  long,  the  beams  being  umted 
at  the  bottom  by  a  piece  of  iron 
in  the  shape  of  a  frustum  of  a 
cone,  which  has  a  hole  through 
it.  The  under  side  of  this  con 
necting  piece  is  cut  out  so  aa  to 
fit  the  top  of  the  pile  The 
striking  weight,  which  works  up 
and  down  between  the  two  I 
beams  as  guides,  has  a  cvlindn 
cal  projection  on  the  bottom 
which  passes  through  the  hole 
in  the  piece  connecting  the  feet 
of  the  guides  and  strikes  the 
pile.  The  steam  to  operate  the 
hammer  is  conveyed  from  the  boiler  through  a  flexible  tube.  Fig.  87 
shows  one  of  the  latest  forms  of  steam-hammer. 

The  whole  mechanism  can  be  raised  and  lowered  by  a  rope  passing 
over  a  pulley  in  the  top  of  the  leaders.  After  a  pile  has  been  placed 
in  position  for  driving,  the  machine  is  lowered  upon  the  top  of  it  and 
entirely  let  go,  the  pile  being  its  only  support.  When  steam  is 
admitted  below  the  piston,  it  rises,  carrying  the  striking  weight  with 
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it,  until  it  strikes  atrip  (on  the  back  side  of  the  hammer),  which  cuts 
off  the  steam,  and  the  hammer  of  the  newer  form  descends  under  its 
own  weight  and  the  pressure  of  the  steam.  At  the  end  of  the  down 
stroke  the  valves  are  again  automatically  reversed,  and  the  stroke 
repeated.  By  altering  the  adjustment  of  this  trip-piece,  the  length  of 
stroke  (and  thus  the  force  of  the  blows)  can  be  increased  or  dimin- 
ished. The  admission  and  escape  of  steam  to  and  from  the  cylinder 
can  also  be  controlled  directly  by  the  attendant;  and  the  number  of 
blows  per  minute  is  increased  or  diminished  by  regulating  the  supply 
of  steam.    The  machine  can  give  60  to  80  blows  per  minute. 

764.  Drop-hammer  vs.  Steam-hammer.  The  drop-hammer  is 
capable  of  driving  the  pile  against  the  greater  resistance.  The 
maximum  fall  of  the  drop-hammer  is  40  or  50  feet,  while  that  of  the 
steam-hammer  is  about  3  feet.  The  drop-hammer  ordinarily  weighs 
about  1  ton,  while  the  striking  weight  of  the  steam-hammer  usually 
weighs  about  1^  tons.  The  energy  of  the  maximum  blow  of  the 
drop-hammer  is  45  foot-tons  (  =  45  ft.  X  1  ton),  and  the  energy  of 
the  maximum  blow  of  the  steam-hammer  is  4.5  foot-tons  (  =  3  ft. 
X  li  tons).  The  energy  of  the  maximum  blow  of  the  drop-hammer 
is,  therefore,  about  10  times  that  of  the  steam-hammer. 

However,  the  effectiveness  of  a  blow  does  not  depend  alone  upon 
its  energy.  A  considerable  part  of  the  energy  is  invariably  lost  by 
the  compression  of  the  materials  of  the  striking  surfaces,  and  the 
greater  the  velocity  the  greater  this  loss.  An  extreme  illustration 
of  this  would  be  trying  to  drive  piles  by  shooting  rifle-bullets  at  them. 
A  1-ton  hammer  falling  45  ft.  has  10  times  the  energy  of  a  l^-ton 
hammer  falling  3  ft.,  but  in  striking,  a  far  larger  part  of  the  former 
than  of  the  latter  is  lost  by  the  compression  of  the  pile  head.  In 
constructing  the  foundation  of  the  Brooklyn  dry-dock,  it  was  prac- 
tically demonstrated  that  "there  was  little,  if  any,  gain  in  having 
the  fall  more  than  45  feet.'*  The  loss  due  to  the  compression  depends 
upon  the  material  of  the  pile,  and  whether  the  head  of  it  is  bruised  or 
not.  The  drop-hammer,  using  the  pile-hood  and  the  friction-drum, 
can  drive  a  pile  against  a  considerably  harder  resistance  than  the 
steam-hammer. 

It  is  frequently  claimed  that  the  steam-hammer  can  drive  a  pile 
against  a  greater  resistance  than  the  drop-hammer.  As  compared 
with  the  old  style  drop-hammer,  i.e.,  without  the  friction-drum  and 
the  pile-hood,  this  is  probably  true.  The  striking  of  the  weight  upon 
the  head  of  the  pile  splits  and  brooms  it  very  much,  which  materially 
diminishes  the  effectiveness  of  the  blow  (for  an  example,  see  Table 
64,  page  390).  In  hard  driving  with  the  drop-hammer,  without  the 
pile-hood,  the  heads  of  the  piles,  even  when  hooped,  will  crush,  bulge 
out,  and  frequently  split  for  many  feet  below  the  hoop.     For  this 
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reason,  it  is  sometimes  specified  that  piles  shall  not  be  driven  with  t, 
drop-hammer. 

The  rapidity  of  the  blows  is  an  important  item  as  affecting  the 
efficiency  of  a  pile-driver.  If  the  blows  are  delivered  rapidly,  the 
soil  does  not  have  sufiicient  time  to  recompact  itself  about  the  pile. 
With  the  steam-driver  the  blows  are  delivered  in  such  quick  succession 
that  it  is  probable  that  a  second  blow  is  delivered  before  the  pile  has 
recovered  from  the  distortion  produced  by  the  first,  which  materially 
increases  the  effectiveness  of  the  second  blow.  In  this  respect  the 
steam-hammer  is  superior  to  the  drop-hammer,  and  the  friction- 
clutch  driver  is  superior  to  the  nipper  driver. 

In  soft  soils,  the  steam-hammer  drives  piles  faster  than  either 
form  of  the  drop-hammer,  since  after  being  placed  in  position  on 
the  head  of  the  pile  it  pounds  away  without  the  loss  of  any  time. 

766.  In  a  rough  way  the  first  cost  of  the  two  drivers — exclusive 
of  scow  or  car,  hoisting  engine,  and  boiler,  which  are  the  same  in 
each — is  about  $80  for  the  drop-hammer  driver,  and  about  $800  for 
the  steam-driver.  Of  course  these  prices  will  vary  greatly.  The  per 
cent  for  wear  and  tear  is  greater  for  the  drop-hammer  than  for  the 
steam-hammer.  For  work  at  a  distance  from  a  machine-shop  the 
steam-driver  is  more  liable  to  cause  delays,  owing  to  breakage  of 
some  part  which  can  not  readily  be  repaired. 

766.  Driving  Piles  with  Dynamite.  Occasionally  piles  are  driven 
by  exploding  dynamite  placed  directly  upon  the  top  of  the  pile. 
It  is  a  slow  method,  but  might  prove  valuable  where  only  a  few  piles 
were  to  be  driven,  by  saving  the  transportation  of  a  machine;  or  it 
might  be  employed  in  locations  where  a  machine  could  not  be  oper- 
ated. The  higher  grades  of  dynamite  are  most  suitable  for  this 
purpose. 

767.  Driving  Piles  with  Water  Jet.  Although  the  water  jet  is 
not  strictly  a  pile-driving  machine,  the  method  of  sinking  piles  by 
its  use  deserves  careful  attention,  because  it  is  often  the  cheapest 
and  sometimes  the  only  means  by  which  piles  can  be  sunk  in  mud,  silt, 
or  sand. 

The  method  is  very  simple.  .  A  jet  of  water  is  forced  into  the 
soil  just  below  the  point  of  the  pile,  thus  loosening  the  soil  and 
allowing  the  pile  to  sink,  either  by  its  own  weight  or  with  very  light 
blows.  The  water  may  be  conveyed  to  the  point  of  the  pile  through 
a  flexible  hose  held  in  place  by  staples  driven  into  the  pile;  and 
after  the  pile  is  sunk,  the  hose  may  be  withdrawn  for  use  again. 
An  iron  pipe  may  be  substituted  for  the  hose.  It  seems  to  make 
very  little  difference,  either  in  the  rapidity  of  the  sinking  or  in  the 
accuracy  with  which  the  pile  preserves  its  position,  whether  the 
nozzle  is  exactly  under  the  middle  of  the  pile  or  not. 
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The  water  jet  seems  to  have  •been  first  used  in  engineering  in 
1852,  at  the  suggestion  of  General  Geo.  B.  McClellan.  It  has  been 
extensively  employed  on  the  sandy  shores  of  the  Gulf  and  South 
Atlantic  States,  where  the  compactness  of  the  sand  makes  it  diflScult 
to  drive  piles  for  foundations  for  lighthouses,  wharves,  etc.  An- 
other reason  for  its  use  in  that  section  is  that  the  palmetto  piles — 
the  only  ones  that  will  resist  the  ravages  of  the  teredo — are  too  soft 
to  withstand  the  blows  of  the  drop-hammer  pile-driver.  By  em- 
ploying the  water  jet  the  necessity  for  the  use  of  the  pile-hammer 
is  removed,  and  consequently  palmetto  piles  become  available. 
The  jet  has  also  been  employed  in  a  great  variety  of  ways  to  facilitate 
the  passage  of  common  piles,  screw  and  disk  piles,  cyUnders,  ^caissons, 
etc.,  through  earthly  material;  and  also  to  loosen  the  soil  around 
piles  preparatory  to  pulling  them  out. 

768.  The  efficiency  of  the  jet  depends  upon  the  increased  fluidity 
given  to  the  material  into  v/hich  the  piles  are  sunk,  the  actual  dis- 
placement of  material  being  small.  Hence  the  efficiency  of  the  jet 
is  greatest  in  clear  sand,  mud,  or  soft  clay;  in  gravel,  or  in  sand  con- 
taining a  large  percentage  of  gravel,  or  in  hard  clay,  the  jet  is  almost 
useless.  For  these  reasons  the  engine,  pump,  hose,  and  nozzle  should 
be  arranged  to  deliver  large  quantities  of  water  with  a  moderate 
force,  rather  than  smaller  quantities  with  high  initial  velocity.  In 
gravel,  or  in  sand  containing  considerable  gravel,  some  benefit  might 
result  from  a  velocity  sufficient  to  displace  the  pebbles  and  drive 
them  from  the  vicinity  of  the  pile;  but  it  is  evident  that  any  prac- 
ticable velocity  would  be  powerless  in  gravel,  except  for  a  very  limited 
depth,  or  where  circumstances  favored  the  prompt  removal  of  the 
pebbles. 

The  error  most  frequently  made  in  the  application  of  the  water 
jet  is  in  using  pumps  with  insufficient  capacity.  Both  direct-acting 
and  centrifugal  pumps  are  frequently  employed.  The  former  affords 
the  greater  power;  but  the  latter  has  the  advantage  of  a  less  first 
cost,  and  of  not  being  damaged  as  greatly  by  sand  in  the  water  used. 

The  pumping  plant  used  in  sinking  the  disk-piles  for  the  Coney 
Island  pier  (see  §  735),  ''consisted  of  a  Worthington  pump  with  a 
12-inch  steam  cylinder,  8i-inch  stroke,  and  a  water  cylinder  74 
inches  in  diameter.  The  suction  hose  was  4  inches  in  diameter; 
and  the  discharge  hose,  which  was  of  four-ply  gum,  was  3  inches. 
The  l)oiler  was  u])riglit,  42  inches  in  diameter,  8  feet  high,  and  con- 
tained G2  tu))es  2  inches  in  diameter.  An  abundance  of  steam  was 
supplied  by  the  boiler,  after  the  exhaust  had  been  turned  into  the 
smoke-stack  and  soft  coal  used  as  fuel.  An  average  of  about  160 
pounds  of  coal  was  consumed  in  sinking  each  pile.  With  the  power 
above  described,  it  was  found  that  piles  could  be  driven  in  clear  sand 
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at  the  rate  of  3  feet  per  minute  to  a  depth  of  12  feet;  after  which  the 
rate  of  progress  gradually  diminished,  until  at  18  feet  a  limit  was 
reached  beyond  which  it  was  not  practicable  to  go  without  con- 
siderable loss  of  time.  It  frequently  happened  that  the  pile  would 
'  bring  up '  on  some  tenacious  material  which  was  assumed  to  be  clay, 
and  through  which  the  water  jet,  unaided,  could  not  be  made  to  force 
a  passage.  In  such  cases  it  was  found  that  by  raising  the  pile  about 
6  inches  and  allowing  it  to  drop  suddenly,  with  the  jet  still  in  opera- 
tion, and  repeating  as  rapidly  as  possible,  the  obstruction  was  i&nally 
overcome;  although  in  some  instances  five  or  six  hours  were  con- 
sumed in  sinking  as  many  feet."* 

769.  Jet  vs.  Hammer.  It  is  hardly  possible  to  make  a  comparison 
between  a  water- jet  and  a  hammer  pile-driver,  as  the  conditions 
most  favorable  for  each  are  directly  opposite.  For  example,  sand 
yields  easily  to  the  jet,  but  offers  great  resistance  to  driving  with 
the  hammer;  on  the  other  hand,  in  stiff  clay  the  hammer  is  much 
more  expeditious.  For  inland  work  the  hammer  is  better,  owing  to 
the  difficulty^  of  obtaining  the  large  quantities  of  water  required  for 
the  jet;  but  for  river  and  harbor  work  the  jet  is  the  most  advan- 
tageous. Under  equally  favorable  conditions  there  is  little  or  no 
difference  in  cost  or  speed  of  the  two  methods. 

The  jet  and  the  hammer  are  often  advantageously  used  together, 
especially  in  stiff  clay.  The  efficiency  of  the  water  jet  can  be  greatly 
increased  by  bringing  the  weight  of  the  pontoon,  upon  which  the 
machinery  is  placed,  to  bear  upon  the  pile  by  means  of  a  block  and 
tackle. 

760.  GosT  OF  Driving  Bearing  Piles.  There  are  a  numl^r 
of  items  which  materially  affect  the  cost  of  pile  driving,  which  it  is 
impossible  to  include  in  a  brief  summary,  but  which  must  not  be 
forgotten  in  using  such  data  in  making  estimates.  Among  these 
items  are:  the  closeness  to  the  driver  of  the  place  of  delivery  of  the 
piles,  the  facilities  for  handling  the  piles,  the  length  of  the  piles,  the 
hardness  of  the  driving,  the  accuracy  of  the  required  position  of  the 
pile,  the  number  driven,  the  distance  apart,  etc. 

761.  Railroad  Gonstniction.  The  following  is  a  summary  of  the 
cost,  to  the  contractor,  of  labor  in  driving  piles  (exclusive  of  hauling) 
in  the  construction  of  the  Chicago  branch  of  the  Atchison,  Topeka 
and  Santa  F^  R.  R.  The  piles  were  driven,  ahead  of  the  track, 
with  a  horse-power  drop-hammer  weighing  2,200  pounds.  The 
average  depth  driven  was  13  feet.  The  table  includes  the  cost  of 
driving  piles  for  abutments  for  Howe  truss  bridges  and  for  the 
false  work  for  the  erection  of  the  same.  These  two  items  add  con- 
siderably to  the  average  cost.    The  contractor  received  the  same 

♦  Chas.  MacdoQiUd,  m  Trans.  Am.  Soc.  of  C.  E.,  vol.  viii,  p.  227-37. 
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price  for  all  classes  of  work.  The  work  was  as  varied  as  such  jobs 
usually  are,  piles  l)eing  driven  in  all  kinds  of  soil.  Owing  to  the 
large  amount  of  railroad  work  in  progress  in  1887,  the  cost  of  material 
and  labor  was  about  10  per  cent  higher  than  the  average  of  the  year 
before  and  after.  Cost  of  labor  on  pile-driver:  1  foreman  at  $4  per 
day,  6  laborers  at  $2,  2  teams  at  $3.50;  total  cost  of  labor  =  $23 
per  day. 

Cost  of  Pile  Driving  in  Railroad  Construction. 

Number  of  piles  included  in  this  report 4  409 

"           "  lineal  feet  included  in  this  report    109  568 

Average  length  of  piles,  in  feet    24 .8 

Kumber  of  days  employed  in  driving 494 

"           "  lineal  feet  driven  per  day 221 .8 

Cost  of  driving,  per  pile $2.53 

"       "       "         "     foot .-...  10.4  cts. 

762.  Bridge  Repairs.  In  Table  62  are  the  data  of  pile  dri\ing 
for  repairs  to  bridges  on  the  Indianapolis,  Decatur  and  Springfield 
R.  R.  The  work  was  done  from  December  21,  1885,  to  Januar>^  5, 
1886.  The  piles  varied  from  12  to  32  feet  in  length,  the  average 
being  a  little  over  21  feet.  The  average  distance  driven  was  about 
10  feet.  The  hammer  weighed  1,650  pounds;  the  last  fall  was  37 
feet,  and  the  corresponding  penetration  did  not  exceed  2  inches. 
The  hammer  was  raised  by  a  rope  attached  to  the  draw-bar  of  a 
locomotive — comparatively  a  very  expensive  way. 

TABLE  62. 
Cost  of  Piles  for  Bridge  Repairs. 


Items  of  Expenhe. 


Labor: 

Loading  and  unloading  piles  1\  days 

Bridge  gang,  driving,  l2  days   

Engine  crew,  transportation  and  driv'g,  13  days 

Train  crew,  tmnsportation  and  driving,  13  days 
Supplies: 

Engine  su{)plies    

6  pile  rings  and  2  plates 

Repairs    


T<ttal  exiwnsc  for  driving 

Material: 

4,191  feet  oak  piles  at  13V  cts 

Total  cost 


Total. 


$16.00 

153.75 

43.90 

71.50 

23.49 
13.29 
11.04 


$334.97 


.$56o .  92 


$900.89 


Peb  Pile. 


$0.08 
0.78 
0.23 
0.37 

0.13 
0.06 
0.05 


$1.70 


$2.86 


$4.56 


Peb  Foot. 


0.4  cts. 
3.7 

i.i 

1.6 

0.5 
0.3 
0.3 

7.9  cts. 


13. 5  cts. 
21  4  cts. 
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On  the  same  road,  9  piles,  each  20  feet  long,  were  driven  9  feet, 
for  bumping-posts,  with  a  1,650-pound  hammer  dropping  17  feet. 
The  hammer  was  raised  with  an  ordinary  crab-winch  and  single  line, 
with  double  crank  worked  by  four  men.  The  cost  for  labor  was 
8.3  cents  per  foot  of  pile,  and  the  total  expense  was  21.8  cents  per 
foot. 

763.  Bridge  Constnietiim.  Table  63  gives  the  cost  of  labor  in 
driving  the  piles  for  the  Northern  Pacific  R.  R.  bridge  over 
the  Red  River,  at  Grand  Forks,  N.  Dakota,  constructed  in  1887. 
The  soil  was  sand  and  clay.  The  penetration  under  a  2,250-pound 
hammer  falling  30  feet  was  from  2  to  4  inches.  The  foreman  re- 
ceived S5  per  day,  the  stationary  engineer  $3.50,  and  laborers  S2. 


TABLE  63. 
Cost  of  Labor  in  Driving  Pilks  in  Bridge  Construction. 


KixD  ar  LtBOB. 

is 

i 
s 

Preparation  nnd  repair  of  plant..  , 

$68.95 
432.70 
78.75 

S63.60 
252,02 

$53.50 
430.60 
47.60 

$37.00 
215,45 
179.80* 

$61.60 

131. 90t 

Total  cost 

S.i80.40 

1316.57 

«o31.5r 

»432.2.T 

$759.30 

Number  of  piles  in  the  struHurP. . 
Total  number  of  feet  remaining  in 

the  structure 

Ai-enige  lenjtth  of  piles  remaining 

224 
7  238 
32.  :i 

102 
3  710 

104 

7023 

38.2 
4.1 

121 

4639 

38.4 
6.B 

167 
7  316 

Average  length  of  piles  out  ofT  . . . 

3.7 

€o8C  per  foot  of  pile  remiiiningin 
the  structure 

S.Octs. 

8.5  cts. 

7.8  cts. 

9.3  els. 

10.4  eta. 

.Average  cost  for  driving  per  foot  remaining  in  the  atructure  =  8.8  centfl. 


764.  On  the. Chicago  and  Eastern  Illinois  Railroad  in  1902  the 
cost  of  driving  piles  on  sixteen  jobs  ranged  between  10.7  and  2.4 
cents  per  ft.,  the  average  being  4.4  cents.  There  were  436  piles 
driven,  the  average  numWr  per  job  lieing  27.  The  shortest  pile  was 
14  ft.,  and  the  longest  was  42  ft.,  the  averase  l>eing  24.2  ft.  The 
greatest  nijml>er  in  any  one  job  w.is  74  and  the  smallest  8.  The 
pile-driver  was  self-propelling.    All  the  men  with  driver  were  com- 
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men  laborers  except  the  foreman,  the  engineman,  and  the  fireman. 
The  engineman  received  $2.50  per  day,  and  the  fireman  $1.50.* 

766.  Foundation  Piles.  The  contract  price  for  the  foundation 
piles — white  oak — for  the  railroad  bridge  over  the  Missouri  River,  at 
Sibley,  Mo.,  was  22  cents  per  foot  for  the  piles  and  28  cents  per  foot 
for  driving  and  sawing  off  below  water.  They  were  50  feet  long, 
and  were  driven  in  sand  and  gravel,  in  a  coffer-dam  16  feet  deep, 
by  a  drop-hammer  weighing  3,203  pounds,  falling  36  feet.  The 
hammer  was  raised  by  steam  power. 

766.  The  average  cost  of  excavation  and  driving  piles  for  bridge 
abutments  in  connection  with  track  elevation  in  Chicago  by  a  rail- 
road for  the  year  1907,  is  as  follows: 

'    Item.  Per  cu.  yd. 

Excavation,  3 675  cu.  yd.: 

Labor:    Removing  earth .• '.     $1 .  367 

Shoreing 020 

Pumping   .  054 

Cutting  off  piles .034 

Engine  service    .  005 

Total  for  labor   $1 .480 

Material:  Sheet  piling .  109 

Total  for  excavation    $1 .  589 

Pile  Driving,  27  552  lin.  feet:  Per  Lin.  Ft. 

Labor:    Driving    0 .  032 

Handling 0.007 

Equipment    0 .  006 

Engine  service    0 .  033 

Total  for  labor   10.078 

Material:  Cost  of  piles    0 .  095 

Total  for  piles  in  place    10. 173 

For  similar  data  for  the  same  road  for  retaining  walls,  see  Table 
79,  page  5:^3. 

767.  Harbor  and  River  Work.  In  the  shore-protection  work  at 
Chicago,  done  in  lcS82  ])v  the  Illinois  Central  R.  R.,  a  crew  of  9  men, 
at  a  daily  expense,  for  labor,  of  ?17.25,  averaged  65  piles  per  10  hours 
in  water  7  feet  deep,  the  piles  being  24  feet  long  and  lieing  driven 
14  feet  into  the  sand.  The  cost  for  la])or  of  handling,  sharpening, 
and  driving,  was  a  little  over  26  cents  per  pile,  or  1.9  cents  per  foot 

♦  Report  of  1902  convention  of  ^Vssociation  of  Railway  Superintendents  of  Hridgm 
and  Buildings. 
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of  distance  driven,  or  1.1  cents  per  foot  of  pile.*  Both  steam- 
hammers  and  water  jets  were  used,  but  not  together.  Notice  that 
this  is  very  cheap,  owing  (1)  to  the  use  of  the  jet,  (2)  to  Uttle  loss  of 
time  in  moving  the  driver  and  getting  the  pile  exactly  in  the  pre- 
determined place,  (3)  to  the  piles  not  being  sawed  off,  and  (4)  to  the 
skill  gained  by  the  workmen  in  a  long  job. 

On  the  Mississippi  River,  under  the  direction  of  the  U.  S.  Army 
engineers,  the  cost  in  1882  for  labor  for  handling,  sharpening,  and 
driving,  was  $3.11  per  pile,  or  20  cents  per  foot  driven.  The  piles 
were  35  feet  long,  the  depth  of  water  15.5  feet,  and  the  depth  driven 
13.6  feet.  The  water  jet  and  drop-hammer  were  used  together. 
The  large  cost  was  due,  in  part  at  least,  to  the  current,  which  was 
from  3  to  6  miles  per  hour.f 

768.  GosT  OF  Driving  Sheet  Piles.  The  cost  of  driving  sheet 
piles  differs  considerably  from  that  of  bearing  piles, — on  the  one  hand 
because  the  former  is  usually  driven  in  softer  ground,  which  tends 
to  make  the  cost  less;  and  on  the  other  hand,  because  the  former 
must  be  fitted  together,  which  tends  to  make  the  cost  more. 

769.  Steel  Pile.  The  cost  of  driving  130  United  States  steel 
sheet  piles  11^  feet  into  coarse  sand  and  gravel  in  constructing  a 
coffer-dam  for  a  bridge  pier  was  7.2  cents  per  ft.;  and  the  cost  of 
pulling  the  same  was  4.0  cents  per  ft.  These  costs  include  a  charge 
for  fuel,  the  use  of  machinery,  etc.,  and  also  the  cost  of  straightening 
piles  that  were  bent  or  warped  in  driving;  but  does  not  include 
general  oversight  by  the  contractor.  The  wages  of  common  laborers 
varied  from  17^  to  20  cents  per  hour;  and  enginemen  and  derrick- 
men  received  22^  cents  per  hour.  J 

In  Chicago  the  cost  of  driving  156  pieces  of  United  States  sheet 
piling,  each  16  ft.  long,  14  ft.  below  water  which  was  3  to  6  ft.  deep, 
into  coarse  gravel  ranging  in  size  from  J  to  8  inches  in  diameter,  was 
42.5  cents  per  piece,  exclusive  of  fuel,  rental  of  plant,  braces,  and 
waling.lf 

Art.  3.     Bearing  Power  of  Piles. 

770.  Two  cases  must  be  distinguished:  that  of  columnar  piles  or 
those  whose  lower  end  rests  upon  a  hard  stratum,  and  that  of  ordinary 
bearing  piles  or  those  whose  supporting  power  is  due  to  the  friction 
ot  the  earth  on  the  sides  of  the  pile.  In  the  first  case,  the  bearing 
power  is  limited  by  the  strength  of  the  pile  considered  as  a  column. 

*  Report  of  the  Chief  of  Engineers,  U.  S.  A.,  for  1883,  p.  1266-70. 

t/6irf..  p.  1260. 

t  Engineering-Contracting,  vol.  xxv,  p.  132. 

^  /Wd.,  p.  157. 
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771.  Beabivg  Power  of  Column  Piles.  It  is  seldom,  if  ever, 
necessary  to  consider  foundation  piles  as  acting  as  a  column,  since 
the  surrounding  earth  prevents  lateral  deflection,  at  least  to  a  con- 
siderable degree;  and  hence  the  supporting  power  of  such  a  pile  will 
usually  approximate  the  crushing  strength  of  the  timber.  If  a  con- 
siderable portion  of  a  pile  is  exposed  to  the  air,  it  is  likely  to  be 
braced  so  as  to  have  sufficient  lateral  stiffness  to  develop  the  sup- 
porting power  of  the  soil,  and  hence  usually  such  piles  need  not  be 
considered  as  columns.  But  if  a  pile  is  driven  through  a  considerable 
depth  of  water,  the  supporting  power  of  the  pile  may  be  limited  by 
its  strength  as  a  column,  particularly  if  the  upper  portion  of  the  soil 
into  which  it  is  driven  is  soft  and  gives  but  little  lateral  support. 
Such  a  pile  acts  as  a  column  fixed  at  the  base  and  free  at  the  top. 
The  ultimate  bearing  power  of  such  a  column  is 

P  =  97:^ EI  -^4P 

in  which  P  is  the  ultimate  load,  E  the  coefficient  of  elasticity,  /  the 
moment  of  inertia  of  the  cross  section,  and  I  the  unsupported  length. 
If  the  diameter,  is  12  inches  or  less,  and  the  free  length  (the  length 
froni  the  top  to  the  point  where  the  pile  is  firmly  held  by  the  lateral 
support  of  the  soil)  is  njore  than  25  or  30  feet,  the  ultimate  load  by 
the  above  formula  may  be  less  than  the  load  often  placed  upon  piles. 
The  safe  buckling  strength  of  a  pile  is  only  a  fractional  part  of  the 
value  given  by  the  above  fornuila;  and  hence  the  conclusion  is  that 
if  a  pile  is  to  have  any  considerable  unsupported  length,  it  should  be 
tested  by  the  above  formula  to  determine  its  buckling  strength. 

The  safe  end  bearing-power  of  wood  varies  from  1,200  to  1,600  lb. 
per  sq.  in.,  and  hence  the  safe  crushing  strength  of  a  pile  in  pounds 
per  square  inch  varies  from  900  to  1,250  multiplied  by  the  square  of 
the  diameter  of  the  pile  in  inches. 

772.  Bearing  Power  of  Friction  Piles.  There  are  two 
general  methods  of  determining  the  supporting  power  of  ordinary 
bearing  piles:  (1)  by  considering  the  relation  between  the  supporting 
power  and  the  length  and  the  size  of  the  pile,  the  weight  of  the 
hammer,  the  height  of  fall,  and  the  distance  the  pile  was  moved  by 
the  last  blow;  or  (2)  by  applying  a  load  or  direct  pressure  to  each  of 
a  number  of  piles,  obse^-ving  the  amount  each  will  support,  and  ex- 
pressing the  result  in  terms  of  the  depth  driven,  size  of  pile,  and 
kind  of  soil.  The  first  method  is  applicable  only  to  piles  driven  by 
the  impact  of  a  hammer;  the  second  is  applicable  to  any  pile,  no 
matter  how  driven. 

1.  If  the  relation  between  the  supporting  power  and  the  length 
and  size  of  pile,  the  weight  of  the  hammer,  the  height  of  fall,  and  the 
distance  the  pile  wiis  moved  by  the  hist  blow  can  be  stated  in  a 
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formula,  the  supporting  power  of  a  pile  can  be  found  by  inserting 
these  quantities  in  the  formula  and  solving  it.  The  relation  between 
these  quantities  mufet  be  determined  from  a  consideration  of  the 
theoretical  conditions  involved,  and  hence  such  a  formula  is  a  rational 
formula. 

2.  By  applying  the  second  method  to  piles  under  all  the  con- 
ditions likely  to  occur  in  practice,  and  noting  the  load  supported^ 
the  kind  of  soil,  the  amount  of  surface  of  pile  in  contact  with  the 
soil,  etc.,  data  could  be  collected  by  which  to  determine  the  sup- 
porting power  of  any  pile.  A  formula  expressing  the  supporting 
power  in  terms  of  these  quantities  is  an  empirical  formula. 

773.  Rational  Formulas.  Many  attempts  have  been  made  to 
express  the  relation  between  the  supporting  power  of  a  pile  and  the 
weight  of  the  hanyner,  the  height  of  the  fall,  and  the  penetration; 
but,  owing  to  the  uncertainty  of  the  data  involved,  it  is  doubtful 
whether  any  theoretical  formula  can  be  deduced  which  will  be  of 
any  practical  value.  Among  the  uncertain  elements  in  the  problem 
of  deducing  a  rational  formula  are  the  following: 

1.  There  is  no  way  of  determining  the  amount  of  energy  lost 
by  the  friction  of  the  hammer  against  the  air  and  the  guides.  The 
per  cent  of  loss  will  vary  with  the  weight  of  the  hammer,  the  height 
of  fall,  and  the  fit  and  the  lubrication  of  the  guides.  It  has  been 
proved  practically  that  there  is*  no  gain  in  effectiveness  by  making 
the  height  of  fall  more  than  40  or  45  feet;  and  part  of  the  greater 
loss  with  the  high  fall  of  the  hammer  is  doubtless  due  to  friction 
against  the  air  and  the  guides. 

2.  With  a  friction-clutch  pile  driver,  the  drag^of  the  rope  materi- 
ally retards  the  fall  of  the  hammer,  and  under  ordinary  conditions 
decreases  the  effectiveness  of  the  blow  from  i  to  J;  but  there  is  no 
way  of  determining  this  effect  except  by  trial  for  each  particular 
case,  and  hence  this  factor  can  not  be  included  in  a  general  formula. 

3.  Only  a  portion  of  the  energy  in  the  descending  hammer  when 
it  strikes  the  head  of  the  pile,  is  used  in  actually  driving  the  pile  into 
the  ground;  and  there  is  no  way  of  determining  how  much  of  this 
is  lost  in  the  elastic  compression  of  the  hammer  and  of  the  pile.  In 
hard  driving  considerable  energy  is  thus  consumed,  as  is  shown  by 
the  rebound  of  the  hammer  from  the  head  of  the  pile.  Owing  to  this 
bouncing,  the  energy  in  the  hammer  is  employed  in  striking  several 
light  blows  instead  of  a  single  heavy  one.  There  is  doubtless  some 
loss  from  this  cause  even  though  there  is  no  visible  bouncing;  and 
in  any  case,  the  loss  will  vary  with  the  weight  and  form  of  the  hammer, 
the  height  of  the  fall,  the  length,  diameter,  and  material  of  the  pile, 
and  the  hardness  of  the  driving.  The  loss  due  to  the  elastic  com- 
pression of  the  pile  also  depends  upon  whether  the  resistance  to 
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driving  is  chiefly  friction  on  the  sides  of  the  pile  or  resistance  to 
penetration  at  the  foot  of  the  pile;  for  if  it  is  the  former,  the  com- 
pressing force  upon  the  pile  is  a  maximum  at  -the  head  and  zero  at 
the  foot  of  the  pile,  while  if  it  is  the  latter  the  compressive  force 
is  uniform  over  the  entire  length  of  the  pile.  As  illustrating  the 
possible  value  of  this  element,  mention  may  be  made  that  in  driving 
the  piles  for  the  public  library  in  Chicago  it  was  claimed  to  have  been 
proved  that  a  blow  directly  upon  a  pile  54  feet  long  having  an  average 
diameter  of  13  inches  driven  52  feet  into  a  uniform  bed  of  soft  clav 
was  twice  as  effective  as  when  an  oak  follower  (a  stick  probably  8 
to  10  inches  in  diameter  and  6  feet  long)  was  used,  whether  the 
hammer  was  a  steam  one  or  a  drop  hammer.* 

4.  Some  energy  is  usually  consumed  in  crushing  or  brooming  the 
head  of  the  pile;  and  in  hard  driving  this  loss  is  very  great.  It  is 
impossible  to  compute  the  amount  of  this  loss;  but  Table  64 
shows  in  a  striking  way  the  difference  in  effectiveness  of  a  blow 

TABLE  64. 
Effect  of  Brooming  upon  the  Penetration  of  a  PiLE.f 

'.id  foot  of  penetration  rec^uired 5  blows. 

4th  '•  "  "  "          15  '' 

r,th  •'  '*  "  "         20  '* 

Gth  "  "  "  "         29  " 

7th  "  "  "  "         35  " 

8th  "  "  *•  "         46  " 

9th  •*  "  "  *•         61  " 

10th  "  "  ;  "         73  " 

nth  '*  "  "  "         .' 109  *' 

12th  "  "  '*  "         153  " 

13th  "  **  "  '*         257  " 

14th  '•  "  "  '*         684  " 

Head  of  the  pile  adzed  off. 

15th  foot  of  penetration  reqiiire<l 275  " 

16th     '•     "  "  " 572  " 

17th     ''     ''  "  "  832  *' 

18th     "     "  "  "         825  " 

Head  of  the  pile  adzed  off. 

19th  foot  of  penetration  re<piired 213  " 

20th     "     "  "  "  275  " 

21st      "     "  **  " 371  " 

22d       "     "  -"  " 378  " 

Total  number  of  blows 5  228 

*  Engineering  News,  vol.  xxx,  p.  3. 

t  Trans.  Am.  Soc.  C.  E.,  vol.  xii,  p.  442. 
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upon  comparatively  sound  wood  and  upon  wood  that  is  badly 
bruised.  The  pile  was  green  Norway  pine,  and  it  was  driven  with  a 
steam  hammer,  the  ram  of  which  weighed  2,800  pounds.  Notice 
that  the  average  penetration  per  blow  was  2i  times  greater  during 
the  15th  foot  than  during  the  14th;  and  nearly  4  times  greater  in  the 
19th  than  in  the  18th.  It  does  not  seem  unreasonable  to  believe 
that  the  first  blows  after  adzing  off  the  head  were  correspondingly 
more  effective  than  the  later  ones;  consequently,  it  is  probable  that 
the  first  blows  for  the  15th  foot  of  penetration  were  more  than  5 
times  as  efficient  as  the  last  ones  for  the  14th  foot,  and  also  that  the 
first  blows  for  the  19th  foot  were  8  or  10  times  more  efficient  than  the 
last  ones  for  the  18th  foot.  Notice  also  that  since  the  head  was 
only  *' adzed  off,"  it  is  highly  probable  that  the  spongy  wood  was 
not  entirely  removed ;  and  therefore  if  the  blow  had  been  struck  upon 
really  sound  wood,  the  useful  effect  would  have  been  very  much  greater. 
The  amount  of  brooming  is  greater  with  a  drop  hammer  than  with 
the  steam  hammer,  and  will  vary  with  the  weight  of  the  hammer,  the 
height  of  the  fall,  the  diameter  of  the  pile,  and  the  hardness  of  the 
driving. 

5.  There  is  no  way  of  determining  how  much  energy  is  consumed 
in  overcoming  the  inertia  of  the  pile  and  of  the  soil  at  the  point  of  the 
pile.  During  the  first  stage  of  the  blow  this  inertia  has  a  retarding 
effect,  but  during  the  last  stage  it  tends  to  increase  the  penetration; 
but  we  can  know  nothing  about  either  the  relative  or  the  absolute 
amounts  of  these  two  effects. 

774.  The  uncertainties  in  some  of  the  above  cases  could  be 
reduced  somewhat  by  deducing  a  formula  for  a  particular  case,  as 
for  example  a  fixed  height  of  fall;  but  such  limitations  would  greatly 
detract  from  the  value  of  such  a  formula,  and  at  best  some  of  the 
sources  of  error  mentioned  could  not  thus  be  eliminated.  Therefore, 
most,  if  not  all,  engineers  are  agreed  that  a  rational  pile-driving 
formula  is  impracticable. 

Not  only  are  the  usual  theoretical  formulas  for  the  bearing  power 
of  a  pile  uncertain,  but  they  are  inapplicable  to  concrete  piles  or  to 
piles  sunk  with  a  water  jet.  Such  formulas  are  inapplicable  to 
concrete  piles  owing  to  the  uncertainty  as  to  the  energy  consumed 
by  the  cushion  driving-head;  and  obviously  a  formula  involving 
the  weight  of  a  hammer  can  not  be  applied  to  piles  sunk  with  the 
water  jet,  since  no  hammer  is  used. 

In  former  editions  of  this  volume  the  author  made  an  attempt 
to  deduce  a  rational  pile-driving  formula.  For  the  most  elaborate 
and  a  very  able  attempt  to  establish  a  rational  formula  for  bearing 
power  of  piles,  see  an  article  by  E.  P.  Goodrich,  in  Transactions  of 
American   Society  of  Civil  Engineers,  Vol.   xlviii,  pages  150-219. 
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Incidentally  the  writer  of  that  paper  reviews  the  principal  rational 
formulas  for  l>earing  power  of  piles. 

776.  Empirical  Formulas.  Numerous  empirical  formulas  have 
been  proposed  for  the  V)earin^  power  of  piles,  several  of  which  claim 
to  be  ''deduced  from  experiments";  but  in  former  editions  of  this 
volume  the  author  showed  that  nearly  all  of  them  were  so  defective 
as  to  be  useless,  either  because  they  were  of  the  wrong  form,  or 
because  the  constants  were  incorrectly  determined,  or  because  the 
limits  of  the  experiments  from  which  they  were  deduced  made  them 
inapphcable  to  practical  pile  driving. 

Of  all  the  empirical  formulas  proposed  practically  only  one — the 
Engineering  News  formula — is  used  by  American  engineers. 

776.  Engineering  News  Formula.  This  formula  was  proposed* 
in  1888  by  A.  M.  Wellington,  editor  of  Engineering  News,  and  is 
occasionally  referred  to  as  Wellington's  formula.  For  a  pile  driven 
with  a  drop  hammer,  the  formula  is  . 

s  -j-  1  ^  ^ 

in  which  P  is  the  safe  load  in  pounds,  W  the  weight  of  the  hammer  in 
pounds,  h  the  fall  of  the  hammer  in  feet,  emd  s  the  penetration  or 
sinking  in  inches,  under  the  last  blow,  assumed  to  be  sensible  and 
at  an  approximately  uniform  rate.  The  sinking,  s,  must  be  measured 
only  when  there  is  no  visible  rebound  of  the  hammer  and  only  when 
the  last  blow  is  struck  upon  practically  sound  wood.  This  formula 
is  supposed  to  give  a  factor  of  safety  of  six ;  and  is  also  claimed  to  be 
safe,  for  ordinary  weights  of  hammer  and  the  usual  height  of  fall, 
for  a  pile  that  acts  as  a  column. 

The  form  to  use  for  a  pile  driven  with  a  stieam  hammer  is 

P=-^-^                                          .    (2) 
s  +  0.1 ^^ 

777.  The  above  formulas  are  based  upon  the  relation  Ps  =  12  Wh. 
This  equation  would  be  strictly  true  if  none  of  the  energy  of  the 
descending  weight  were  lost;  but  as  there  is  always  considerable  loss, 
the  proposer  of  the  formula  assumed  that  the  use  of  a  factor  of 
safety  of  6  would  be  sufficient  to  cover  the  effect  of  such  loss.  If 
the  denominator  of  either  of  the  above  formulas  contained  s  alone, 
then  the  formula  would  give  an  infinite  bearing  power  when  5  =  0; 
and  hence  to  eliminate  this  absurdity,  the  denominator  of  the  formula 

*  Engineering  News,  vol.  xx,  p.  510-12.  For  a  further  discussion  of  this  formula, 
and  incitlentally  of  other  formula.s  and  pile  driving  in  general,  by  Mr.  Wellington  and 
others,  .see  Trans.  Am.  Soc.  C.  E.,  vol.  xxvii,  p.  99-114,  129-72  (ext-ended  abstract  of 
a&me  in  Engineering  News,  vol.  xxviii,  p.  398-400,  et  seq.),  and  Engineering  Neu>», 
vol.  xxviii,  p.  469-70. 


Art.  3.]  Bearing  Power  of  Piles.  393 

for  a  drop-hammer  pile-driver  was  made  8  +  1  and  that  for  the  steam 
hammer  s  -f-  0.1. 

The  reliabiUty  of  the  formula  can  be  judged  somewhat  by  an 
inspection  of  Table  65,  page  394.  The  record  of  the  first  eight 
experiments  is  taken  from  an  article  in  Transactions  of  American 
Society  of  Civil  Engineers,  Vol.  xxvii,  pages  146-60;  and  the  last 
four  from  Engineering  Recordy  Vol.  xliii,  page  450.  The  first  ref- 
erence contains  partial  details  of  four  tests  not  included  in  Table  65,  and 
also  gives  the  particulars  of  the  power  required  to  pull  each  of  five 
other  piles. 

Unfortunately  the  data  are  not  as  full  as  is  necessary  for  a 
reliable  test  of  the  formula.  In  most  of  the  cases  nothing  is  said  as 
to  the  length  of  time  which  elapsed  between  the  driving  and  the  load- 
ing of  the  pile, — a  factor  that  often  has  a  very  marked  effect  upon 
the  bearing  power  (see  the  first  paragraph  of  §  778).  Further,  the 
condition  of  the  head  of  the  pile  when  the  test  blow  was  struck  is  not 
stated  in  any  of  the  cases,  whict^  also  is  an  important  factor  (see 
Table  64,  page  390). 

On  account  of  the  lack  of  information  on  all  three  of  the  above 
matters,  the  comparison  in  Table  65  is  not  entirely  conclusive,  but 
it  is  the  best  that  can  be  done  with  such  experiments  as  have  been 
made.*  Careful  and  comprehensive  experiments  on  the  actual  sup- 
porting power  of  piles  are  very  much  needed. 

However,  notice  that  the  computed  bearing  power  is  safe,  that 
is,  is  less  than  the  actual  bearing  power  in  all  cases  except  for  the 
second  trial  for  No.  3,  and  for  the  first  trial  for  No.  8;  and 
hence  the  preponderance  of  the  evidence  is  in  favor  of  the  safety  of 
the  formula,  although  in  a  few  cases  it  gives  results  extravaga^jbly 
safe. 

778.  Factors  Affecting  the  Gomputed  Bearing  Power.  Experience 
uniformly  shows  that,  whatever  the  nature  of  the  soil,  a  pile  has  a 
much  less  bearing  power  at  the  time  the  driving  ceases  than  after 
the  pile  has  been  allowed  to  stand  a  few  hours,  and  sometimes  even  a 
few  minutes  makes  a  material  difference.  Not  uncommonly  piles 
that  gave  a  penetration  of  1  or  2  feet  under  the  last  blow  and  which 
according  to  the  usual  formulas  have  almost  no  supporting  power, 
support  a  load  of  10  to  15  tons  without  settlement.  Therefore,  the 
test  pile  should  be  allowed  to  rest  for  a  time  afte^  the  driving  is  com- 
pleted before  applying  the  test  load.  The  proper  time  a  pile  should 
be  allowed  to  stand  before  testing  should  be  a  subject  for  experiment 
in  each  particular  case.  The  effect  of  rest  is  usually  greatest  in  fine, 
soft,  wet  earth,  and  least  in  coarse  gravel  and  sand. 

Again  the  blows  of  the  friction-clutch  pile-driver  are  usually 
more  effective  than  those  of  the  nipper  driver,  because  the  former 
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are  more  rapid;  and  therefore,  if  the  penetration  is  taken  when 
driving  ceases,  piles  driven  with  a  series  of  rapid  blows  will  ultimately 
have  a  greater  bearing  power  than  those  driven  with  a  series  of 
slower  blows,  other  things  being  the  same. 

There  is  still  another  reason  why  the  penetration  should  not  be 
taken  immediately  after  driving  ceases,  for  some  seeming  unimportant 
condition  may  affect  the  ease  of  driving  but  not  the  ultimate  bearing 
power.  For  example,  a  stream  of  water  discharged  against  the  pile 
at  the  ground  line  materially  increases  the  penetration.  In  driving 
piles  for  a  foundation  in  Chicago,  the  piles  were  "snaked''  out  of  the 
river  and  allowed  to  lie  upon  the  ground  for  about  half  an  hour.  A 
40-foot  pine  pile  driven  in  the  ordinary  way  required  295  blows  of  a 
drop  hammer  to  drive  it,  and  a  similar  45-foot  pile  required  only  164 
blows,  the  only  difference  being  that  a  garden  hose  discharged  a 
gentle  stream  of  water  at  the  surface  of  the  ground  against  the  latter 
pile  while  it  was  being  driven.  The  soil  is  a  moderately  soft  blue 
clay;  and  this  example  seems  to  be  fairly  representative  of  experience 
under  similar  conditions.  Tests  with  a  hammer  after  24  hours  seemed 
to  show  no  difference  in  the  supporting  power  of  a  pile  driven  "wet" 
and  of  one  driven  "dry."  A  pool  of  tar  or  of  clay  puddle  around 
the  base  of  the  pile  is  said  to  be  used  in  Russia  to  lubricate  the  .pile 
while  being  driven. 

779.  In  driving  piles  with  a  friction-clutch  driver  care  should  be 
taken  that  the  operator  does  not  hold  the  hammer  to  reduce  the 
apparent  penetration.  It  needs  close  observation  to  detect  this  trick. 
In  making  the  test  blow  with  a  friction-clutch  pile-driver,  the  hoisting 
cable  should  be  detached  from  the  hammer  to  give  a  free  fall. 

If  the  hammer  bounces  to  any  considerable  extent,  the  fall  is  too 
great,  or  the  pile  has  struck  a  solid  obstacle,  or  the  hammer  is  too 
light.  Under  such  circumstances,  careful  trials  and  discriminating 
judgment  are  required  to  determine  the  cause  of  the  bouncing. 
Frequently,  decreasing  the  fall  will  decrease  the  bouncing  and  also 
increase  the  effectiveness  of  the  blow.  If  the  pile  has  struck  an 
impenetrable  stratum,  and  the  driving  is  continued,  it  is  probable  that 
there  will  be  a  small  and  continuous  apparent  penetration  due  to  the 
mashing  of  the  foot  of  the  pile.  Not  infrequently  when  piles  are 
dug  out  or  pulled  up,  the  foot  is  found  badly  bruised,  and  sometimes 
the  body  of  the  pile  is  crushed.  Of  course,  after  the  point  is  bruised 
or  the  body  crushed,  further  driving  is  useless.  In  hard  driving 
there  is  likely  to  be  a  little  rebound  of  the  hammer,  owing  to  the  elastic 
compression  of  the  pile;  but  in  making  the  test  blow  there  should  be 
only  a  very  little  bouncing. 

If  the  penetration  is  at  an  uneven  rate,  it  is  probable  that  the 
pile  is  passing  bowlders  or  logs.     If  the  penetration  is  practically 
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zero,  it  is  probable  that  the  pile  i.s  against  an  impenetrable  stratum 
or  is  already  crushed.  When  the  penetration  has  reached  a  small 
amount,  say,  ^  or  l  inch  per  blow,  and  the  hammer  rebounds  con- 
siderably, it  is  safe  fo  conclude  that  the  limit  of  safe  driving  of  that 
pile  has  been  reached.  The  penetration  to  be  used  in  the  formula 
should  not  be  taken  unless  it  has  been  at  a  reasonably  uniform  or 
uniformly  decreasing  rate.  Of  course,  the  apparent  penetration 
due  to  the  brooming  of  the  head,  or  to  the  crushing  of  the  body  of 
the  pile,  or  to  the  bruising  of  the  point  should  not  be  used  in  the 
formula  for  computing  the  bearing  power. 

Care  should  be  taken  that  the  test  blow  is  struck  on  sound  wood, 
as  otherwise  the  computed  bearing  power  may  be  greatly  in  error 
(see  paragraph  4  of  S  77;^).  A  slightly  broomed  head  may  absorb 
half  to  three  quarters  of  the  energj'  of  the  blow,  and  increase  pro- 
portionally tlie  computed  supporting  power.  This  shows  how 
unscientific  it  is  to  prescribe  a  limit  of  the  penetration  without  specify- 
ing the  accompanying  condition  of  the  head  of  the  pile,  as  is  often 
done.  Piles  driven  close  together  in  quicksand  or  ^emi-fluid  soil 
will  sometimes  rise  a  little  when  other  piles  are  subsequently  driven 
near  them;  but  usually  this  phenomenon  need  cause  no  anxiety, 
as  the  lower  material  is  already  solidly  in  contact  with  the  piles,  and 
therefore  the  piles  have  as  great  bearing  power  as  the  nature  of  the 
soil  makes  possible. 

Of  course,  in  making  the  test  blow  the  hammer  should  drop 
vertically. 

7eO.  BUPPOBTINQ  POVTER  DETEKMIKED  BT  EXFEKIMIHT.  It  is 
not.  certain  that  the  lieariiig  power  of  a  pile  when  loaded  with  a  con- 
tinued quiescent  load  will  be  the  same  as  that  during  the  very  short 
period  of  the  blow.  The  friction  on  the  sides  of  the  pile  will  have 
a  greater  effect  in  the  former  case,  while  the  resistance  to  penetration 
of  the  point  will  W  greater  in  the  latter.  This,  and  the  fact  that  the 
supporting  power  of  piles  sunk  by  the  water  jet  can  be  determined 
in  no  other  way,  show  the  necessity  of  experiments  to  determine 
the  bearing  power  under  a  steady  load. 

Unfortunately  no  extended  experiments  have  been  made  in  this 
direction.  We  ran  give  only  a  collection  of  as  many  details  as  pos- 
sible concerning  the  piles  under  actual  structures  and  the  loatls  which 
they  sustain.  In  this  way,  we  may  derive  some  idea  of  the  sustaining 
power  of  piles  under  various  conditions  of  actual  practice, 

78t.  nitlmits  Load.  lu  constructing  .1  light-house  at  Proctors- 
ville,  La.,  in  1856-57,  a  test  pile,  12  inches  square,  driven  29.5  feet, 
bore  29.9  tons  without  settlement,  but  with  31.2  tons  it  "settled 
slowly."  The  soil,  as  determinetl  by  Iwrings.  had  the  following- 
character:   "  For  ii  depth  of  9  feet  there  wa.i  mud  mixed  with  sand; 
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then  followed  a  layer  of  sand  about  5  feet  thick,  next  a  layer  of  sand 
mixed  with  clay  ftom  4  to  6  feet  thick,  and  then  followed  fine  clay. 
By  draining  the  site  the  surface  was  lowered  about  6  inches.  The 
pile,  by  its  own  weight,  sank  5  feet  4  inches."  The  above  load  is  equiv- 
alent to  a  frictional  resistance  of  600  lb.  per  sq.  ft.  of  surface  of  pile 
in  contact  with  the  soil.    This  pile  is  No.  6  of  Table  65,  page  394. 

At  Philadelphia  in  1873,  a  pile  was  driven  15  ft.  into  *'soft  river 
mud,  and  5  hours  after  7.3  tons  caused  a  sinking  of  a  very  small 
fraction  of  an  inch;  under  10  tons  it  sank  J  of  an  inch,  and  under  16.8 
tons  it  sank  5  ft.''  The  above  load  is  equivalent  to  360  lb.  per  sq.  ft. 
of  surface  of  contact.    This  pile  is  No.  2  of  the  table  on  page  394. 

"In  the  construction  of  a  foundation  for  an  elevator  at  Buffalo, 
N.  Y.,  a  pile  15  inches  in  diameter  at  the  large  end,  driven  18  ft.,  bore 
25  tons  for  27  hours  without  any  ascertainable  effect.  The  weight 
was  then  gradually  increased  until  the  total  load  on  the  pile  was 
37^  tons.  Up  to  this  weight  there  had  been  no  depression  of  the 
pile,  but  with  37  J  tons  there  was  a  gradual  depression  which  aggre- 
gated f  of  an  inch,  l)eyond  which  there  was  no  depression  until  the 
weight  was  increased  to  50  tons.  With  50  tons  there  was  a  further 
depression  of  J  of  an  inch,  making  the  total  depression  1^  inches. 
Then  the  load  was  increased  to  75  tons,  under  which  the  total  depres- 
sion reached  3  J  inches.  The  experiment  was  not  carried  beyond  this 
point.  The  soil,  in  order  from  the  top,  was  as  follows:  2  ft.  of  blue 
clay,  3  ft.  of  gravel,  5  ft.  of  stiff  red  clay,  2  ft.  of  quicksand,  3  ft.  of 
red  clay,  2  ft.  of  gravel  and  sand,  and  3  ft.  of  very  stiff  blue  clay.  All 
the  time  during  this  experiment  there  were  three  pile-drivers  at  work 
on  the  foundation,  thus  keeping  up  a  tremor  in  the  ground.  The 
water  from  Lake  Erie  had  free  access  to  the  pile  through  the  gravel."  * 
This  is  equivalent  to  a  frictional  resistance  of  1,850  lb.  per  sq.  ft* 
This  is  pile  No.  7  of  the  table  on  page  394. 

782.  Jn  the  construction  of  the  dock  at  the  Pensacola  navy  yard, 
a  pile  driven  16  feet  into  clean  white  sand  sustained  a  direct  pull  of 
43  tons  without  movement,  while  45  tons  caused  it  to  rise  slowly; 
and  40  tons  were  required  to  draw  the  pile.  This  is  equivalent  to  a 
frictional  resistance  of  1,900  lb.  per  sq.  ft. 

783.  In  making  some  repairs  at  the  Hull  docks,  England,  several 
hundred  sheet  piles  were  drawn  out.  They  were  12  by  10  inches, 
driven  an  average  depth  of  18  feet  in  stiff  blue  clay,  and  the  average 
force  required  to  pull  them  was  not  less  than  35.8  tons  each.  The 
frictional  resistance  was  at  least  1,875  lb.  per  sq.  ft.  of  surface  in 
contact  with  the  soil. f 

*  From  private  correspondenre  of  John  E.  Pajme  and  W.  A.  Haven,  engineers  in 
charge;   by  courtesy  of  John  0.  Trauti^nne,  Jr. 
t  Proc.  Inst,  of  C.  E.,  vol.  Ixiv,  p.  311-15. 
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784.  Summary.  A  summary  of  the  ultimate  frictional  resistance 
developed  in  the  preceding  five  examples  is  as  follows: 

Soft  river  mud 360  lb.  per  sq.  ft. 

Marsh 600  lb.  per  sq.  ft. 

Stiff  clay 1  850  lb.  per  sq.  ft. 

Clean  white  sand 1  900  lb.  per  sq.  ft. 

The  last  is  the  value  obtained  in  pulling  a  pile. 

786.  Safe  Load.  The  piles  under  the  bridge  over  the  Missouri 
at  Bismarck,  Dakota,  were  driven  32  ft.  into  the  sand,  and  sustain 
20  tons  each, — equivalent  to  a  frictional  resistance  of  600  lb.  per  sq. 
ft.  The  piles  at  the  Plattsmouth  Bridge,  driven  28  ft.  into  the  sand, 
sustain  less  than  13^  tons,  of  which  about  one  fifth  is  live  load, — 
equivalent  to  a  frictional  resistance  of  300  lb.  per  sq.  ft. 

At  the  Hull  docks,  England,  piles  driven  16  ft.  into  "alluvial 
mud"  sustain  at  least  20  tons,  and  according  to  some,  25  tons;  for 
the  former,  the  friction  is  about  800  lb.  per  sq.  ft.  The  piles  under 
the  Royal  Border  Bridge  ''were  driven  30  to  40  ft.  into  sand  and 
gravel,  and  sustain  70  tons  each," — the  friction  being  about.  1,400 
lb.  per  sq.  ft. 

786.  SxTPPORTiNG  Power  of  Screw  and  Disk  Piles.  The  sup- 
porting power  depends  upon  the  nature  of  the  soil  and  the  depth  to 
which  the  pile  is  sunk.  A  screw  pile  ''in  soft  mud  above  clay  and 
sand"  supported  1.8  tons  per  sq.  ft.  of  blade.*  A  disk  pile  in  "quick- 
sand" stood  5  tons  per  sq.  ft.  under  vibrations. f  Charles  Macdonald, 
in  constructing  the  iron  ocean-pier  at  Coney  Island,  assumed  that 
the  safe  load  upon  the  flanges  of  the  iron  disks  sunk  into  the  sand, 
was  5  tons  per  sq.  ft.;  but  "many  of  them  really  support  as  much 
as  6.3  tons  per  sq.  ft.  continually  and  are  subject  to  occasional  loads 
of  8  tons  per  sq.  ft.,  without  causing  any  settlement  that  can  be 
detected  by  the  eye. "J 

787.  Factor  op  Safety.  On  account  of  the  many  uncertainties 
in  connection  with  piles,  a  wide  margin  of  safety  is  recommended  by 
all  authorities.  The  factor  of  safety  ranges  from  2  to  12  according 
to  the  importance  of  the  structure  and  according  to  the  faith  in  the 
formula  employed  or  the  experiment  taken  as  a  guide.  At  best, 
the  formulas  can  give  only  the  supporting  power  at  the  time  when 
the  driving  ceases.  If  the  resistance  is  derived  mainly  from  friction, 
the  supporting  power  generally  increases  for  a  time  aft^er  the  driving 
ceases,  since  the  coefficient  of  friction  is  usually  greater  after  a  period 
of  rest.     If  the  supporting  power  is  derived  mainly  from  the  resistance 

*  Proc,  Inst,  of  C  E.,  vol.  xvii,  p.  451. 

fibid.,  p.  443. 

X  Trans.  Am.  Soc.  C.  E.,  vol.  viii,  p.  2.36. 


Art.  4.]  Arrangement  of  the  Foundation.  399 

to  penetration  of  a  stiff  substratum,  the  bearing  power  for  a  steady 
load  will  probably  be  smaller  than  the  force  required  to  drive  it,  as 
most  materials  require  a  less  force  to  change  their  form  slowly  than 
rapidly.  If  the  soil  adjoining  the  piles  becomes  wet,  the  supporting 
power  will  be  decreased;  and  vibrations  of  the  structure  will  have 
a  like  effect. 

The  factor  to  be  employed  should  vary  with  the  nature  of  the 
structure.  For  example,  the  abutments  of  a  stone  arch  should  be 
constructed  so  that  they  will  not  settle  at  all;  but  if  a  railroad  pile 
trestle  settles  no  serious  damage  is  done,  since  the  track  can  \)e 
shimmed  up  occasionally. 

788.  In  conclusion,  it  should  not  l>e  overlooked  that  the  bearing 
power  of  a  piled  area  is  not  necessarily  equal  to  the  bearing  power 
of  one  pile  multiplied  by  the  number  of  piles  in  that  area.  If  the 
stratum  below  the  piles  is  at  all  yielding,  the  supporting  capacity 
of  the  foundation  is  the  bearing  power  of  the  area  on  the  soft  stratum 
below  plus  the  friction  on  the  outer  side  surface  of  the  entire  mass 
.surrounding  the  piles.* 

Art.  4.    Arrangement  of  the  Foundation. 

789.  Distance  between  the  Piles.  The  length  of  the  piles  to 
be  used  is  determined  by  the  nature  of  the  soil,  or  the  conveniences 
for  driving,  or  the  lengths  most  easily  obtained.  The  safe  bearing 
power  may  be  determined  by  equation  1  or  2,  §  776,  or  from  the 
data  presented  in  §  780-85,  or,  better,  by  driving  a  pile  and  applying 
a  test  load.  Then,  knowing  the  weight  to  be  supported,  and  having 
decided  upon  the  length  of  piles  to  be  used,  and  having  ascertained 
their  safe  bearing  power,  it  is  an  easy  matter  to  determine  how  many 
piles  are  required.  Of  course,  the  number  of  piles  under  the  different 
parts  of  a  structure  should  be  proportional  to  the  weights  of  those 
parts. 

If  the  attempt  is  made  to  drive  piles  too  close  together,  they  are 
liable  to  force  each  other  up.  To  avoid  this,  the  centers  of  the  piles 
should  be,  at  least,  2^  or  3  feet  apart-.  Of  course,  they  may  be 
farther  apart,  if  a  less  number  will  give  sufficient  supporting  power, 
or  if  a  greater  area  of  foundation  is  necessary  to  prevent  overturning. 

When  a  grillage  (§  793)  is  to  be  placed  on  the  head  of  the  piles, 
great  care  must  be  taken  to  get  the  latter  in  line  so  that  the  lowest 
course  of  grillage  timber,  called  capping^  may  rest  squarely  upon  all 
the  piles  of  a  row.  In  driving  under  water,  a  convenient  way  of 
marking  the  positions  of  the  piles  is  to  construct  a  light  frame  of 

♦  For  an  extensive  classified  Bibliography  of  Piles  and  Pile  Driving,  see  Bulletin 
No.  107  (January,  1909)  of  Am.  Ry.  Eng'g  and  M-of-W.  Assoc.,  p.  53-67 
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narrow  boards,  called  a  spidcVj  in  which  the  position  of  the  piles  is 
indicated  by  a  small  square  opening.  This  frame  may  be  held  in 
place  by  fastening  it  to  the  sides  of  the  coffer-dam,  or  to  the 
piles  already  driven,  or  to  temporary  supports.  Under  ordinary 
circumstances,  it  is  reason al)ly  good  work  if  the  center  of  the  pile  is 
somewhere  under  the  cap.  Piles  frequently  get  considerably  out 
of  place  in  driving,  in  which  case  they  may  sometimes  be  forced  back 
with  a  block  and  tackle  or  a  jack-screw.  When  the  heads  of  the 
piles  are  to  be  covered  with  concrete,  the  exact  position  of  the  piles 
is  comparatively  an  imimportant  matter. 

In  close  driving,  it  is  necessary  to  commence  at  the  center  of  the 
area  and  work  towards  the  sides;  for  if  the  central  ones  are  left 
until  the  last,  the  soil  may  become  so  consolidated  that  they  can 
scarcely  be  driven  at  all. 

790.  Lateral  Yielding.  Sometimes  a  pile  foundation  is  used 
under  a  structure  subject  to  considerable  lateral  pressure,  in  which 
case  there  may  be  danger  of  the  foundation  as  a  whole  being  pushed 
over  sidewise.  If  the  piles  reach  a  firm  subsoil,  it  will  help  matters 
a  little  to  remove  the  upper  and  more  yielding  soil  from  around  the 
tops  of  the  piles  and  fill  in  with  broken  stone.  Or  a  wall  of  piles  may 
be  driven  around  the  foundation — at  some  distance  from  it, — and 
timber  braces  be  placed  between  the  w^all  of  piles  and  the  foundation. 
When  the  foundation  can  not  be  buttressed  in  front,  the  structure 
may  be  prevented  from  moving  forward  by  rods  which  bear  on  the 
face  of  the  wall  and  are  connected  with  blocks  of  concrete  embedded 
in  the  earth  at  a  distance  behind  the  wall  (see  §  1033),  or  the  thrust 
of  the  earth  against  the  back  of  the  wall  may  be  decreased  by  con- 
structing relieving  arches  against  the  back  of  the  wall  (see  §  1034). 

791.  Sawing  opp  the  Piles.  When  piles  are  driven,  it  is 
generally  necessary  to  saw  them  off  either  to  bring  them  to  the 
same  height,  or  to  get  the  tops  low^er  than  they  can  be  driven,  or  to 
secure  sound  wood  upon  which  to  rest  the  timber  platform  that 
carries  the  masonry.  When  above  w^ater,  piles  are  usually  sawed  off 
by  one  man  using  an  ordinary  hand  saw  or  by  two  men  using  a  cross- 
cut saw;  and  when  below  water,  by  machinery — usually  a  circular 
saw  on  a  vertical  shaft  held  between  the  leaders  of  the  pile  driver  or 
mounted  upon  a  special  frame,  and  driven  by  the  engine  used  in 
driving  the  piles.  The  saw-shaft  is  sometimes  attached  to  a  vertical 
shaft  held  between  the  leaders  by  parallel  bars,  by  which  arranare- 
ment  the  saw  can  be  swung  in  the  arc  of  a  circle  and  several  piles  be 
cut  off  without  moving  the  machine.  The  piles  are  sometimes 
sawed  off  with  what  is  called  a  pendulum  saw,  i.e.,  a  saw-blade 
fastened  between  two  arms  of  a  rigid  frame  which  extends  into  the 
water  and  is  free  to  swing  about  an  axis  above,  the  saw  being  swung 
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by  men  pushing  on  the  frame.  The  first  method  is  the  better, 
particularly  when  the  piles  are  to  bs  sawed  off  under  mud  or  silt. 

Considerable  care  is  required  to  get  the  tops  cut  off  in  a  hori- 
zontal plane.  It  is  not  necessary  that  this  shall  be  done  with  mathe- 
matical accuracy,  since  if  one  pile  does  stand  up  too  far  the  excess 
load  upon  it  will  either  force  it  down  or  crush  the  cap  until  the  other 
piles  take  part  of  the  weight.  Under  ordinary  conditions,  it  is  a 
reasonably  good  job  if  piles  on  land  are  sawed  within  half  an  inch 
of  the  same  height;  and  under  water,  within  one  inch.  When  a 
machine  is  used  on  land,  it  is  usually  mounted  upon  a  track  and 
drawn  along  from  pile  to  pile,  by  which  device,  alter  having  leveled  up 
the  track,  a  whole  row  can  be  sawed  off  with  no  further  attention. 
When  sawing  under  water,  the  depth  below  the  surface  of  the  water 
is  indicated  by  a  mark  on  the  saw-shaft,  or  a  target  on  the  saw-shaft 
is  observed  upon  with  a  leveling  instrument,  or  a  leveling  rod  is  read 
upon  some  part  of  the  saw-frame.  In  sawing  piles  off  under  water, 
from  a  boat,  a  great  deal  of  time  is  consumed  (particularly  if  there  is 
a  current)  in  getting  the  boat  into  position  ready  to  begin  work. 

Piles  are  frequently  sawed  off  under  10  to  15  feet  of  water,  and 
occasionally  under  20  to  25  feet. 

792.  FiNiSHiNa  THE  Foundation.  There  are  two  cases:  (1) 
when  the  heads  of  the  piles  are  not  under  water;  and  (2)  when  they 
are  under  water. 

1.  When  the  piles  are  not  under  water  there  are  again  two  cases: 
(a)  when  a  timber  grillage  is  used;  and  (fe)  when  concrete  alone  is  used. 

2.  When  the  piles  are  sawed  off  under  water,  the  timber  structure 
which  intervenes  between  the  piles  and  the  masonry  (in  this  case 
called  a  crib)  is  put  together  first,  and  then  sunk  into  place.  The 
construction  is  essentially  the  same  as  when  the  piles  are  not  under 
water,  but  differs  from  that  case  in  the  manner  of  getting  the  timber 
into  its  final  resting  place.  The  methods  of  constructing  foundations 
under  water,  including  that  by  the  use  of  timber  cribs,  will  be  dis- 
cussed in  Art.  2  of  the  next  chapter. 

793.  Grillage.  A  grillage  is  a  stout  frame  of  one  or  more  courses 
of  timber  drift-bolted  or  pinned  to  the  tops  of  wood  piles  and  to  each 
other,  upon  which  a  floor  of  thick  boards  or  heavy  timbers  is  placed 
to  receive  the  bottom  courses  of  masonry.  For  illustrated  examples, 
see  Fig.  134,  page  544,  Fig.  136,  page  546,  and  Fig.  149,  page  562. 

The  timbers  which  rest  upon  the  heads  of  the  piles,  called  caps, 
are  usually  about  1  foot  square,  and  are  fastened  by  boring  a  hole 
through  each  and  into  the  head  of  the  pile  and  driving  into  the  hole 
a  plain  rod  or  bar  of  iron  having  a  slightly  larger  cross  section  than 
the  hole.  (A  rod  so  used  is  called  a  drift  holt — see  §  795.)  Old 
bridge  timbers,  timbers  from  false  works,  etc..  are  frequently  used 
26 
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in  coristi'uctiug  the  grillage  and  are  ordiqarily  as  good  for  this  purpose 
as  new.  As  many  courses  may  '^  added  as  is  necessary,  each  per- 
pendiculiir  to  the  one  below  it.  The  timbers  are  sometimes  laid 
close  together  and  sometimes  with  space?  between  them.  Some- 
times the  spates  are  left  open  to  cheapen  the  construction,  and  some- 
times they  are  filled  with  gravel  or  broken  stone  to  aid  in  sinking  the 
grillage.  The  timbers  of  the  top  course  are  laid  close  together, 
or  a  floor  of  thick  boards  is  added  on  top  to  receive  the  masonry. 
Of  course  no  timber  should  be  used  in  a  foundation,  except  where 
it  will  always  be  wet. 

794.  Objection  is  sometimes  made  to  the  platform  or  grillage  as  a 
.Iwd  for  a  foundation  tiecause,  owing  to  the  want  of  adhesion  between 
wood  and  mortar,  the  masonry  might  slide  off  from  the  platform  if 
any  unequal  settling  should  take  place.  However,  there  is  but 
slight  probability  that  a  foundation  will  ever  fail  on  account  of  the 
masonry's  sliding  on  timber,  since  ordinarily  this  could  take  place 
only  when  the  horizontal  force  is  nearly  half  of  the  downward  pres- 
sure.* This  could  occur  only  with  dams,  retaining  walls,  or  bridge 
abutments,  andrarely,  if  ever,  with  these.  Any  possibility  of  slipping 
can  be  prevented  also  by  omitting  one  or  more  of  the  timbers  in  the 
top  course — the  omitted  timbers  being  perpendicular  to  the  direction 
of  the  forces  fending  to  produce  shding, — or  by  building  the  top  of 
the  grillage  in  the  form  of  steps,  or  by  driving  drift  bolts  into  the 
platform  and  leaving  their  upper  ends  projecting. 

19b..  Drift  Bolts.  Drift  Ixilts  are  rods  of  steel  driven  into  a  hole 
slightly  smaller  than  the  rod,  the  difference  in  the  diameter  of  the 
rod  and  the  hole  being  called  the  drift.  Drift  bolts  are  frequently 
used  in  engineering  construction  for  holding  large  timbers  together, 
the  case  mentioned  in  i  793  being  a  very  common  one.  Formerly 
square  rods  were  used  as  drift  bolts,  the  comers  being  jagged  or 
barbed;  but  universal  experience  shows  that  smooth  round  rods 
hold  much  better  than  either  plain  or  barbed  square  ones.  The  ends 
of  drift  bolts  are  usually  rounded  a  little  with  a  hammer — only 
enough  to  remove  any  burr  or  sharp  edge. 

The  holding  power  of  drift  bolts  varies  with  the  amount  of  the 
itrift,  the  diameter  of  the  rod.  and  the  kind  of  timtier.  According  to 
experiments  made  under  the  author's  direction, f  the  average  holding 
power  of  a  1-inch  round  rod  driven  into  a  ^f-inch  hole  in  pine,  per- 
pendicular to  the  grain,  is  501  pounds  per  linear  inch  (b  tons  per 
Hnear  foot);  and  under  the  same  conditions  the  holding  power  of 
oak  is  1,300  pounds  per  linear  Inch  (7.8  tons  per  linear  foot).    Tbe 
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holding  power  of  a  bolt  driven  para/lel  to  the  grain  is  almost  exactly 
half  as  much  as  when  driven  perpendicular  to  the  grain.  If  the 
holding  power  of  a  1-inch  rod  in  a  yf-inch  hole  be  designated  as  1, 
the  holding  power  in  a  ^-inch  hole  is  1.69,  in  a  |^inch  hole  2.13, 
and  in  a  yf-inch  hole  1.09.  The  holding  power  decreases  very  rapidly 
as  the  bolt  is  withdrawn. 

In  some  experiments  made  at  the  Poughkeepsie  bridge  (§  847), 
it  was  found  that  a  1-inch  rod  driven  into  a  -j-f-inch  hole  in  hem- 
lock required  on  the  average  a  force  of  2^  tons  per  linear  foot  of 
rod  to  withdraw  it;  and  a  1-inch  rod  driven  into  a  |-inch  hole  in 
white  or  Norway  pine  required  5  tons  per  linear  foot  of  rod  to  with- 
draw it. 

796.  Concrete  Cap.  A  thick  layer  of  concrete,  resting  partly  on 
the  heads  of  the  piles  and  partly  on  the  soil  between  them,  is  fre- 
quently employed  instead  of  the  timber  grillage  as  above.  One 
advantage  of  the  concrete  cap  over  the  timber  grillage  is  that  there 
is  less  danger  of  the  concrete's  sliding  off.  A  second  advantage  is 
that  the  concrete  adds  materially  to  the  supporting  power  of  the 
foundation,  since  it  utiUzes  the  bearing  power  of  the  soil  between  the 
piles  as  well  as  the  supporting  power  of  the  piles  themselves.  An- 
other advantage  of  this  form  of  construction  is  that  the  concrete  can 
be  laid  without  exhausting  the  water  or  sawing  off  the  piles.  A  fourth 
advantage  is  that  with  concrete  there  is  less  excavation,  and  con- 
sequently less  trouble  and  expense  during  construction  in  keeping  the 
foundation  pit  dn'.  In  recent  vcars  in  most  localities  concrete  is 
cheaper  than  timber. 

The  substitution  in  recent  years  of  concrete  for  block  masonry' 
has  practically  eliminated  this  method  of  finishing  a  pile  foundation. 
However,  the  concrete  of  the  masonry  superstructure  is  frequently 
d(*posited  around  and  over  the  heads  of  the  piles;  for  example,  see 
Fig.  116  (page  527),  Fig.  118  (page  528),  Fig.  142  (page  557),  Fig. 
148  (page  561),  and  Fig.  150  (page  563). 

797.  Cushing  Pile  Foundation.  The  desire  to  utilize  the  cheapness 
and  efficiency  of  ordinary  piles  as  a  foundation  for  bridge  piers,  and 
at  the  same  time  secure  greater  durability  than  is  possible  with  piles 
alone,  led  to  the  introduction  of  what  is  known  as  Cushing  pile 
foun(lation,  first  used  in  1868,  at  India  Point,  Rhode  Island.  It 
consists  of  square  timber  piles  driven  close  together  or  in  intimate 
contact  with  each  other.  Surrounding  the  pile  cluster  is  an  envelope 
of  cast  or  wrought  iron,  sunk  in  the  mud  or  silt  only  deep  enough  to 
protect  the  piles,  all  voids  between  piles  and  cylinders  being  filled 
with  concrete. 

Several  such  foundations  have  been  used,  and  have  proved 
satisfactory  in  every  respect.    The  only  objection  that  has  ever 
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been  urged  Against  them  is  that  the  piles  may  rot  above  the  water 
tine;  but  ^cperi^ice  se^ns  to  ahow  that  this  is  not  likely. 

In  making  a  foundation  aeconjing  to  the  Gushing  syst^n*  the 
piles  DEiay  be  driven  first  and  the  cylinder  simk  over  thenu  or  the 
piles  can  be  driven  inside  the  cylinder  after  a  few  sections  are  in 
ptaice.  In  the  latter  case,  however,  the  cylinders  may  be  subjeeted 
to  undue  strains  and  to  subsequent  damage  from  shock  and  vibratkin.: 
and  besides,  the  sawing  off  of  the  piles  would  be  very  difficult  ami 
iaeonvenient.  and  they  would  have  to  be  Left  at  irregular  heghts  and 
with  battered  tops.  On  the  othK*  hand,  if  the  piles  are  driven  fesc 
there  is  danger  of  their  spreading  and  thereby  inte^ering  wick  tbe 
^sinking  ot  the  cylinder. 

'Thie  speeial  advantages  q£  the  Gushing  piss  are:  (1^  gheapngagw 
\^*£)  ability  to  resist  sct^ir.  {^^  snail  contr&ctk»i  of  the-  wa&erwxy. 
aad  \,4^  rapidLty  of  contstruxftnun. 

fM.  The  raSrood  bn^^e  over  the  Tenas  River,  near  Mo&Se.  ccais 
<aft  Cashing  pners..  ThiKe- are  thirteen,  one- being:  a  pivoii  pner.  Eiuk^ 
eianrepcxn^  the  piv^l:  pur.  u$  matht  oi  two  csst-aron  cyiim^Bs;.  *$•  obk 
e3:terA>r  i&ameter.  Ib«a&ed  16-  feec  between  eentecs.  Tbsr  irx^hnhBHf^ 
were  ^tkst  bci  :5et'tiu«DS  11i>  Deet  Ijioaa:^  '^^  metal  l\  imrhe^  thBrk.  jmt  imioeif 
fey  inceru^jT  tfaogMs  'i  uxA^hes  ''jhhik  hmf  :>.  mirhes  w^ie..  IT^  ^ennikfln^ 
ace  hiAi  tsousKher  by  ^  bt^itsw.  <a&:&  11^  ^^^^  in  '.^^laisQer.  1^ 
&d^«er  jevtiii^a.  in.  etkfk  piier  wtis-  pn?  voiisif  w^ih  ±  ^nunnixgr  et&SEi,  Jtat  ii^ 
twp.  stvmsjL  wj«^  tfasn  «i?£  a  jenx£!t&.  iudBanieLti  !*?•  ^cni^  'ife  giffir  m»  is: 
jKvper  *fi*vACii:n.. 

TTW  7JLVUC  cije:  »  rtrmocistti  jf  onit  'CisiiirjJ!  ^rrnriftfr  ►f-  Mec  iir  miim- 

TuSmm  '^i:  liii*-  ^ivrjc  mrfiifc  mimtfurihur  fy^m.  lie-  fwicec?^  ft  (^JinnerB. 

■to  >•«  *» 

^soiuaI!  <«m£  TTiipjr  -wi^yir  crrxffn.  ir^..  joiciito  fT^imiferi^mk  n^qriiifim. 
Ihi  tiuirii;  gi  liitt  urw  i^^imofr^  Ilif  vhs^  miL  m  -fauib  ft  ^^^  snuiUsr 
wimdflTf..  7/  7UH»  viff^  icrh'HL  t.:  ii  dflnrii:  urn  teftf-  "liutL  :2i»  iwn  hrikw 
T^  >iiu:  fj?  titf-  Tync.  Tin  int^  iaii  Tvf  )*t  h.  uhnnm  ^jKirtfutT  t^nmam 
!j/ir  ritmr  v'ti/iif^  rniur^L  viurii  -w'af  ^wnuwt  ry  urrrviiur  xhnir  7imn«:  ijn 
^fVIIic^aAf^  itf  Tti*.ii:  jj*  7if«ftjr)if.  mic  T^iist  pulimc  lihfiir  Trm^  ^ocituh«r  jmd 
iuiUinur  titfOT.  l^r  >  rinh*  jV  iiifiiiftJ-  n^  dumifr^flT.  Ir:  i:hiF  Tmrtiniiiar 
^JTiikn-  xitf  irfiL  rT-imafw  v^erf  i^mit  tt  l  dmmi.  iim  !«»:  Than  III>  Assi 
h«l/>v  x^if  Tr'^fr  riftt:  hm  iwuulh  liiif^  a^f  urn  i^unk  mnrr  thtoi  f*  1*> 
7  i«c.  Tin  7)iief  v/«Tf  p.ui  of:  ir  inv  vai«fir.  "chf  wfiwirTumgiwl  out<rtf 
"ibt  rylimac:,  hiuI  xiifc  innifi:  TiiisL  iilbxi  t:  xiit  T{5»  with  wmtnfSift. 


CHAPTER  XVI 

FOUNDATIONS  UNDER  WATER 

802.  The  class  of  foundations  to  be  discussed  in  this  chapter  could 
appropriately  be  called  Foundations  for  Bridge  Piers  and  Abut- 
ments, since  these  are  the  principal  ones  that  are  laid  under  water, 
"^he  principles  to  be  considered  apply  to  foundations  in  water-bearing 
soils.  In  this  class  of  work  the  chief  diflSculty  is  in  excluding  the 
water  preliminary  to  the  preparation  of  the  bed  of  the  foundation 
and  the  construction  of  the  artificial  structure.  This  usually  requires 
great  resources  and  care  on  the  part  of  the  engineer.  Sometimes  the 
preservation  of  the  foundation  from  the  scouring  action  of  the  current 
is  an  important  matter. 

Preventing  the  undermining  of  the  foundation  is  generally  not  a 
matter  of  much  diflSculty.  In  quiet  water  or  in  a  sluggish  stream 
but  Uttle  protection  is  required,  in  whicjh  case  it  is  suflScient  to  de- 
posit a  mass  of  loose  stone,  or  riprap,  around  the  base  of  the  pier. 
If  there  is  danger  of  the  riprap's  being  undermined,  the  layer  must 
be  extended  farther  from  the  base,  or  be  made  so  thick  that,  if  under- 
mined, the  stone  will  fall  into  the  cavity  and  prevent  further  damage. 
A  willow  mattress  sunk-  by  placing  stones  upon  it  is  an  economical 
and  eflScient  means  of  protecting  a  structure  against  scour.  A  pier 
may  be  protected  also  by  inclosing  it  with  a  row  of  piles  and  depositing 
loose  rock  between  the  pier  and  the  piles.  In  minor  structures  the 
foundation  may  be  protected  by  driving  sheet  piles  around  it. 

If  a  large  quantity  of  stone  be  deposited  around  the  base  of  the 
pier,  the  velocity  of  the  current,  and  consequently  its  scouring  action, 
will  be  increased.  Such  a  deposit  is,  however,  an  obstruction  to 
navigation,  and  therefore  is  seldom  permitted.  In  many  cases  the 
only  absolute  security  is  in  sinking  the  foundation  below  the  scouring 
action  of  the  water.  The  depth  necessary  to  secure  this  adds  to 
the  difficulty  of  preparing  the  bed  of  the  foundation. 

803.  The  principal  difficulty  in  laying  a  foundation  under  water 
consists  in  excluding  the  water.  If  necessary,  masonry  can  be  laid 
under  water  by  divers;  but  this  is  very  expensive  and  is  rarely 
resorted  to. 

There  are  five  methods  in  use  for  laying  foundations  under  water: 
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(1)  the  method  of  excluding  the  water  from  the  bed  of  the  fgundation 
by  the  use  of  a  coffer-dam;  (2)  the  method  of  founding  the  pier, 
without  excluding  the  water,  by  means  of  a  timber  crib  surmounted 
by  a  water-tight  box  in  which  the  masonry  is  laid;  (3)  the  method 
of  sinking  iron  tubes,  timber  cribs,  or  masonry  wells  to  a  solid  sub- 
stratum by  excavating  inside  of  them;  (4)  the  method  in  which  the 
water  is  excluded  by  the  presence  of  compressed  air;  and  (5)  the 
method  of  freezing  a  wall  of  earth  around  the  site,  inside  of  which  the 
excavation  can  be  made  and  the  masonry  laid.  These  several 
methods  will  be  discussed  separately  in  the  order  named. 

Art.  1.     Copfer-Dam  Process. 

804.  A  coffer-dam  is  an  inclosure  from  which  the  water  is  pumped 
and  in  which  the  masonry  is  laid  in  the  open  air.  This  method  con- 
sists in  constructing  a  coffer-dam  around  the  site  of  the  proposed 
foundation,  pumping  out  the  water,  preparing  the  bed  of  the  foun- 
dation by  driving  piles  or  otherwise,  and  laying  the  masonry  on  the 
inside  of  the  coffer-dam.  After  the  masonry  is  above  the  water  the 
coffer-dam  can  be  removed. 

This  method  is  applicable  only  where  the  soil  at  the  bottom  of  the 
dam  is  nearly  impervious,  for  if  there  is  much  of  an  inflow  of  water 
it  will  be  impossible,  or  at  least  expensive,  to  pump  it  out.  The 
difficulties  in  the  use  of  the  coffer-dam  method  increase  rapidly  with 
the  depth  of  the  water.  For  wood  sheet  piles  it  is  usually  claimed 
that  the  limiting  depth  is  30  or  35  feet.  Steel  sheet  piles  were 
introduced  so  recently  that  practice  has  not  established  a  correspond- 
ing limit,  but  they  have  been  successfully  used  in  coffer-dams  at 
more  than  twice  the  above  depth.  However,  at  such  gregit  depths, 
some  other  method  is  usually  preferable. 

805.  Construction  of  the  Dam.  The  construction  of  coffer- 
dams varies  greatly,  tn  still  shallow  water,  a  well-built  bank  of 
clay  and  gravel  is  sufficient.  If  there  is  a  slow  current,  a  wall  of 
bags  partly  filled  with  clay  and  gravel  does  fairly  well ;  and  a  row  of 
cement  barrels  filled  with  gravel  and  banked  up  on  the  outside  has 
also  been  used.  If  the  water  is  too  deep  for  any  of  the  above  methods, 
a  single  or  dou])le  row  of  plank  may  ])e  driven  and  banked  up  on  the 
outside  with  a  deposit  of  impervious  soil  sufficient  to  prevent  leaking. 
If  there  is  much  of  a  (current,  the  puddle  on  the  outside  will  be  washed 
away;  or,  if  the  water  is  deep,  a  large  quantity  of  material  will  be 
required  to  form  the  puddle-wall;  and  hence  the  preceding  simple 
methods  are  inapplicable  where  there  is  much  current  or  where  the 
water  is  more  than  3  or  4  feet  deep. 

The  more  elaborate  coffer-dams  may  consist  of  a  wall  of  either 
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wood  or  steel  sheet  piles,  or  of  two  rows  of  sheet  piles  with  a  puddle 
wall  between  them,  or  of  a  timber  crib. 

806.  Wood  Sheet-Pile  Goffer-Dam.  For  shallow  depths  the  sheet 
piles  may  be  simply  plank,  and  for  greater  depths  either  thick  tongued- 
and-grooved  plank  or  Wakefield  piles  (§  747).  Sheet  piles  should  be 
sharpened  wholly  from  one  side,  and  the  long  edge  should  be  placed 
next  to  the  last  pile  driven  to  cause  the  piles  to  crowd  together  and 
make  closer  joints.  In  hard  soil  at  small  depths,  or  in  soft  soil  at 
moderate  depths,  the  sheeting  may  be  driven  by  hand  with  a  wooden 
maul  or  an  iron  sledge;  but  for  any  considerable  depth  a  power 
pile-driver  must  be  employed,  although  sometimes  where  only  a 
few  piles  are  to  be  driven  a  hand  pile-driver  is  rigged  up  with  a  block 
of  wood  for  a  hammer.  The  sheeting  should  be  driven  at  least  a 
foot  or  two  below  the  lowest  excavation  inside  of  the  dam;  and  in 
soft  soil  the  sheet  piles  should  be  driven  at  least  3  or  4  feet  below  the 
proposed  excavation  to  prevent  leakage  under  the  bottom. 

If  the  sheet  piles  are  to  resist  a  head  of  more  than  4  or  5  feet  of 
water  or  a  semi-fluid  soil,  their  tops  should  be  supported  by  wales 
(horizontal  timbers  on  the  inside  of  the  dam  against  the  top  of  the 
sheeting),  which  in  turn  are  braced  at  their  ends  by  the  wales  on  the  ad- 
jacent sides  of  the  dam  or  at  intermediate  points  by  horizontal  timbers 
across  the  dam;  and  in  deep  dams  similar  wales  and  cross  braces  are 
inserted  at  vertical  intervals  as  the  excavation  progresses.  Some- 
times, in  comparatively  shallow  water  and  with  a  suitable  bottom, 
the  waling  pieces  are  supported  by  ordinary  bearing  piles  driven 
inside  of  the  dam,  thus  eliminating  the  braces  across  the  dam,  and 
therefore  facilitating  the  excavation  and  the  laying  of  the  masonry. 

Sometimes  the  top  and  the  bottom  waling  pieces  are  framed 
together  respectively,  and  the  upper  and  lower  waling  frames  are 
separated  from  each  other  by  small  vertical  posts  placed  between 
them  and  joined  to  them.  This  frame  is  sunk  in  the  desired  position, 
and  the  sheet  piles  are  driven  around  it. 

807.  The  thickness  of  the  sheet  piling  required  in  any  particular 
case  is  usually  a  matter  of  judgment  based  upon  past  experience; 
but  the  strength  required  can  be  closely  approximated  by  regarding 
the  sheet  pile  as  a  beam  either  fixed  at  one  end  and  free  at  the  other, 
or  as  supported  at  both  ends.  The  amount  of  the  lateral  pressure 
against  the  pile  is  one  half  of  the  continued  product  of  the  weight  of 
a  cubic  foot  of  water,  the  width  of  the  pile  in  feet,  and  the  depth  of 
the  water  in  feet;  and  the  point  of  application  of  this  pressure  is  two 
thirds  of  the  depth  of  the  water  from  the  top.  Of  course,  the  weight 
of  liquid  mud  is  more  than  that  of  water;  but  extreme  accuracy  is 
impossible,  and  hence  the  above  method  is  probably  suflBicient  for 
the  purpose. 
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808.  Steel  Sheet-Pile  Oofler-Dun.  The  introduction  of  inter- 
locking steel  sheet  piles  has  materially  cheapened  the  cost  of  cofEer- 
dams,  and  has  also  increased  the  depth  to  which  a  coffer-<lain  may 
be  economically  sunk.  The  various  forma  of  steel  sheet  piles  are 
described  in  }  748,  and  the  relative  merits  of  steel  and  wood  sheet 
piles  are  stated  in  i  749.  The  general  construction  of  coffer-dams 
with  steel  sheet  piles  is  substantially  the  same  as  with  wood  sheeting 
(i  806-07). 

809.  Puddle-Wall  Oofler-Dani.  Before  the  introduction  of  inter- 
locking steel  sheet  piles,  the  usual  method  of  constructing  a  coffei- 
dam  in  deep  water  was  to  drive  two  lines  of  wood  sheet  piles  and  fi]l 
■  1  between  them  with  impervious  soil,  called  -puddle.     The  general 


form  of  such  a  dam  is  shown  in  Fig.  8 


The  area  to  be  inclosed  is 
first  surrounded  by  two  rows 
of  ordinary  piles,  m,  m.  On 
the  outside  of  the  m^n  piles, 
a  little  below  the  top,  are 
bolted  two  longitudinal 
pieces,  w,  w,  called  vxUes; 
and  on  the  inside  are  fastened 
two  similar  pieces,  g,  g,  which 
serve  as  guides  for  the  sheet 
piles,  s,  s,  while  being  driven. 
A  rod,  r,  connects  the  tops 
of  the  opposite  main  piles  to 
prevent  spreading  when  the 
puddle  is  put  in.  The 
timber,  t,  is  put  on  primarily 
to  carry  the  footway,  /,  and 
is  sometimes  notched  over,  or  otherwise  fastened  to,  the  pieces  w,  w, 
to  prevent  the  puddle  space  from  spreading,  b  and  b  are  braces 
extending  from  one  side  of  the  coffer-dam  to  the  other.  These 
braces  are  put  in  position  successively  from  the  top  as  the  water  is 
pumped  out;  and  as  the  masonry  is  built  up,  they  are  removed  and 
the  sides  of  the  dam  braced  by  short  struts  resting  against  the  pier. 
The  resistance  to  overturning  is  derived  principally  from  the 
main  piles,  m,  vi.  The  distance  apart  and  also  the  depth  to  which 
they  should  be  driven  depend  upon  the  kind  of  bottom,  the  depth 
of  water,  and  the  danger  from  floating  ice,  logs,  etc.  Rules  and 
formulas  are  here  of  but  little  u.se,  judgment  and  experience  being 
the  only  guides.  The  distance  between  the  piles  in  a  row  is  usually 
from  6  to  10  feet. 

810.  The  dimensions  of    the  sheet  piles   (S  807)  employed  will 
depend  upon  the  depth  and  the  number  of  longitudinal  waling  pieces 
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used.  Two  thicknesses  of  ordinaiy  2-inch  plank  are  generally  em- 
ployed. Sometimes,  for  the  deeper  dams,  the  sheet  piles  are  timbers 
10  or  12  inches  square. 

The  thickness  of  the  dam  will  depend  upon  (1)  the  width  of  gang- 
way required  for  the  workmen  and  machinery,  (2)  the  thickness 
required  to  prevent  overturning,  and  (3)  the  thickness  of  puddle 
necessary  to  prevent  leakage  through  the  wall.  The  thickness  of 
shallow  dams  will  usually  be  determined  by  the  first  consideration; 
but  for  deep  dams  the  thickness  will  be  governed  by  the  second  or 
third  requirement.  If  the  braces,  6,  6,  are  omitted,  as  is  sometimes 
done  for  greater  convenience  in  working  in  the  coffer-dam,  then  the 
main  piles,  w,  m,  must  be  stronger  and  the  dam  wider  in  order  to 
resist  the  lateral  pressure  of  the  water. 

811.  Thickness  of  Puddle  Wall.  An  old  rule  for  the  thickness  of 
the  puddle  wall,  which  is  frequently  quoted,  is:  "For  depths  of  less 
than  10  feet  make  the  width  10  feet,  and  for  depths  over  10  feet  give 
an  additional  thickness  of  1  foot  for  each  additional  3  feet  of  wall." 
Another  rule,  also  frequently  quoted,  is:  "Make  the  thickness  of  the 
puddle  wall  three  fourths  of  its  height,  but  in  no  case  is  the  wall  to 
be  less  than  4  feet  thick."  Judged  by  ordinary  experience  both  of 
the  above  rules  are  extravagant,  for  numerous  coffer-dams  from  20 
to  30  feet  deep  have  been  built  in  which  the  thickness  of  the  puddle 
varied  from  3  to  5  feet,  or  say  one  sixth  of  the  depth.  Of  course,  the 
thickness  of  the  puddle  wall  should  vary  with  the  tightness  of  the 
sheet  piling  and  the  imperviousness  of  the  puddle  (§812);  and 
under  ordinary  conditions  a  thickness  of  one  sixth  to  one  quarter  of 
the  depth  is  sufficient. 

812.  The  Puddle.  The  puddle  should  consist  of  impervious  soil,  of 
which  gravelly  clay  is  best.  It  is  a  common  idea  that  clay  alone,  or 
clay  and  fine  sand,  is  best.  With  pure  clay,  if  a  thread  of  water  ever 
so  small  finds  a  passage  under  or  through  the  puddle,  it  will  steadily 
wear  a  larger  opening.  On  the  other  hand,  with  gravelly  clay,  if 
the  water  should  wash  out  the  clay  or  fine  sand,  the  larger  particles 
will  fall  into  the  space  and  intercept  first  the  coarser  sand,  and  next 
the  particles  of  loam  which  are  drifting  in  the  current  of  water;  and 
thus  the  whole  mass  puddles  itself  better  than  the  engineer  could  do 
it  with  his  own  hands.  An  embankment  of  gravel  is  comparatively 
safe,  and  becomes  tighter  every  day;  while  a  clay  embankment 
may  be  tighter  at  first  than  a  gravelly  one,  it  is  always  liable  to 
breakage. 

Before  putting  in  the  puddling,  all  soft  mud  and  loose  soil  should 
be  removed  from  between  the  rows  of  sheet  piles,  for  the  most  com- 
mon cause  of  trouble  with  puddle-wall  coffer-dams  is  a  leak  between 
the  natural  surface  and  the  puddle. 
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The  puddling  should  be  deposited  in  layers,  and  compacted  as 
much  as  is  possible  without  causing  the  sheet  piles  to  bulge  so  much 
as  to  open  the  joints. 

813.  Orib  Goffer-Dam.  Coffer-dams  are  sometimes  made  by 
building  a  crib  and  sinking  it.  For  shallow  water,  the  crib  is  some- 
times made  of  uprights  framed  into  caps  and  sills,  and  covered  on  the 
outside  with  tongued-and-grooved  planks.  The  crib  is  built  on 
land,  launched,  towed  to  its  final  place,  and  sunk  by  piling  stones  on 
top  or  by  throwing  them  into  cells  constructed  for  that  purpose. 
The  dam  is  made  water-tight  at  the  bottom  either  by  driving  sheet 
piles  outside  it  or  by  using  canvas.  The  upper  edge  of  the  canvas 
may  be  nailed  to  the  crib  near  the  bottom  or  above  the  water;  and 
the  outer  edge  may  be  spread  out  upon  the  river  bed  and  be  loaded 
with  stone  or  sand.  The  chief  advantage  of  the  above  form  of 
construction  is  that  the  area  of  possible  leakage  is  reduced  to  the 
space  below  the  crib,  where  leakage  may  be  prevented  by  the  use 
of  sheet  piles  and  clay  or  of  canvas. 

The  crib  is  sometimes  made  of  squared  timbers  laid  one  on  top 
of  the  other,  and  drift-bolted  together.  The  timbers  must  be  securely 
fastened  together  vertically,  or  the  buoyancy  of  the  water  will  lift 
off  the  upper  courses.  The  joints  between  the  timbers  may  be  made 
water-tight  by  placing  cement  grout  between  them  during  the 
construction  of  the  crib,  or  by  driving  oakum  into  the  joints  after  the 
crib  is  built.  A  crib  made  in  this  way  in  combination  with  sheet 
piles  can  be  used  in  water  10  or  12  feet  deep.  The  principal  advantage 
of  this  form  of  construction  is  that  there  are  no  braces  across  the  dam 
to  interfere  with  the  excavation  and  the  laying  of  the  masonry. 

814.  Either  of  the  above  forms  of  crib  coffer-dam  can  be  used 
upon  a  moderately  level  rock  bottom,  by  driving  wood  sheet  piles 
outside  of  the  crib  until  the  point  is  bruised  enough  to  make  a  fairly 
good  fit  against  the  rock  and  then  depositing  a  bank  of  clay  against 
the  bottom  of  the  piles. 

815.  Movable  Goffer-Dam.  A  movable  or  floating  crib  coffer-dam 
has  been  used,  and  was  considered  to  have  been  a  success.*  It 
consisted  of  a  crib  with  double  walls  built  of  squared  timbers;  and 
had  several  pockets  into  which  stone  could  be  thrown  to  sink  it,  and 
also  several  water-tight  compartments  to  facilitate  its  movement 
from  place  to  place.  It  was  made  in  halves  to  allow  of  its  removal 
from  around  the  finished  pier.  The  halves  were  joined  together 
by  fitting  timbers  between  the  projecting  courses  of  the  crib,  and 
then  passing  long  bolts  vertically  through  the  several  courses. 

816.  Double  Coffer-Dam.  Sometimes  two  coffer-dams  are  em- 
ployed, one  inside  of  the  other,  the  outer  one  being  used  to  keep  out 

*  Proc.  Engineer'  Club  of  Philadelphia,  vol.  iv,  p.  240-42. 
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the  water,  and  the  inner  one  to  keep  the  soft  material  from  flowing 
into  the  excavation.  The  outer  one  may  be  constructed  in  any  of  the 
ways  described  above.  The  inner  one  is  usually  a  frame-work 
sheeted  with  boards,  or  a  crib  of  squared  timbers  built  log-house 
fashion  with  tight  joints.  The  inner  crib  is  sunk  (by  weighting  it 
with  stone)  as  the  excavation  proceeds.  The  advantages  of  the  use 
of  the  inner  crib  are:  (1)  the  coffer-dam  is  smaller  than  if  the 
saturated  soil  were  allowed  to  take  its  natural  slope  from  the  inside 
of  the  dam  to  the  bottom  of  the  excavation;  -(2)  the  space  between 
the  crib  and  the  dam  can  be  kept  full  of  impervious  material  in  case 
of  any  trouble  with  the  outside  dam;  (3)  the  feet  of  the  sheet  piling 
are  always  covered,  which  lessens  the  danger  of  undermining  or  of 
an  inflow  of  water  and  mud  under  the  dam;  and  (4)  it  also  reduces 
to  a  minimum  the  material  to  be  excavated. 

817.  Leakage.  A  serious  objection  to  the  use  of  coffer-dams  is 
the  difficulty  of  preventing  leakage  under  or  through  the  dam.  One 
of  the  simplest  devices  to  prevent  leaks  is  to  deposit  a  bank  of  gravel 
around  the  outside  of  the  dam;  then  if  a  vein  of  water  escapes  below 
the  sheet  piling,  the  weight  of  the  gravel  will  crush  down  and  fill  the 
hole  before  it  can  enlarge  itself  enough  to  do  serious  damage.  If  the 
coffer-dam  is  made  of  crib-tvork,  short  sheet  piles  may  be  driven 
around  the  bottom  of  it;  or  hay,  willows,  etc.,  may  be  laid  around 
the  bottom  edge,  upon  which  puddle  and  stones  are  deposited;  or 
a  broad  flap  of  tarpaulin  may  be  nailed  to  the  lower  edge  of  the  crib 
and  spread  out  loosely  on  the  bottom,  upon  which  stones  and  puddle 
are  placed.  A  tarpaulin  is  frequently  used  when  the  bottom  is  very 
irregular, — ^in  which  case  it  would  cost  too  much  to  level  off  the  site 
of  the  dam;  and  it  is  particularly  useful  where  the  bottom  is  rocky 
and  sheet  piles  can  not  be  driven. 

When  the»  bed  of  the  river  is  rock,  or  rock  covered  with  but  a 
few  feet  of  mud  or  loose  soil,  a  coffer-dam  only  sufficiently  tight  to 
keep  out  the  mud  is  constructed.  The  mud  at  the  bottom  of  the 
inclosed  area  is  then  dredged  out,  and  a  bed  of  concrete  deposited 
under  the  water  (§  347).  Before  the  concrete  has  set,  another 
coffer-dam  is  constructed,  inside  of  the  first  one,  the  latter  being 
made  water-tight  at  the  bottom  by  settling  it  into  the  concrete  or  by 
driving  sheet  piles  into  the  concrete.  However,  the  better  and  more 
usual  method  is  to  sink  the  masonry  upon  the  bed  of  concrete  by  the 
crib  and  open-caisson  process — ^see  Art.  2  of  this  chapter. 

It  is  nearly  impossible  to  prevent  considerable  leakage,  unless  the 
bottom  of  the  crib  rests  upon  an  impervious  stratum  or  the  sheet 
piles  are  driven  into  such  a  stratum.  Water  will  find  its  way  through 
nearly  any  depth  or  distance  of  gravelly  or  sandy  bottom.  Trying 
to  pump  a  river  dry  through  the  sand  at  the  bottom  of  a  coffer-dam 
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is  expensive.  However,  the  object  of  a  coffer-dam  is  not  to  prevent 
all  infiltration,  but  only  to  so  reduce  it  that  a  moderate  amount  of 
pumping  will  keep  the  water  out  of  the  way.  Probably  a  coffer-dam 
was  never  built  that  did  not  require  considerable  pumping;  and  not 
infrequently  the  amount  is  Very  great, — so  great,  in  fact,  as  to  make 
it  clear  that  some  other  method  of  constructing  the  foundation  should 
have  been  chosen. 

Seams  of  sand  are  very  troublesome.  Logs  or  stones  under  the 
edge  of  the  dam  are  also  a  cause  of  considerable  annoyance.  It  is 
sometimes  best  to  dredge  away  the  mud  and  loose  soil  from  the  site 
of  the  proposed  coffer-dam;  but,  when  this  is  necessary,  it  is  usually 
better  to  construct  the  foundation  without  the  use  of  a  coffer-dam, — 
see  Art.  2  of  this  chapter.  Coffer-dams  should  be  used  only  in  very 
shallow  water,  or  when  the  bottom  is  clay  or  some  material  imper- 
vious to  water. 

818.  Pumps.  In  constructing  foundations,  it  is  frequently 
necessary  to  do  considerable  bailing  or  pumping.  The  method  to  be 
employed  in  any  particular  case  will  vary  greatly  with  the  amount 
of  water  present,  the  depth  of  the  excavation,  the  appliances  at  hand, 
etc.  The  pumps  generally  used  for  this  kind  of  work  are  the  direct 
hand-lift  foundation-pump,  the  diaphragm  pump,  the  steam  siphon, 
the  pulsometer,  and  the  centrifugal  pump.  Direct-acting  steam 
pumps  are  not  suitable  for  use  in  foundation  work,  owing  to  the 
deleterious  effect  of  mud  and  sand  in  the  water  to  be  pumped. 

819.  Hand  Pumps.  When  the  lift  is  small,  water  can  be  bailed 
out  faster  than  it  can  be  pumped  by  hand;  but  the  labor  is 
proportionally  more  fatiguing,  and  therefore  bailing  is  not  often 
resorted  to. 

The  direct  hand-lift  foundation-pump  consists  of  a  straight  tube 
at  the  bottom  of  which  is  fixed  a  common  flap  valve,  and  in  which 
works  a  piston  carrying  another  flap  valve.  The  tube  is  either  a 
square  wooden  box  or  a  sheet-iron  cylinder, — usually  the  latter,  since 
it  is  lighter  and  more  durable.  The  pump  is  operated  by  applying 
the  power  directly  to  the  upper  end  of  the  piston-rod,  the  pump  being 
held  in  position  by  wooden  stays  or  ropes.  The  only  advantage  of  the 
wood-box  hand-lift  pump  is  that  it  may  be  improvised  on  the  job; 
and  the  disadvantage  for  foundation  work  of  all  pumps  having  flap- 
valves  is  the  danger  that  straw,  sticks,  mud,  etc.,  will  interfere  with 
the  action  of  the  valves. 

820.  The  diaphragm  pump  is  the  usual  form  of  hand  pump  for 
foundation  work.  This  pump  consists  of  a  short  cast-iron  cylinder 
having  a  rubber  hose  connected  to  its  lower  end,  and  being  divided 
about  midway  of  its  height  by  a  flexible  horizontal  rubber  diaphragm. 
The  central  portion  of  the  diaphragm  is  connected  to  a  bent-lever 
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handle,  and  there  is  a  valve  in  the  center  of  the  rubber  disk.  The 
rise  and  fall  of  the  center  of  the  disk  acts  as  a  piston.  A  pump  of 
this  form  throws  a  large  amount  of  water,  allows  sand  and  gravel  to 
pass  without  choking,  is  not  easily  clogged  by  straw,  leaves,  etc.,  and 
is  easily  unclogged.  It  is  made  in  various  sizes,  the  smallest  having 
a  capacity  of  25  gallons  per  minute  and  usually  costing  about  $20. 

821.  Steam  Siphon,  The  steam  siphon  is  the  simplest  of  all 
pumps,  since  it  has  no  movable  parts  whatever.  It  consists  essen- 
tially of  a  discharge  pipe — open  at  both  ends — ^through  the  side  of 
which  enters  a  smaller  pipe  having  its  end  bent  up.  The  lower  end 
of  the  discharge  pipe  dips  into  the  water;  and  the  small  pipe  connects 
with  a  steam  boiler.  The  steam,  in  rushing  out  of  the  small  pipe, 
carries  with  it  the  air  in  the  upper  end  of  the  discharge  pipe,  thus 
tending  to  form  a  vacuum  in  the  lower  end  of  that  pipe;  the  water 
then  rises  in  the  discharge  pipe  and  is  carried  out  with  the  steam. 
Although  it  is  possible  by  the  use  of  large  quantities  of  steam  to 
raise  small  quantities  of  water  to  a  great  height,  the  steam  siphon 
is  limited  practically  to  lifting  water  only  a  few  feet.  Its  cheapness 
and  simplicity  are  recommendations  in  its  favor,  and  its  eflSciency  is 
not  much  less  than  that  of  other  forms  of  pumps.  One  of  the  advan- 
tages of  the  steam  siphon  is  that  frequently  it  can  be  improvised 
on  the  work  from  ordinary  pipe  and  fittings.  Several  forms  and 
sizes  of  steam  siphons  are  upon  the  market,  ranging  in  capacity 
from  5  to  200  gallons  per  minute,  and  are  much  better  than  one  made 
from  pipe.  A  steam  siphon,  or  jet  pump  as  it  is  usually  called  by  the 
manufacturer,  having  a  capacity  of  100  to  125  gallons  per  minute 
can  usually  be  had  for  something  like  $35.  A  common  form  of 
the  steam  siphon  resembles,  in  external  appearance,  the  Eads 
mud-pump  (§  877)  represented  in  Fig.  94,  page  438. 

822.  Pvhometer,  The  pulsometer  is  an  improved  form  of  the 
steam  siphon.  It  niay  properly  be  called  a  steam  pump  which  dis- 
penses with  all  movable  parts  except  the  valves.  The  height  to 
which  it  can  lift  water  is  practically  unlimited.  It  is  in  very  conamon 
use  for  pumping  out  coffer-dams.  For  an  illustration  showing  the 
external  appearance,  see  the  advertising  pages  of  any  engineering 
newspaper. 

There  are  several  other  forms  of  automatic  vacuum  pumps  on  the 
market  which  have  substantially  the  same  merits  as  the  pulsometer. 

823.  Centrifvgal  Pump.  All  of  the  preceding  pumps  are  suitable 
only  for  handling  comparatively  small  quantities  of  water,  but 
where  large  amounts  of  water  must  be  pumped  in  a  short  time  the 
centrifugal  pump  must  be  used.  The  centrifugal  pump  consists 
of  a  set  of  blades  revolving  in  a  short  cylindrical  case  which  connects 
at  its  center  with  a  suction  (or  inlet)  pipe,  and  at  its  circumference 
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with  a  discharge  pipe.  The  blades  being  made  to  revolve  rapidly, 
the  air  in  the  case  is  carried  outward  by  the  centrifugal  force,  tending 
to  produce  a  vacuum  in  the  suction  pipe;  the  water  then  enters  the 
case  and  is  discharged  likewise.  The  distance  from  the  water  to  the 
pump  is  limited  by  the  height  to  which  the  ordinary  pressure  of  the 
air  will  raise  the  water;  but  the  height  to  which  a  centrifugal  pump 
can  lift  the  water  is  limited  only  by  the  velocity  of  the  outer  ends  of 
the  revolving  blades.  Since  there  are  no  valves  in  action  while  ths 
pump  is  at  work,  the  centrifugal  pump  will  allow  sand  and  large 
gravel — in  fact  almost  anything  that  can  enter  between  the  arms — 
to  pass.  Pumps  having  a  6-inch  to  10-inch  discharge  pipe  are  the 
sizes  most  frequently  used  in  foundation  work.  v 

The  centrifugal  pump  requires  more  labor  to  install  and  more 
care  to  operate  than  any  form  of  steam  siphon. 

824.  Dredging.  Sometimes  there  is  silt  or  mud  as  well  as  water 
to  be  rempved  from  the  coffer-dam.  If  there  is  not  much  solid 
material  and  if  plenty  of  water  is  available,  the  solid  matter  may 
be  pumped  out  along  with  the  water  by  a  centrifugal  pump,  by  keep- 
ing the  end  of  the  suction  pipe  close  to  the  mud.  Under  ordinary 
conditions,  the  water  thus  pumped  will  carry  10  per  cent  of  fine 
sand  or  silt. 

If  there  is  much  solid  material  to  be  removed,  as  in  clearing  the 
site  for  a  hirge  coffer-dam,  it  is  advisable  to  employ  either  a  dipper 
dredge  or  a  sand  digger,  which  may  usually  be  hired  by  the  day. 
If  solid  material  is  to  be  removed  from  a  deep  coffer-dam,  an  orange- 
peel  or  clam-shell  dredge  (§  845)  may  be  employed. 

Sometimes  the  mud  is  removed  with  a  scoop  made  of  sheet  steel, 
handled  by  a  derrick  and  a  winding  engine. 

826.  However,  in  most  cases,  on  account  of  the  small  amount 
to  be  excavated,  it  is  most  economical  to  throw  the  earth  out  by 
hand  in  successive  lifts  rather  than  to  install  a  plant  for  doing  the 
work  by  power. 

826.  Preparing  THE  Bed  OF  THE  Foundation.  After  the  water 
is  pumped  out,  the  bed  of  the  foundation  may  be  prepared  to  receive 
the  masonry  by  throwing  out,  usually  with  hand  shovels,  the  soft 
material.  The  masonry  may  be  started  directly  upon  the  hard  sub- 
stratum, or  upon  a  timber  grillage  resting  on  the  soil  (§  721)  or  on 
piles  (§  793-95). 

827.  Cost  of  Goffer-Dam  Foundations.  It  is  universally 
admitted  that  estimates  for  the  cost  of  foundations  under  water  are 
very  unreliable,  and  none  are  more  so  than  those  contemplating  the 
use  of  a  coffer-dam.  The  estimates  of  the  most  experienced  engineers 
frequently  differ  greatly  from  the  actual  cost.  The  difficulties  of 
the  case  have  already  been  discussed  (§  817). 
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828.  Examples.  The  following  example  is  interesting  as  showing 
the  cost  under  the  most  favorable  conditions.  The  data  are  for 
a  railroad  bridge  across  the  Ohio  River  at  Point  Pleasant,  W.  Va.* 
There  were  three  250-foot  spans,  one  400-foot,  and  one  200-foot. 
There  w^ere  two  piers  on  land  and  four  in  tlie  water;  and  all  extended 
about  90  feet  above  low  water.  The  shore  piers  were  founded  on 
piles — driven  in  the  bottom  of  a  pit — and  a  grillage,  concrete  being 
rammed  in  around  the  timber.  The  foundations  under  water  were 
laid  by  the  use  of  a  double  coffer-dam  (§  816).  The  water  was  10 
feet  deep;  and  the  soil  was  3  to  6  feet  of  sand  and  gravel  resting  on 
dry,  compact  clay.  The  foundations  consisted  of  a  layer  of  concrete 
1  foot  thick  on  the  clay,  and  two  courses  of  timbers.  The  quantities 
of  materials  in  the  six  foundations,  and  the  total  cost,  are  as  follows: 

Pine  timber  in  cribs  inside   of  coflFer-dams,  and   in 

foundations 273  210  ft.  B.M. 

Oak  timber  in  coflFer-dams,  main  and  sheet  pUing  . . .  244  412    "     ** 

Poplar  timber  in  coflFer-dams 3  597    "     " 

Round  piles  in  foundation  and  coffer-dams 13  571  lin.  ft. 

Excavation  in  foundations 4  342  cu.  yd. 

Concrete        ''           "           649    "     " 

Riprap 997 


((       a 


The  total  cost  of  foundations,  includrng  labor  of  all  kinds,  derricks, 
barges,  engines,  pumps,  iron,  tools,  ropes,  and  everything  necessary 
for  the  rapid  completion  of  the  work,  was  $64,652.62. 

In  the  construction  of  the  bridge  over  the  Missouri  River,  near 
Plattsmouth,  Neb.,  a  concrete  foundation  49  feet  long,  21  feet  wide, 
and  32  feet  deep,  laid  on  shore,  the  excavation  being  through  clay, 
bowlders,  shale,  and  soapstone,  to  bed-rock  (32  feet  below  surface 
of  the  water),  cost  $39,607.23,  or  $42.81  per  yard  for  the  concrete 

laid.t 

829.  The  following  example  gives  the  details  of  the  actual  cost, 
exclusive  of  contractor's  profits,  of  a  coffer-dam  and  concrete  pier  on 
a  pile  foundation  in  water  averaging  5  feet  deep. J  The  coffer-dam 
consisted  of  triple-lap  sheet  piling  of  the  Wakefield  pattern,  the 
planks  being  2  inches  thick  and  giving  a  coffer-dam  wall  6  inches 
thick.  The  coffer-dam  inclosed  an  area  14  by  20  feet,  giving  a 
clearance  of  1  foot  all  around  the  base  of  the  concrete  pier,  and  a 
clearance  of  2  feet  between  the  coffer-dam  and  the  outer  edge  of  the 
nearest  pile.  The  sheet  piles  were  18  feet  long,  were  driven  11  feet 
deep  into  sand,  and  projected  2  feet  above  the  surface  of  the  water. 

*  En{fineering  News,  vol.  xiii,  p.  338. 

t  Exclusive  of  cost  of  buildings,  tools,  and  oiigineering  expenses.     These  items 
amounted  to  6  per  cent  of  the  total  cost  of  the  entire  bridge. 
t  Engineering^orUracHng,  May  27,  1907,  p.  237-38. 
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There  were  twenty-four  foundation  piles,  which  were  40  feet  long 
and  which  were  driven  33  feet.  Upon  the  heads  of  the  piles  rested  a 
concrete  base,  12  by  18  feet  at  the  bottom,  7  feet  thick,  and  9  by  15 
feet  on  top.  The  concrete  pier  was  7  by  13  feet  at  the  bottom  and 
5  by  11  feet  at  the  top.  There  were  100  cu.  yd.  of  concrete  in  the 
pier  and  the  base.  The  detailed  cost  of  the  work,  which  is  typical 
of  similar  work,  is  as  follows: 

Items.  Total  Cost. 

Coffer-dam:     Lumber,  7  900  f t .  B.M. ,  at  $20. 00  . .     $158 . 00 
Labor— $16.00  per^M  of  lumber 126.00 

Total — $36.00  per  M,  exclusive  of 

salvage $284.00 

Excavation:  58  cu.  yd.  at  57  ct.  per  cu.  yd 33.00 

Foundation  piles:  Material,  960  lin.  ft.  at  10  ct. .       $96.00 
Driving— 8J  ct.  per  lin.  ft 80.00 

Total— 960  ft.  at  18 J  ct.  per  lin.  ft.  176.00 

Forms:  Material,  2  400  ft.  B.M.  plank  at  $25.00  $60.00 

1  000  ft.  B.M.  studding  at  $20.00        20.00 

Nails,  wire,  etc 2.00 

Labor  8  days  at  $3.00 24.00 

Total — 100  cu.  yd.  concrete  at  $1 .06 

exclusive  of  salvage 106.00 

Concrete:  Materials  at  $3.20 $320.00 

Labor  at  $1.46 146.00 

Total— 100  cu.  yd.  at  $4.66 466.00 

Plant:  Transportation $20.00 

Setting  up  and  taking  down 70 .  00 

Rental,  20  days  at  $5.00 100.00 

Total  for  plant 190.00 

Total  cost,  exclusive  of  salvage  $1  255 .  00 

If  the  cost  of  the  plant  ])e  distributed  among  the  other  items  in 
proportion  to  the  time  employed,  the  additional  cost  will  be  as 
follows:  Coffer-dam— $74.00  or  $9.00  per  M.  ft.  B.  M.,  making  a 
total  cost  of  $45.00  per- M.  ft.  B.  M.  Excavation— $21.00  or  36 
cents  per  cu.  yd.,  making  a  total  cost  of  93  cents  per  cu.  yd.  Foun- 
dation piles -^$42.00  or  $1.75  per  pile,  making  a  total  cost  of  $5.08 
per  pile  for  driving,  or  a  total  cost  of  12.7  cents  per  lin  ft.  Con- 
crete— $53.00  or  53  cents  per  cu.  yd.,  making  a  total  cost  of  $5.19 
per  cu.  yd.,  or  $6.25  including  forms. 

830.  For  (lata  on  the  relative  cost  of  different  methods  of  con- 
structing foundations,  see  Art.  6,  page  456. 

831.  CONCLUSION.  Uncertainty  as  to  what  trouble  and  expense 
a  coffer-dam  will  develop  usually  causes  engineers  to  choose  some 
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other  method  of  laying  the  foundations  for  bridge  piers.  Coffer- 
dams are  applicable  in  shallow  depths  only;  hence  one  objection  tc 
founding  bridge  piers  by  this  process,  particularly  in  rivers  subject 
to  scour  or  liable  to  ice  gorges,  is  the  danger  of  their  being  either  un- 
dermined or  pushed  off  the  foundation.  When  founded  in  mud  oi 
sand,  the  first  mode  of  failure  is  most  to  be  feared.  This  danger  is 
diminished  by  the  use  of  piles  or  large  quantities  of  riprap;  but  such 
a  foundation  needs  constant  attention.  When  founded  on  rock, 
there  is  a  possibility  of  the  piers  being  pushed  off  the  foundation; 
for,  since  it  is  not  probable  that  the  coffer-dam  can  be  pumped  per- 
fectly dry  and  the  bottom  be  thoroughly  cleaned  before  laying  the 
masonry  or  depositing  the  concrete,  there  is  no  certainty  that  there 
is  good  union  between  the  base  of  the  pier  and  the  bed-rock. 

Coffer-dams  are  frequently  and  advantageously  employed  in 
laying  foundations  in  soft  soils  not  under  water,  as  described  in 
§  718-19. 

Art.  2.    Crib  and  Open-Caisson  Process. 

832.  Definitions.  Unfortunately  there  is  an  ambiguity  in  the 
use  of  the  word  caisson.  Formerly  it  always  meant  a  strong,  water- 
tight box  having  vertical  sides  and  a  bottom  of  heavy  timbers,  in 
which  the  pier  is  built  and  which  sinks,  as  the  masonry  is  added, 
until  its  bottom  rests  upon  the  bed  prepared  for  it.  With  the  intro- 
duction of  the  compressed-air  process,  the  term  caisson  was  applied 
to  a  strong,  water-tighi  box — open  at  the  bottom  and  closed  at  the 
top — upon  which  the  pier  is  built,  and  which  sinks  to  the  bottom 
as  the  masonry  is  added.  At  present,  the  word  caisson  generally 
has  the  latter  meaning.  In  the  pneumatic  process,  a  water-tight 
box — open  at  the  top — is  usually  constructed  on  the  roof  of  the 
working  chamber  ("pneumatic  chamber"),  inside  of  which  the 
masonrv  is  buiit;  this  box  also  is  called  a  caisson.  The  caisson 
open  at  the  bottom  is  sometimes  called  an  inverted  caisson,  and  the 
one  open  at  the  top  an  erect  caisson.  The  latter  when  built  over  an 
inverted,  or  pneumatic,  caisson,  is  sometimes  called  a  coffer-dam. 
For  greater  clearness  the  term  caisson  will  be  used  for  the  inverted 
or  pneumatic,  caisson;  and  the  erect  caisson,  which  is  built  over  ». 
pneumatic  caisson,  will  be  callcvl  a  coffer-dam.  A  caisson  employed 
in  other  than  pneumatic  work  will  ])e  called  an  open  caisson. 

833.  Principle.  This  method  of  constructing  the  foundation 
consists  in  building  the  pier  in  the  interior  of  an  open  caisson,  which 
sinks  as  the  masonry  is  added  and  finally  rests  upon  the  bed  prepared 
for  it.  The  masonrv  usuallv  extends  onlv  a  foot  or  two  below 
extreme  low  water,  the  lower  part  of  the  structure  being  composed 
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of  timber  crib-work,  called  simply  a  crib.  The  open  caisson  is  built 
on  the  top  of  the  crib,  which  is  practically  only  a  thick  bottom  for 
the  box.  The  timber  is  employed  because  of  the  greater  facility 
with  which  it  may  be  put  into  place,  as  will  appear  presently.  Timber, 
when  always  wet,  is  as  durable  as  masonry;  and  ordinarily  there  is 
not  much  difference  in  cost  between  timber  and  stone. 

If  the  soil  at  the  bottom  is  soft  and  unreliable,  or  if  there  is  danger 
of  scour  in  case  the  crib  were  "to  rest  directly  upon  the  bottom,  the 
bed  is  prepared  by  dredging  away  the  mud  (§  839)  to  a  sufficient 
depth  or  by  driving  piles  which  are  afterwards  sawed  off  (§  791)  to 
a  horizontal  plane. 

834.  Construction  op  the  Crib.  The  crib  is  a  timber  structure 
below  the  caisson,  which  transmits  the  pressure  to  the  bed  of  the 
foundation.  A  crib  is  essentially  a  grillage  (see  §  705  and  §  793) 
which,  instead  of  being  built  in  place,  is  first  constructed  and  then 
sunk  to  its  final  resting  place  in  a  single  mass.  A  crib  is  usually 
thicker,  i.e.,  deeper,  than  the  grillage.  If  the  pressure  is  great,  the 
crib  is  built  of  successive  courses  of  squared  timbers  in  contact;  but 
if  the  pressure  is  small,  it  is  built  more  or  less  open.  In  either  case, 
if  the  crib  is  to  rest  upon  a  soft  bottom,  a  few  of  the  lower  courses  are 
built  open  so  that  the  higher  portions  of  the  bed  may  be  squeezed 
into  these  cells,  and  thus  allow  the  crib  to  come  to  an  even  bearing. 
If  the  crib  is  to  rest  upon  an  uneven  rock  bottom,  the  site  is  first 
leveled  up  by  throwing  in  broken  stone,  although  this  is  a  poor 
method.  If  the  bottom  is  rough  or  sloping,  the  lower  courses  of  the 
crib  are  sometimes  made  to  conform  to  the  bottom  as  nearly  as  pos- 
sible, as  determined  from  soundings;  but  this  method  requires  care 
and  judgment  to  prevent  the  crib  from  sliding  off  from  the  inclined 
bed,  and  should  be  used  with  great  caution,  if  at  all. 

The  crib  is  usually  built  afloat.  Owing  to  the  buoyancy  of  the 
water,  about  one  third  of  a  crib  made  wholly  of  timber  would  pro- 
ject above  the  water,  and  would  require  an  inconveniently  large 
weight  to  sink  it;  therefore,  it  is  best  to  incorporate  considerable 
stone  in  the  crib- work.  If  the  crib  is  more  or  less  open,  this  is  done 
by  putting  a  floor  into  some  of  the  open  spaces  or  pockets,  which 
are  then  filled  with  stone.  If  the  crib  is  to  be  solid,  about  every 
third  timber  is  omitted  and  the  space  filled  with  broken  stone. 

The  timbers  of  each  course  should  be  securely  drift-bolted  (§  795) 
to  those  of  the  course  below  to  prevent  the  buoyancy  of  the  upper 
portion  from  pulling  the  crib  apart,  and  also  to  prevent  any  possi- 
bility of  the  upper  part's  sliding  on  the  lower. 

836.  Construction  of  the  Caisson.  Wood  Caisson.  The  con- 
struction of  the  caisson  differs  materially  with  its  depth.  The 
simplest  form  is  made  by  erecting  studding  by  toe-nailing  or  tenoning 
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them  into  the  top  course  of  the  crib  and  spiking  planks  on  the  outside. 
For  a  caisson  6  or  8  feet  deep,  which  is  about  as  deep  as  it  is  wise  to 
try  with  this  simple  construction,  it  is  sufficient  to  use  studding  6 
inches  wide,  3  inches  thick,  and  6  to  8  feet  long,  spaced  3  feet  apart, 
mortised  and  tenoned  into  the  deck  course  of  the  crib.  The  sides 
and  floor  (the  upper  course  of  the  crib)  should  be  thoroughly  calked 
with  oakum.  The  sides  may  be  braced  from  the  masonry  as  the 
sinking  proceeds.  When  the  crib  is  grounded  and  the  masonry  is 
above  the  water,  the  sides  of  the  box  or  caisson  are  knocked  off. 

When  the  depth  of  water  is  more  than  6  to  8  feet,  the  caisson  is 
constructed  somewhat  after  the  general  method  shown  in  Fig.  89. 
The  sides  are  formed  of  timbers  framed  together  and  a  covering  of 


Fig.  89. — Diagrammatic  Representation  of  Opex-Caissox  and  Pier. 


thick  planks  on  the  outside.  The  joints  are  carefully  calked  to 
make  the  caisson  water-tight.  In  deep  caissons,  the  sides  can  be 
built  up  as  the  masonry  progresses,  and  thus  not  l)e  in  the  way  of 
the  masons.  The  sides  and  bottom  are  held  together  only  by  the 
heavy  vertical  rods;  and  after  the  caisson  has  come  to  a  bearing 
upon  the  soil,  and  after  the  mjisonry  is  al>ove  the  water,  the  rods  are 
detached  and  the  sides  removed,  the  l)ottom  only  remaining  as  a 
part  of  the  permanent  structure. 

For  an  ilh;stration  of  the  form  of  caisson  employed  in  sinking  a 
foundation  by  the  compressed-air  process,  see  Fig.  92  and  93,  page 
432  and  434. 
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836.  The  caisson  should  be  so  contrived  that  it  can  be  grounded, 
and  afterwareb  raised  in  case  the  bed  is  found  not  to  be  accurately 
leveled.  To  effect  this,  a  small  sliding  gate  is  sometimes  placed  in 
the  side  of  the  caisson  for  the  purpose  of  filling  it  with  water  at 
pleasure.  By  means  of  this  gate,  the  caisson  can  be  filled  and 
grounded;  and  by  closing  the  gate  and  pumping  out  the  water,  it 
can  be  set  afloat.  The  same  result  can  be  accomplished  by  putting 
on  and  taking  off  stone. 

Since  the  caisson  is  a  heavy,  unwieldy  mass,  it  is  not  possible  to 
control  the  exact  position  in  which  it  is  sunk;  and  hence  it  should  be 
larger  than  the  base  of  the  proposed  pier,  to  allow  for  a  little  adjust- 
ment to  bring  the  pier  to  the  desired  location.  The  margin  to  be 
allowed  will  depend  upon  the  depth  of  water,  size  of  caisson,  facil- 
ities, etc.  A  foot  all  round  is  probably  none  too  much  under  favor- 
able conditions,  and  generally  a  greater  margin  should  be  allowed. 

837.  Masonry  Caisson.  In  one  case  at  least,  there  was  no  caisson 
or  coffer-dam,  the  outer  edge  of  the  brick  pier  being  built  up  ahead 
of  the  center  and  serving  as  a  coffer-dam.*  Sometimes  tfie  caisson 
itself  is  made  of  concrete,  which  after  being  sunk  in  place  is  filled 
with  concrete  or  gravel — the  latter  in  constructing  a  breakwater. 

838.  TiMBEB  IN  Foundations.  The  free  use  of  timber  in  founda- 
tions is  the  chief  difference  between  American  and  European  methods 
of  founding  masonry  in  deep  water.  The  consideration  that  led  to 
the  introduction  of  timber  in  foundations  was  its  cheapness.  Many 
of  the  more  important  bridges  built  before  1870  rest  upon  crib- 
work  of  round  logs  notched  at  their  intersection  and  secured  by 
drift-bolts;  but  at  present,  cribs  are  always  built  of  squared  timber. 
Until  about  the  beginning  of  this  century,  there  was  not  much 
difference  between  the  cost  of  timber  and  masonry  in  foundations, 
the  principal  advantage  in  the  use  of  timber  being  the  facility  with 
which  it  was  put  into  place;  but  with  the  rapidly  decreasing 
supply  of  timber  and  its  consequent  rapid  increase  in  cost,  and 
with  the  marked  decrease  in  the  cost  of  concrete,  it  is  probable 
that  in  this  country  in  the  future  not  much  timber  will  be  used  in 
foundations.  Soft  wood  or  timber  which  in  the  air  has  comparatively 
little  durability,  is  equally  as  good  for  this  purpose  as  the  hard  woods. 
It  has  been  conclusively  proved  that  any  kind  of  timber  will  last 
practically  forever,  if  completely  immersed  in  water. 

839.  Excavating  the  Site.  When  a  pier  is  to  be  founded  in 
a  sluggish  stream,  it  is  necessary  only  to  excavate  a  hole  in  the  bed 
of  the  stream,  in  which  the  crib  (or  thp  bottom  of  the  caisson)  may 
rest.  The  excavation  is  usually  made  with  a  dredge,  any  form  of 
which  can  be  employed.     The  dipper  dredge  is  the  best,  but  the  clam- 

*  Proc.  Eng'g  Assoc,  of  the  South,  vol.  xvii,  p.  77, 
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shell  or  the  endless  chain  and  bucket  dredge  is  sometimes  used. 
If  the  bottom  is  sand,  mud,  or  silt,  the  soil  may  be  removed  (1)  by 
pumping  it  with  the  water  through  an  ordinary  centrifugal  pump 
(§  823), — the  suction  hose  of  which  is  kept  in  contact  with,  or  even 
a  little  below,  the  bottom, — or  (2)  by  the  Eads  mud-pump  (§  877). 
With  either  of  these  methods  of  excavating,  a  simple  frame  or  light 
coffer-dam  may  be  sunk  to  keep  part  of  the  loose  soil  from  running 
into  the  excavation. 

840.  If  the  stream  is  shallow,  the  current  swift,  and  the  bottom 
soft,  the  site  may  be  excavated  or  scoured  out  by  the  river  itself. 
To  make  the  current  scour,  construct  two  temporary  wing-dams, 
which  diverge  up-stream  from  the  site  of  the  proposed  pier.  The 
wings  can  be  made  by  driving  stout  stakes  or  small  piles  into  the 
bed  of  the  stream,  and  placing  solid  panels — made  by  nailing  ordinary 
boards  to  light  uprights — against  the  pilies  with  their  lower  edge  on 
the  bottom.  The  wings  concentrate  the  current  at  the  location  of 
the  pier,  increase  its  velocity,  and  cause  it  to  scour  out  the  bed  of 
the  stream.  This  process  requires  a  little  time,  usually  one  to  three 
days,  but  the  cost  of  construction  and  operation  is  comparatively 
slight. 

When  the  water  is  too  deep  for  the  last  method,  it  is  sometimes 
possible  to  suspend  the  caisson  a  little  above  the  bed  of  the  stream, 
in  which  case  the  current  will  remove  the  sand  and  silt  from  under 
it.  At  the  bridge  over  the  Mississippi  at  Quincy,  111.,  a  hole  10  feet 
deep  was  thus  scoured  out.  However,  if  the  water  is  already  heavily 
charged  with  sediment,  it  may  drop  the  sediment  on  striking  the 
crib  and  thus  fill  up  instead  of  scour  out.  Notwithstanding  the  hole 
is  liable  to  be  filled  up  by  the  gradual  action  of  the  current  or  by  a 
sudden  flood  before  the  crib  has  been  placed  in  its  final  position, 
this  method  is  frequently  more  expeditious  and  less  expensive  than 
using  a  coffer-dam. 

841.  If  the  crib  should  not  rest  squarely  upon  the  bottom,  it 
can  sometimes  be  brought  down  with  a  water  jet  (§  757-58)  in  the 
hands  of  a  diver.  However,  the  engineer  should  not  employ  a  diver 
unless  absolutely  necessary,  as  the  expense  is  very  great. 

.  842.  If  the  soft  soil  extends  to  a  considerable  depth,  or  if  the 
necessary  spread  of  foundation  can  not  be  obtained  without  an  un- 
desirable obstruction  of  the  channel,  or  if  the  bottom  is  likely  to 
scour,  then  piles  may  be  driven,  upon  which  the  crib  or  caisson  may 
finally  rest.  Before  the  introduction  of  the  compressed-air  process, 
this  was  a  very  common  method  of  founding  bridge  piers  in  our 
Western  rivers;  and  it  is  still  frequently  employed  for  small  piers. 
The  method  of  driving  and  sawing  off  the  piles  has  already  been 
described — see  Chapter  XV. 
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The  mud  over  and  around  the  heads  of  the  piles  may  be  sucked 
ofif  with  a  pump,  or  it  may  be  scoured  out  by  the  current  (§  840). 
The  attempt  is  sometimes  made  to  increase  the  bearing  power  of  the 
foundation  by  filUng  in  between  the  heads  of  the  piles  with  broken 
stone;  but  this  is  not  good  practice  as  the  stone  does  but  little  good, 
is  difficult  to  plaqe,  and  is  likely  to  get  on  top  of  the  piles  and  prevent 
the  crib  from  coming  to  a  proper  bearing. 

Art.  3.     Dredging  through  Wells. 

843.  A  timber  crib  is  frequently  sunk  by  excavating  the  material 
through  compartments  left  for  that  purpose,  thus  undermining  the 
crib  and  causing  it  to  sink.  Hollow  iron  cylinders  or  wells  of  masonry 
with  a  strong  curb,  or  ring,  of  timber  or  iron  beneath  them  are  sunk 
in  the  same  way. 

This  method  is  applicable  to  foundations  both  on  dry  land  and 
under  water.  It  is  also  sometimes  employed  in  sinking  shafts  in 
tunneling  and  mining. 

844.  The  advantage  of  this  method  for  foundations  under  water 
is  that  it  is  applicable  to  greater  depths  than  any  other  method 
except  the  freezing  process;  and  the  disadvantage  is  that  the  descent 
of  the  crib  or  cylinder  is  liable  to  be  stopped  by  logs,  bowlders,  etc. 

846.  Excavators.  The  soil  is  removed  from  under  the  crib 
with  a  clam-shell  or  an  orange-peel  dredge,  or  with  an  endless  chain 
and  bucket  dredge,  or  with  the  Eads  pump  (§  877). 

The  clam-shell  dredge  consists  of  the  two  halves  of  a  hemispherical 
shell,  which  rotate  about  a  horizontal  diameter;  the  edges  of  the 
shell  are  forced  into  the  soil  by  the  weight  of  the  machine  itself,  and 
the  pull  upon  the  chain  to  raise  the  excavator  draws  the  two  halves 
together,  thus  forming  a  hemispherical  bucket  which  incloses  the 
material  to  be  excavated.  A  similar  device  consists  of  two  quad- 
rants of  a  short  cylinder,  hinged  and  operated  similarly  to  the  above. 
The  orange-peel  dredge  (shown  at  A  in  Fig.  90,  page  424)  appears 
to  have  the  preference  for  this  kind  of  work.  It  consists  of  a  frame 
from  which  are  suspended  a  number  of  spherical  triangular  spades 
which  are  forced  vertically  into  the  ground  by  their  own  weight. 
The  pull  upon  the  excavator  to  lift  it  out  of  the  mud  draws  these 
triangles  together  and  incloses  the  earth  to  be  excavated. 

846.  In  one  case  in  France,  the  soil  was  excavated  by  the  aid  of 
compressed  air.  An  8-inch  iron  tube  rested  on  the  bottom,  with  its 
top  projecting  horizontally  above  the  water;  and  compressed  air  was 
discharged  through  a  small  pipe  into  the  lower  end  of  the  8-inch 
tube.  The  weight  of  the  air  and  water  in  the  tube  was  less  than 
an  equal  height  of  the  water  ouiside;    and  hence  the  water  in  the 
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tube  was  projected  from  the  top,  and  carried  with  it  a  portion  of  the 
mud,  sand,  etc.  Pebbles  and  stones  of  considerable  size  were  thus 
thrown  out.     See  §  876  for  another  use  of  a  similar  device. 

847.  Noted  Examples. — Poughkeepsie  Bridge.  The  Pough- 
I;eepsie  Bridge,  which  crosses  the  Hudson  at  a  point  about  75  miles 
above  New  York  City,  is  founded  upon  cribs,  and  is  the  boldest 
example  of  timber  foundation  on  record.  It  was  erected  in  1886-87, 
iind  is  remarkable  both  for  the  size  of  the  cribs  and  for  the  depth  of 
the  foundations. 

There  are  four  river  piers.  The  crib  for  the  largest  is  100  feet 
long,  60  feet  wide  at  the  bottom  and  40  feet  at  the  top,  and  104 
feet  high.  It  is  divided,  by  one  longitudinal  and  six  transverse 
walls,  into  fourteen  compartments  through  which  the  dredge  worked. 
The  side  and  division  walls  terminate  at  the  bottom  with  a  12-  by 
12-inch  oak  stick,  which  served  as  a  cutting  edge.  The  exterior  walls 
and  the  longitudinal  division  wall  were  built  solid,  of  triangular 
cross  section,  for  20  feet  above  the  cutting  edge,  and  above  that 
they  were  hollow.  The  gravel  used  to  sink  the  crib  was  deposited 
in  these  hollow  walls.  The  longitudinal  walls  were  securely  tied  to 
each  other  by  the  end  and  cross  division  walls,  and  each  course  of 
timber  was  fastened  to  the  one  below  by  450  1-inch  drift-bolts  30 
inches  long.  The  timber  was  hemlock,  12  inches  square.  The  four- 
teen compartments  in  which  the  clam-shell  dredges  worked  were  10 
by  12  feet  in  the  clear.  The  cribs  were  kept  level  while  sinking  by 
excavating  from  first  one  and  then  the  other  of  the  compartments. 
Gravel  was  added  to  the  pockets  as  the  crib  sunk.  When  hard 
bottom  was  reached,  the  dredging  pockets  were  filled  with  concrete 
deposited  under  water  from  boxes  holding  one  cubic  yard  each  and 
opened  at  the  bottom  by  a  latch  and  trip-line. 

After  the  crib  was  in  position,  the  masonry  was  started  in  a 
floating  caisson  which  finally  rested  upon  the  top  of  the  crib.  Sink- 
ing the  crib  and  caisson  separately  was  a  departure  from  the  ordinary 
method.  Instead  of  using  a  floating  caisson,  it  is  generally  con- 
sidered better  to  construct  a  coffer-dam  on  top  of  the  crib,  in  which 
to  start  the  masonry.  If  the  crib  is  sunk  first,  the  stones  which  are 
thrown  into  the  pockets  to  sink  it  are  likely  to  be  left  projecting 
above  the  top  of  the  crib  and  thus  prevent  the  caisson  from  coming 
to  a  full  and  fair  bearing. 

The  largest  crib  wAs  sunk  through  about  53  feet  of  water,  20 
feet  of  mud,  45  feet  of  clay  and  sand,  and  17  feet  of  sand  and  gravel. 
It  rests,  at  134  feet  below  high  water,  upon  a  bed  of  gravel  16  feet 
thick,  overlying  bed-rock.  The  timber  work  is  110  feet  high,  includ- 
ing the  floor  of  the  caisson,  and  extends  to  14  feet  below  high  water 
(7  feet  below  low  water),  at  which  point  the  masonry  commences 
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and  rises  39  feet.  On  top  of  the  masonry  a  steel  tower  100  feet  high 
is  erected.  The  masonry  in  plan  is  25  by  87  feet,  and  has  nearly 
vertical  faces.  The  lower  chord  of  the  channel  span  is  130  feet  and 
the  rail  is  212  feet  above  high  water. 

The  other  piers  are  nearly  as  large  as  the  one  here  described. 
The  cribs  each  contain  an  average  of  2,500,000  feet,  board  measure, 
of  timber  and  350  tons  of  wrought  iron. 

848.  Atcbftfftlaja  Bridge.  This  bridge  is  over  the  Atchafalaya 
bayou  or  river,  at  Morgan  City;  La.,  about  80  miles  west  of  New 
Orleans.  The  soil  is' alluvial  to  an  unknown  depth,  and  is  subject 
to  rapid  and  extensive  scour;  and  no  stone  suitable  for  piers  could 
be  found  within  reasonable  distance.     Hence  iron  cylinders  were 


adopted.  They  are  foundation  and  pier  combined.  The  cylinders 
were  sunk  120  feet  below  high  water — from  70  to  115  feet  below  the 
mud  line — by  dredging  the  material  from  the  inside  with  an  orange- 
peel  excavator.  Fig.  90  shows  the  excavator,  A,  and  the  appliances 
for  handling  the  cylinders. 

The  cylinders  are  8  feet  in  outside  diameter.     Below  the  level 
of  the  river  bed,  they  are  made  of  cast  iron  IJ  inches  thick,  in  lengths 
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of  lOJ  feet,  the  sections  being  bolted  together  through  inside  flanges 
with  1-inch  bolts  spaced  5  inches  apart.  Above  the  river  bottom, 
the  cylinders  are  made  of  wrought-iron  plates  |  inches  thick,  riveted 
together  to  form  short  cylindrical  sections  with  angle-iron  flanges. 
The  bolts  and  spacing  to  unite  the  sections  are  the  same  as  in  the 
cast-iron  portions. 

The  cylinders  were  filled  with  concrete  and  capped  with  a  heavy 
jast-iron  plate.  Two  such  cylinders,  braced  together,  form  the  pier 
between  two  250-foot  spans  of  a  railroad  bridge. 

The  only  objection  to  such  piers  relates  to  their  stability.  These 
have  stood  satisfactorily  since  1883. 

849.  Hawkesbniy  Bridge.  'The  bridge  over  the  Hawkesbury 
Ri^er  in  south-eastern  Australia  is  remarkable  for  the  depth  of  the 
foundation.  It  is  founded  upon  elliptical  iron  caissons  48  by  20  feet 
at  the  cutting  edge,  which  rest  upon  a  bed  of  hard  gravel  126  feet 
below  the  river  bed,  185  feet  below  high  water,  and  227  feet  below 
the  track  on  the  bridge.  The  soil  penetrated  was  mud  and  sand. 
The  caissons  were  sunk  by  dredging  through  three  tubes,  8  feet  in 
diameter,  terminating  in  bell-mouthed  extensions,  which  met  the 
cutting  edge.  The  spaces  between  the  dredging  tubes  and  the 
outer  shell  were  filled  with  gravel  as  the  sinking  progressed.  The 
caissons  were  filled  to  low  water  with  concrete,  and  above  with 
cut-stone  masonry. 

860.  As  these  caissons  were  to  be  sunk  to  an  unprecedented  depth, 
it  was  considered  wise  to  construct  them  with  a  flare  at  the  bottom, 
that  is,  to  make  the  bottom  larger  than  the  upper  portion,  so  as  to 
decrease  the  resistance  due  to  friction.  Experience  showed  that 
making  the  bottom  larger  was  a  mistake,  since  it  seriously  increased 
the  difficulty  of  guiding  the  caisson  in  its  descent. 

861.  Brick  Gylinders.  In  Germany  a  brick  cylinder  was  sunk 
256  feet  for  a  coal  shaft.  A  cylinder  25A  feet  in  diameter  was  sunk 
76  feet  through  sand  and  gravel,  when  the  frictional  resistance  became 
so  great  that  it  could  be  sunk  no  farther.  An  interior  cylinder,  15 
feet  in  diameter,  was  then  started  in  the  bottom  of  the  larger  one, 
and  sunk  180"  feet  further  through  running  quicksand.  The  soil  was 
removed  without  exhausting  the  water. 

A  brick  cylinder — outer  diameter  46  feet,  thickness  of  wall  3 
feet — was  sunk  40  feet  in  dry  sand  and  gravel  without  any  difficulty. 
It  was  built  18  feet  high  (on  a  wooden  curb  21  inches  thick),  and 
weighed  300  tons  before  the  sinking  was  begun.  The  interior  earth 
was  excavated  slowly,  so  that  the  sinking  was  about  1  foot  per  day, 
— the  walls  being  built  up  as  it  sank. 

862.  In  Europe  and  India  masonry  bridge  piei*s  are  sometimes 
sunk  by  this  process,  a  suflScient  number  of  vertical  openings  being 
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left  through  which  the  material  is  brought  up.  It  is  generally  a 
tedious  and  slow  operation.  To  lessen  the  friction  a  ring  of  masonry 
is  sometimes  built  inside  of  a  thin  iron  shell.  The  last  was  the 
method  employed  in  putting  down  the  foundations  for  the  present 
Tay  bridge.* 

863.  Friotional  Resistance.  Values  from  Experiments.  The 
friction  between  cylinders  and  the  soil  depends  upon  the  nature  of  the 
soil,  the  depth  sunk,  and  the  method  used  in  sinking.  If  the  cylinder 
is  sunk  by  either  of  the  pneumatic  processes  (§  859  and  860),  the 
flow  of  the  water  or  the  air  along  the  sides  of  the  tube  greatly  di- 
minishes the  friction.     It  is  impossible  to  give  any  very  definite  data. 

Table  66  gives  the  values  of  the  coefficient  of  friction  for  materials 
and  surfaces  which  are  likely  to  occur  in  sinking  foundations  for 
bridge  piers.     Each  result  is  the  average  of  at  least  ten  experiments. 


TABLE  66. 

Coefficient  of  Friction  of  Material  and  Surfaces  used  in 

Foundations.* 


For  Dry 
Materials. 

For   Wet 
Materials. 

Kind  of  Materials. 

At  Begin- 
ning of 
Motion. 

During 
Motion. 

At  Begin- 
ning of 
Motion. 

During 
Motion. 

Sheet  iron  without  rivets  on  gravel  and  sand    . 

Cast  iron  (unplaned)  on  gravel  and  sand 

Granite  (roughly  worked)  on  gravel  and  sand  . 
Pine  (sawed)  on  crravel  and  sand    

0.40 
0.40 
0.37 
0.43 
0.41 

0.54 
.  0.73 
0.56 
0.65 
0.66 

0.46 
0.49 
0.47 
0.54 
0.51 

0.63 
0.84 
0.61 
0.70 
0.73 

0.33 
0.47 
0.36 
0.41 
0.41 

0.37 
0.52 
0.47 
0.47 
0.58 

0.44 
0.55 
0.50 
0.48 
0.50 

Sheet  iron  without  rivets  on  sand 

0.32 

"       "     with           "       "       **     

Cast  iron  (unnlaned)  on  sand    

0.50 
0.38 

Granite  (rouehlv  worked)  on  sand 

0.53 

Pine  (sawed)  on  sand 

0.48 

*  By  A.  SchmoU  in  "Zeitschrift  des  Vereines  Deutscher  Ingenieure/'  as  repub- 
lished in  Selected  Abstracts  of  Inst,  of  C.  E.,  vol.  Hi,  p.  298-302. 

**AI1  materials  were  rounded  off  at  their  face  to  sledge  shape  and 
drawn  lengthwise  and  horizontally  over  the  gravel  or  sand,  the 
latter  being  leveled  and  bedded  as  solid  as  it  is  Hkely  to  be  in  its 
natural  position.  The  riveted  sheet  iron  contained  twenty-five 
rivets  on  a  surface  of  2.53  by  1.67  =  4.22  square  feet;  the  rivet-heads 
were  half-round  and  if  inch  in  diameter."  Notice  that  for  dry 
materials  and  also  for  wet  gravel  and  sand,  the  frictional  resistance 

*  For  an  illustrated  account,  see  Engineering  News,  vol.  xiv,  p.  66-68. 
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at  starting  is  smaller  than  during  motion,  which  is  contrary  to  the 
ordinary  statement  of  the  laws  of  friction. 

864.  Values  from  PracticiB.  Cast  Iron.  During  the  construction 
of  the  bridge  over  the  Seine  at  Orival,  a  cast-iron  cylinder,  standing 
in  an  extensive  and  rather  uniform  bed  of  gravel,  and  having  ceased 
to  move  for  thirty-two  hours,  gave  a  friction al  resistance  of  nearly 
200  lb.  per  sq.  ft.*  At  a' bridge  over  the  Danube  near  Stadlau,  a 
cylinder  sunk  18.75  feet  into  the  soil  (the  lower  3.75  feet  being 
''solid  clay")  gave  a  frictional  resistance  of  100  lb.  per  sq.  ft.* 
According  to  some  European  experiments,  the  friction  of  cast-iron 
cylinders  in  sand  and  river  mud  was  from  400  to  600  lb.  per  sq.  ft. 
for  small  depths,  and  800  to  1,000  for  depths  from  20  to  30  feet.f 
At  the  first  Harlem  River  Bridge,  New  York  City,  the  frictional 
resistance  of  a  cast-iron  pile,  while  the  soil  around  it  was  still  loose, 
was  528  lb.  per  sq.  ft.  of  surface;  and  later  716  lb.  per  sq.  ft.  did  not 
move  it.  From  these  two  experiments,  Mc Alpine,  the  engineer  in 
charge,  concluded  that  "1,000  lb.  per  sq.  ft.  is  a  safe  value  for  mod- 
erately fine  material.''!  At  the  Omaha  Bridge,  a  cast-iron  pile  sunk 
27  feet  in  sand,  with  15  feet  of  sand  on  the  inside,  could  not  be  with- 
drawn with  a  pressure  equivalent  to  254  lb.  per  sq.  ft.  of  surface  in 
contact  with  the  soil;  and  after  removal  of  the  sand  from  the  inside, 
it  moved  with  200  lb.  per  sq.  ft.^I 

Wrought  Iron.  A  wrought-iron  pile,  penetrating  19  feet  into 
coarse  sand  at  the  bottom  of  a  river,  gave  280  lb.  per  sq.  ft.;  another, 
in  gravel,  gave  300  to  335  lb.  per  sq.  ft.** 

Masonry.  In  the  silt  on  the  Clyde,  the  friction  on  brick  and 
concrete  cylinders  was  about  3^  tons  per  sq.  ft.tt  The  friction  on 
the  brick  piers  of  the  Dufferin  (India)  Bridge,  through  clay,  was 
900  lb.  per  sq.  ft.  J  J 

Pneumatic  Caissons.  For  data  on  the  frictional  resistance  of 
pneumatic  caissons,  see  §  887. 

PUes.  For  data  on  the  frictional  resistance  of  ordinary  piles,  see 
§  781-84. 

866.  Cost.  It  is  difficult  to  obtain  data  under  this  head,  since 
but  comparatively  few  foundations  have  been  put  down  by  this 
process.  Furthermore,  since  the  cost  varies  so  much  with  the  depth 
of  water,  strength  of  current,  kind  of  bottom,  danger  of  floods, 

*  Van  Nost rand's  Engirt' g  Mag.,  vol.  xx,  p.  121-22. 
t  Proc.  Inst,  of  C.  E.,  vol.  1,  p.  131. 

X  Mc  Alpine  in  Jour.  Frank.  Inst.,  vol.  Iv,  p.  105;  also  Proc.  Inst,  of  C.  E.,  vol. 
xxvii,  p.  286 

%  Van  Nostrand's  Engin'g  Mag.,  vol.  viii,  p.  471. 

**  Proc.  Inst,  of  C.  E.,  vol.  xv,  p.  290. 

ft  Ibid.,  vol.  xxxiv,  p.  35. 

XX  Engineering  News,  vol.  xix,  p.  160. 
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requirements  of  navigation,  etc.,  no  such  data  are  valuable  unless 
accompanied  by  endless  details. 

866.  For  the  relative  cost  of  different  methods,  see  Art.  6  of  this 
chapter. 

867.  Conclusion.  A  serious  objection  to  this  method  of  sinking 
foundations  is  the  possibility  of  meeting  wrecks,  logs,  or  other 
obstructions,  in  the  underlying  materials;  but,  with  the  possible 
exception  of  the  freezing  process  (see  Art.  5  of  this  chapter),  the 
method  by  dredging  through  tubes  or  wells  is  the  only  one  that  can 
be  applied  to  depths  which  much  exceed  100  feet — the  limit  of  the 
pneumatic  process. 

Art.  4.     Pneumatic  Process. 

868.  The  principle  involved  is  the  utilization  of  the  difference 
between  the  pressure  of  the  air  inside  and  outside  of  an  air-tight 
chamber.  The  air-tight  chamber  may  be  either  a  pneumatic  pile — 
an  iron  cylinder  which  becomes  at  once  foundation  and  pier, — or 
a  pneumatic  caisson — a  box,  open  below  and  air-tight  elsewhere, 
upon  the  top  of  which  the  masonry  pier  rests.  The  pneumatic  pile 
is  seldom  used  now.  There  are  two  methods  of  utilizing  this  difference 
of  pressure, — the  vacuum  process  and  the  plenum  or  compressed- 
air  process. 

869.  Vacuum  Process.  The  vacuum  process  consists  in  ex- 
hausting the  air  from  a  cylinder,  and  using  the  pressure  of  the  atmos- 
phere upon  the  top  of  the  cylinder  to  force  it  down.  Ebdiausting 
the  air  allows  the  water  to  flow  past  the  lower  edge  into  the  air- 
chamber,  thus  loosening  the  soil  and  causing  the  cylinder  to  sink. 
By  letting  the  air  in,  the  water  subsides,  after  which  the  exhaustion 
may  be  repeated  and  the  pile  sunk  still  farther.  The  vacuum 
should  be  obtained  suddenly,  so  that  the  pressure  of  the  atmosphere 
shall  have  the  effect  of  a  blow;  hence,  the  pile  should  be  connected  by 
a  large  flexible  tube  with  a  large  air-chamber — usually  mounted  upon 
a  boat, — from  which  the  air  is  exhausted.  When  communication 
is  opened  between  the  pile  and  the  receiver,  the  air  rushes  from  the 
former  into  the  latter  to  estabhsh  equilibrium,  and  the  external 
pressure  causes  the  pile  to  sink. 

To  increase  the  rapidity  of  sinking,  the  cylinders  may  be  forced 
down  by  a  lever  or  by  an  extra  load  applied  for  that  purpose.  In 
case  the  resistance  to  sinking  is  very  great,  the  material  may  be 
removed  from  the  inside  })y  a  sand-pump  (§  877),  or  an  orange-peel 
or  clam-shell  dredge  (§<S45);  but  ordinarily  no  earth  is  removed 
from  the  inside.  Cylinders  have  been  sunk  by  this  method  5  or  6 
feet  by  a  single  exhaustion,  and  IM  feet  in  C  hours. 
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860.  Compressed-air  Process.  The  plenum  or  compressed- 
air  process  consists  in  pumping  air  into  the  air-chamber,  so  as  to 
exclude  the  water,  and  forcing  the  pile  or  caisson  down  by  a  load 
placed  upon  it.  An  air-lock  (§  864)  is  so  arranged  that  the  workmen 
can  pass  into  the  caisson  to  remove  the  soil,  logs,  and  bowlders,  and 
to  watch  the  progress  of  the  sinking,  without  releasing  the  pressure. 
The  vacuum  process  is  applicable  only  in  mud  or  sand;  but  the 
compressed-air  process  can  be  applied  in  all  kinds  of  soil. 

Many  times  in  sinking  foundations  by  the  vacuum  process,  the 
compressed-air  process  was  resorted  to  so  that  men  could  enter  the' 
pile  to  remove  obstructions;  and  finally  the  many  advantages  of  the 
compressed-air  process  caused  it  to  entirely  supersede  the  vacuum 
process.  At  present  the  term  pneumatic  process  is  practically 
synonymous  with  compressed-air  process. 

861.  History.  The  first  foundations  sunk  entirely  by  the  com- 
pressed-air process  were  the  pneumatic  piles  for  the  bridge  at  Roches- 
ter, England,  put  down  in  1851.     The  dapth  reached  was  61  feet. 

The  first  pneumatic  caisson  was  employed  about  1870,  at  Kehl 
on  the  eastern  border  of  France,  for'  the  foundations  of  a  railroad 
bridge  across  the  Rhine. 

•  862.  The  first  three  pneumatic  pile  foundations  in  America 
were  constructed  in  South  Carolina  between  1856  and  1860.  Im- 
mediately after  the  civil  war,  a  number  of  pneumatic  piles  were  sunk 
in  Western  rivers  for  bridge  piers.  The  first  pneumatic  caissons  in 
America  were  those  for  the  St.  Louis  Bridge  (§  889),  put  down  in  1870.  i 

At  that  time  these  were  the  largest  caissons  ever  constructed,  and  the  -^  (/H^ 
depth  reached — 109  feet  8^  inf>>ipq.^,liflS^f.  yAf  hA^p  pxpftftrfpfT^ —        ^^  ^ 

863.  Pneumatic  Piles.  Pneumatic  piles* were  once  consider-  ^ 
ably  used  for  bridge  piers,  but  have  now  been  superseded  for  that 
purpose  by  pneumatic  caissons.  Since  1894  the  compressed-air 
process  has  been  frequently  employed  in  constructing  foundations  for 
tall  buildings  on  Manhattan  Island,  New  York  City,  and  in  some 
cases  the  pneumatic  pile  has  been  used,  although  it  is  there  usually 
called  a  caisson.  The  following  description  applies  more  particularly 
to  the  pneumatic  piles  formerly  used  for  bridge  piers, — the  practice 
in  New  York  City  being  considered  later. 

,  The  cylinders  were  made  of  either  wrought  or  cast  iron.  The 
wrought-iron  cylinders  were  composed  of  plates,  about  half  an  inch 
thick,  riveted  together  and  strengthened  by  angle  irons  on  the  inside, 
and  reinforced  at  the  cutting  edge  by  plates  on  the  outside  both  to 
increase  the  stiffness  and  to  make  the  hole  a  little  larger  so  as  to 
diminish  friction.  The  cast-iron  cylinders  were  composed  of  sections, 
from  6  to  10  feet  long  and  2  to  8  feet  in  diameter,  bolted  together  by 
inside  flanges,  the  lower  section  being  cast  with  a  sharp  edge  to 
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facilitate  penetration.  Two  of  these  tulles,  braced  together,  were 
employed  for  ordinan^  bridge  piers;  and  six  small  ones  around  a 
large  one  for  a  pivot  pier.  They  were  filled  with  concrete,  with  a 
few  courses  of  masonry  or  a  heavy  iron  cap  at  the  top. 

Fig.  91  shows  the  arrangement  of  the  essential  parts  of  a  pneu- 
matic pile.  The  apparat  us  as  showTi 
is  arranged  for  sinking  by  the  plenum 
process;  for  the  vacuum  process  the 
arrangement  differs  only  in  a  few- 
obvious  particulars.  The  upper  sec- 
tion constitutes  the  air-lock.  The 
doors  A  and  B  both  open  down- 
wards. To  enter  the  cvlinder,  the 
workmen  pass  into  the  air-lock,  and 
close  the  door  A.  Opening  the  cock 
D  allows  the  compressed  air  to  enter 
the  lock;  and  when  the  pressure  is 
equal  on  both  sides,  the  door  B  is 
opened  and  the  workmen  pass  down 
the  cylinder  by  means  of  a  ladder. 
To  save  loss  of  air,  the  air-lock  should 
be  opened  very  seldom,  or  made  ver}'' 
small  if  required  to  l)e  opened  often. 
The  air-supply  pipe  connects  with 
a  reservoir  of  compressed  air  on  a 
barge.  If  the  air  were  pumped  di- 
rectly into  the  pile  without  the  in- 
tervention of  a  storage  reservoir,  as 
was  done  in  the  early  applications 
of  the  plenum  process,  even  a  momentary  stoppage  of  the  engine 
would  endanger  the  lives  of  the  workmen. 

864.  The  soil  was  excavated  by  ordinary  hand  tools,  elevated 
to  the  air-lock  by  a  windlass  and  bucket,  and  passed  oiit  through  the 
main  air-lock.  Sometimes  a  double  air-lock  with  one  large  and  one 
small  compartment  was  used,  the  former  being  opened  only  to  let 
gangs  of  workmen  pass  and  the  latter  to  allow^  the  passage  of  the 
skip,  or  bucket,  containing  the  excavated  material.  Sometimes  ai? 
auxiliary  lock,  F  G,  was  employed.  The  doors  F  and  G  are  so  con- 
nected by  parallel  l)ars  (not  shown)  that  only  one  can  be  opened  at 
a  time.  The  excavated  material  is  thrown  into  the  chute,  the  door 
F  is  closed,  which  opens  G,  and  the  material  discharges  itself  on  the 
outside. 

Mud  and  sand  are  blown  out  with  the  sand-lift  (§  876)  or  mud- 
pump  (§  877)  without  the  use  of  any  air-lock. 


Fig.  91. — Pneumatic  Pile. 
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866.  The  cylinders  were  guided  in  their  descent  by  a  framework 
resting  upon  piles  or  upon  two  barges.  One  of  the  chief  difficulties  in 
sinking  pneumatic  piles  was  to  keep  them  vertical.  If  the  cylinder 
became  inclined,  it  was  righted  (1)  by  placing  wooden  wedges  under 
the  lower  side  of  the  cutting  edge,  or  (2)  by  excavating  under  the  upper 
side  so  that  the  air  could  escape  and  loosen  the  material  on  that  side, 
or  (3)  by  drilling  holes  through  the  uppermost  side  of  the  cylinder 
through  which  air  could  escape  and  loosen  the  soil,  or  (4)  by  straining 
the  top  over  with  props  or  tackle.  If  several  pneumatic  piles  are  to 
form  a  pier,  they  should  be  sunk  one  at  a  time,  for  when  sunk  at  the 
same  time  they  are  Hable  to  run  together. 

866.  After  the  cylinder  had  reached  the  required  depth,  concrete 
enough  to  seal  it  was  laid  in  compressed  air;  and  when  this  had  set, 
the  remainder  was  laid  in  the  open  air.  A  short  section  at  the  top 
was  usually  filled  with  good  masonry,  and  a  heavy  iron  cap  was 
put  over  all. 

867.  Pneumatic  Caissons.  A  pneumatic  caisson  is  an  immense 
box — open  below,  but  air-tight  and  water-tight  elsewhere, — upon  tjhe 
top  of  which  the  masonry  pier  is  built.  The  essential  difference 
between  the  penumatic  pile  and  the  pneumatic  caisson  is  one  of  degree 
rather  than  one  of  quality.  Sometimes  the  caisson  envelops  the 
entire  masonry  of  the  pier;  but  in  the  usual  form  the  masonry  en- 
velops the  iron  cylinder  and  rests  upon  an  enlargement  of  the  lower 
end  of  it.  The  pneumatic  pile  is  sunk  to  the  final  depth  before  being 
filled  with  concrete  or  masonry;  'but  with  the  caisson  the  masonry 
is  built  upward  while  the  whole  pier  is  being  sunk  downward,  the 
masonry  thus  forming  the  load  which  forces  the  caisson  into  the  soil. 
A  pneumatic  caisson  is,  practically,  a  gigantic  diving-bell  upon  the 
top  of  which  the  masonry  of  the  pier  rests. 

The  principles  involved  in  the  construction  of  pneumatic  caissons 
can  be  best  explained  in  connection  with  a  description  of  a  few  noted 
examples. 

868.  Blair  Bridge.  Fig.  92,  page  432,  is  a  section  of  a  channel 
pier  of  the  bridge  across  the  Missouri  River  near  Blair,  Nebraska, 
and  shows  the  form  of  construction  employed  by  Mr.  George  S. 
Morison  on  a  number  of  large  bridges  erected  by  him. 

The  apartment  in  which  the  men  are  at  work  is  known  as  the 
xoorking  chamber  or  the  air-chamber.  The  mass  of  timber  between 
the  top  of  the  air-chamber  and  the  lowest  course  of  masonry  is  called 
the  roof  of  the  caisson.  The  shaft  (shown  in  black)  through  the  roof 
of  the  caisson,  and  connecting  with  a  similar  shaft  (shown  in  white) 
through  the  pier,  is  called  the  air-shaft,  and  is  for  the  ascent  and 
descent  of  the  men.  The  air-lock — situated  at  the  junction  of  the 
two  cylinders  which  form  the  air-shaft — consists  of  a  short  section 
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be  described  presently.  The  timbers  which  appear  in  the  lower 
central  portion  of  the  working  chamber  are  parts  of  the  trusses  which 
support  the  central  portions  of  the  roof  of  the  caisson. 

869.  The  main  portion  of  the  caisson  is  built  of  timbers  12  inches 
square  drift-bolted  together.  Some  of  the  roof  timbers  are  omitted 
and  the  space  is  filled  with  stone  or  concrete  to  facilitate  the  floating 
of  the  caisson  from  the  place  of  construction  to  the  bridge  site.  The 
side  walls  of  the  v/orking  chamber  in  this  form  of  caisson  are  unusually 
strong.  The  timbers  forming  the  inclined  face  are  17  inches  square, 
and  are  continuous  from  one  outside  wall  to  the  opposite  one,  being 
cut  to  a  12-inch  square  having  vertical  sides  where  they  enter  the 
putside  wall  and  also  where  they  intersect  the  other  inclined  wall. 
Mr.  Morison  thought  this  construction  was  necessary,  but  experi- 
ence seems  not  to  justify  the  expense  of  this  tjrpe  of  construction. 

The  masonry  is  usually  begun  about  2  feet  below  low  water,  the 
space  intermediate  between  the  masonry  and  the  roof  of  the  working 
chamber  being  occupied  by  timber  crib-work,  either  built  solid  or 
filled  with  concrete.  In  Fig.  92  the  masonry  rests  directly  upon  the 
roof  of  the  air-chamber,  which  construction  was  adopted  for  the 
channel  piers  of  this  bridge  to  reduce  to  a  minimum  the  obstruction 
to  the  flow  of  the  water. 

Frequently  a  coffer-dam  is  built  upon  the  top  of  the  crib  (see 
Fig.  93,  page  434) ;  but  in  this  particular  case  the  masonry  was  kept 
above  the  surface  of  the  water,  hence  no  coffer-dam  was  employed. 
When  the  coffer-dam  is  not  used,  it  is  necessary  to  regulate  the  rate 
of  sinking  by  the  speed  with  which  the  masonry  can  be  built,  which  is 
liable  to  cause  inconvenience  and  delay.  When  the  coffer-dam  is 
dispensed  with,  it  is  necessary  to  go  on  with  the  construction  of  the 
masonry  whether  or  not  the  additional  weight  is  needed  in  sinking  the 
caisson. 

870.  HaTTe  de  Orace  Bridge.  Fig.  93,  page  434,  and  Fig.  94,  page 
438,  show  the  construction  of  the  caisson,  crib,  and  coffer-dam 
employed  by  Gen.  William  Sooy  Smith  in  1884  in  sinking  pier  No.  8 
of  the  Baltimore  and  Ohio  R.  R.  bridge  across  the  Susquehanna 
River  at  Havre  de  Grace,  Md.  This  is  the  type  formerly  employed 
by  that  engineer  in  a  number  of  large  bridges  erected  by  him,  and  in 
a  general  way  is  the  ordinar}'  form  used  by  American  engineers  for 
pneumatic  caissons  for  bridge  work.* 

*  For  detailed  drawing  of  the  caissons  of  the  Williamsburg  bridge  over  East 
River,  New  York  City  (built  in  189&-98),  see  Engiruering-CorUracting,  vol.  xxvi,  p. 
34-36 ;  for  detailed  drawings  of  the  caissons  of  the  bridge  over  the  St.  Lawrence  Rive  r 
at  Quebec  (foundations  sunk  in  1897-1902),  see  Engineering  News,  vol.  xlix,  p.  92- 
98,  or  Engineering  Record,  vol.  xl,  p.  74-76 ;  for  illustration  and  detailed  description 
of  the  caissons  for  the  Manhattan  bridi^e  across  East  River,  New  York  City  (built  in 
1901-O9).  see  Engineering  Nem,  vol.  xlv,  p.  171-73,  or  Engineering  Record,  vol.  xliii. 
p.  194-96. 
28 


Foundations   uxder  Water.  [Chap.  XVI. 


1  he  caisson  shown  in  Fig.  93  has  a  sHght  flare,  but  subsequent 
expciienee  has  shown  this  to  be  undesirable,  since  the  caisson  can  be 
guided  more  certainly  when  it  has  vertical  sides. 


871.  Table  67  fjives  the  dimensions  and  quantities  of  materials 
in  the  pneumatic  foundations  of  this  bridge,  and  Table  69  (page 
44!)  1  fiives  the  cost. 

872.  Position  or  the  Aik  Look.  Before  the  construction  of  the 
Ea<ls  Bridge  (§  SS93  at  St.  Louis,  Mo.,  in  1870-74,  the  air-lock  had 
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always  been  placed  at  the  top  of  the  air-shaft,  and  was  of  such  con- 
struction that  to  lengthen  the  shaft,  as  the  caisson  sunk,  it  was  neces- 
sary to  detach  the  lock,  add  a  section  to  the  shaft,  and  then  replace  the 
lock  on  top.  This  w^as  not  only  inconvenient  and  an  int-erruption  to 
the  other  work,  but  required  the  men  to  climb  the  entire  distance 
under  compressed  air,  which  is  exceedingly  fatiguing  (see  §  895). 
To  overcome  these  objections,  Eads  placed  the  air-lock  at  the  bottom 
of  the  shaft  in  the  air-chamber.  This  position  is  objectionable,  since 
in  case  of  a  "blow-out,''  i.e.,  a  rapid  leakage  of  air, — not  an  unfre- 
quent  occurrence, — the  men  may  not  be  able  to  get  into  the  lock  in 
time  to  escape  drowning.  If  the  lock  is  at  the  top,  they  can  get  out 
of  the  way  of  the  water  by  climbing  up  in  the  shaft. 

At  the  Havre  de  Grace  Bridge  (§  870-71),  the  air-shaft  was  con- 
structed of  wrought  iron,  in  sections  15  feet  long.     The  air-lock  was 

TABLE  67 

Dimensions  and  Quantities  of  Materials  in  Foundations  op 
•  Havre  de  Grace  Bridge.* 


Description 


Dimensions: 

Caissons:  length  at  bottom  in  feet 
width  "       "         "   ;• 
height     from     cutting 

edge,  in  feet 

height       of      working 
chamber,  in  feet. . 
Crib:  length,  in  feet 
width,  " 
height,  " 
Quantities: 

Timber  in  the  caisson,  feet,  board 

measure 

Timber  in  the  crib,  feet,  board 

measure 

Timber  in  the  cofifer-dam,  feet. 

board  measure 

Concrete    in    working   chamber, 

cubic  yards   

Concrete  in  crib,  shafts,  etc.,  cu- 
bic yards 

Concrete  below  cutting  edge,  cu- 
bic yards 

Iron,  screw-bolts,  pounds 
drift-bolts, 
spikes, 
cast  washers, 


Number  of  the  Pier. 


It 
tt 


II. 

III. 

63.3 
25.9 

67.3 
25.9 

17.2 

17.2 

9.2 
61.5 
24.2 
40.0 

9.2 
61.5 
24.2 
42.0 

203  473 

215  565 

179  939 

197  910 

2  068 

31517 

330 

401 

1649 

1893 

000 

11313 

34  181 

4  638 

2  472 

623 
15  651 
36  832 

700 
2  572 

IV. 


79.4 
32.8 

17.2 

9.2 
77.6 
31.1 
22.2 


316  689 


VIII. 


70.9 
32.6 

17.2 

9.2 
69.1 
30.8 
41.0 


281540 


143  993  219  680 


108  518 

631 

1635 

126 

32  881 

40  909 

11730 

3  392 


85759 

559 

2  581 

526 

3}  026 

44  861 

10  039 

3235 


IX 


78.2 
42.3 

19.3 

9.2 
76.4 
40.5 
32.8 


465  125 

203  824 

126  532 

839 

3  172 


624 

33  435 

59  245 

11237 

3  535 


*  The  data  by  oourte8y  of  Sooysmith  db  Co.,  c<mtractor8  for  the  pneumatio  foundatioiML 
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made  by  placing  diaphragms  on  the  inside  flanges  of  the  opposite 
ends  of  the  top  section.  A  new  section  and  a  third  diaphragm  could 
be  added  without  disturbing  the  air-lock;  and  when  the  third  dia- 
phragm was  in  place,  the  lower  one  was  removed  preparatory  to 
using  it  again.  Some  engineers  compromise  l)etween  these  two  posi- 
tions, and  leave  the  air-lock  permanently  at  some  intermediate  point 
in  the  pier  near  the  bottom  (see  Fig.  92,  page  432). 

873.  It  will  be  shown  presently  (§  897)  that  with  deep  founda- 
tions it  is  very  desirable  to  have  an  elevator  for  carrying  the  workmen 
up  and  down,  and  hence  it  is  better  to  have  the  air-lock  near  the 
bottom  of  the  shaft;  but  for  the  safety  of  the  men  it  should  not  be 
in  the  working  chamber.  However,  an  elevator  for  the  men  is  a 
comparatively  recent  invention,  and  is  used  only  in  the  deepest  work. 

874.  Excavation.  In  the  early  application  of  the  pneumatic 
method,  the  material  was  excavated  with  shovel  and  pick,  elevated 
in  buckets  or  bags  by  a  windlass,  and  stored  in  the  air-lock.  When 
the  air-lock  was  full,  the  lower  door  was  closed,  and  the  air  in  the 
lock  was  allowed  to  escape  until  the  upper  door  could  be  openecf, 
and  then  the  material  was  thrown  out.  This  method  was  expensive 
and  slow. 

876.  Auxiliary  Air-Lock.  In  the  first  application  of  the  pneumatic 
process  in  America  (§  862),  Gen.  Wm.  Sooy  Smith  invented  the 
auxiliary  air-lock,  F  G,  Fig.  91  (page  430),  through  which  to  let  out 
the  excavated  material.  The  doors,  F  and  G,  are  so  connected  to 
each  other  that  only  one  of  them  can  be  opened  at  a  time.  The 
excavated  material  being  thrown  into  the  chute,  the  closing  of  the 
door  F  opens  G  and  the  material  slides  out.  This  simple  device  is 
said  to  have  increased  threefold  the  amount  of  work  that  could  be 
done. 

876.  Sand-lift.  This  is  a  device,  first  used  by  Gen.  Wm.  Sooy 
Smith,  for  forcing  the  sand  and  mud  out  of  the  caisson  by  means 
of  the  pressure  in  the  working  chamber.  It  consists  of  a  pipe, 
reaching  from  the  working  chamber  to  the  surface  (see  Fig.  91,  92» 
and  93),  controlled  by  a  valve  in  the  working  chamber.  The  sand 
is  heaped  up  around  the  lower  end  of  the  pipe,  the  valve  opened, 
and  the  pressure  forces  a  continuous  stream  of  air  and  sand  up  and 
out.  Mud  or  semi-liquid  soil  may  be  removed  by  this  means  by 
immersing  the  lower  end  of  the  tube  and  opening  the  valve;  but 
this  method  is  most  effective  with  sand. 

The  sand-lift  is  eight  to  ten  times  as  expeditious  as  the  auxiliary 
air-lock.  Of  course,  the  efficiency  of  the  sand-lift  varies  with  the 
depth,  i.e.,  with  the  pressure.  The  '' goose-neck, '*  or  elbow  at  the 
top  of  the  discharge  pipe,  is  worn  away  very  rapidly  by  the  impact 
of  the  ascending  sand  and  pebbles.     At  the  Havre  de  Grace  Bridge, 
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it  was  of  chilled  iron  4  inches  thick  on  the  convex  side  of  the  curve,  and 
even  then  lasted  only  two  daysy  At  the  Brooklyn  Bridge,  the  dis- 
charge pipe  terminated  with  a  straight  top,  and  the  sand  was  dis- 
charged against  a  block  of  granite  placed  in  an  inclined  position  over 
the  upper  end. 

Although  the  sand-lift  is  efficient,  there  are  some  objections  to  it: 
(1)  forcing  the  sand  out  by  the  pressure  in  the  caisson  decreases 
the  pressure,  which  causes,  particularly  in  pneumatic  piles  or  small 
caissons,  the  formation  of  vapors  so  thick  as  to  prevent  the  workmen 
from  seeing;  (2)  the  diminished  pressure  allows  the  water  to  flow 
in  under  the  cutting  edge;  and  (3)  if  there  is  much  leakage,  the  air- 
compressors  are  unable  to  supply  the  air  fast  enough. 

877.  Mud-pomp.  During  the  construction  of  the  St.  Louis 
Bridge,  Capt.  James  B.  Eads  invented  a  mud-pump,  which  is  free 
from  the  above  objections  to  the  sand-lift,  and  which  in  mud  or  silt 
is  more  efficient  than  it.  This  device  is  generally  called  a  sand-pump, 
but  is  more  properly  a  mud-pump. 

The  principle  involved  in  the  Eads  pump  is  the  same  as  that 
employed  in  the  atomizer,  the  inspirator,  and  the  injector,  viz.:  the 
principle  of  the  induced  current.  This  principle  is  utilized  by  dis- 
charging a  stream  of  water  with  a  high  velocity  on  the  outside  of  a 
small  pipe,  which  produces  a  partial  vacuum  in  the  latter,  when  the 
pressure  of  the  air  on  the  outside  forces  the  mud  through  the  small 
pipe  and  into  the  current  of  water  by  which  the  mud  is  carried  away. 
The  current  of  water  is  the  motive  power. 

Fig.  94,  page  438,  is  an  interior  view  of  the  caisson  of  the  Baltimore 
and  Ohio  R.  R.  bridge  at  Havre  de  Grace,  Md.,  and  shows  the  general 
arrangement  of  the  pipes  and  the  mud-pump.  The  pump  itself  is  a 
hollow  pear-shaped  casting,  about  15  inches  in  diameter  and  15 
inches  long,  a  section  of  which  is  shown  in  the  corner  of  Fig.  C4. 
The  water  is  forced  into  the  pump  at  a,  impinges  against  the  conical 
casing,  d,  flows  around  this  lining  and  escapes  upwards  through  a 
narrow  annular  space,  /.  The  interior  casing  gives  the  water  an  even 
distribution  around  the  end  of  the  suction  pipe.  The  flow  of  the 
water  through  the  pump  can  be  regulated  by  screwing  the  suction 
pipe  in  or  out,  thus  closing  or  opening  the  annular  space,  /.  To 
prevent  the  too  rapid  feeding  or  the  entrance  of  lumps,  which  might 
choke  the  pipe,  a  strainer — simply  a  short  piece  of  pipe,  plugged  at 
the  end,  having  a  series  of  ^-inch  to  J-inch  holes  bored  in  it — was  put 
on  the  bottom  of  the  suction  pipe.  The  discharge  pipe  of  the  mud- 
pump  terminates  in  a. "goose-neck**  through  which  the  material  is 
discharged  horizontally. 

The  darkly  shaded  portions  of  the  section  of  the  pump  wear 
away  rapidly;    and  hence  they  are  made  of  the  hardest  steel  and 
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(.-unstructed  so  as  tu  be  readily  removed.  Different  engineers  huve 
different  methods  of  providing  for  the  renewal  of  these  parts,  the 
outline  form  of  the  pump  varying  with  the  method  employed.  The 
pump  used  »t  ihe  St.  Louis  Bridge  was  cylindrical  in  outline,  but 
otherwise  essentially  the  same  as  the  above. 
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878.  In  order  to  use  the  mud-pump,  the  material  to  be  excavated 
is  first  mixed  into  a  thin  paste  by  playing  upon  i*^  with  a  jet  of  water. 
This  pump  is  used  only  for  removing  mud,  silt,  and  soil  containing 
small  quantities  of  sand;  pure  sand  or  soil  containing  large  quantities 
of  sand  is  "blown  out"  with  the  sand-lift. 

The  water  is  delivered  to  the  mud-pump  under  a  pressure,  ordi- 
narily, of  80  or  90  pounds  to  the  square  inch.  At  the  St.  Louis  Bridge 
it  was  found  that  a  mud-pump  of  3J-inch  bore  was  capable  of  raising 
20  cubic  yards  of  material  120  feet  per  hour,  the  water  pressure  being 
150  pounds  per  square  inch.* 

879.  Clay-Hoist.  Neither  flie  sand-lift  nor  the  mud-pump  is 
suitable  for  the  excavation  of  stiff  clay;  and,  as  at  the  Memphis 
Bridge  the  caissons  were  large  and  were  to  be  sunk  a  considerable 
distance  through  stiff  clay,  Mr.  George  S,  Morison  invented  a  device 
for  hoisting  clay  in  a  bucket  by  means  of  compressed  air.  The  clay- 
hoist  consisted  of  a  cylinder  and  piston  placed  at  one  side  of  the  top  of 
the  material  shaft.  The  piston  was  actuated  by  air  pressure,  and 
was  connected  to  a  cable  to  which  was  iftathed  i  bucket  working  up 
and  down  through  the  material  shaft  At  the  top  of  the  shaft  «ere 
two  doors  operated  by  levers  from  the  outside  The  bucket  held 
6i  cu.  ft.     The  device  was  verj  effectue 

880.  Moran  Air-Lock.  ^lorans  in  lock  consists  of  ^  lock,  at 
the  top  of  the  material  shaft,  closed  it  both  top  and  bottom  by  a 
pair  of  sliding  doors  so  arranged  as  to  permit  of  hoisting  buckets  of 

material  out  of  the   air-  ^_^ 

chamber  by   means  of   a  "  R^^Mt?"     i        U..tp|yppj 

derrick    and   cable.     The      w^^l        "^        '         '  _jt2 
doors  are  moved  by  com-      ^—        ~^  '^ 

pressed  air,  and  are  inter- 
locked so  that  one  can  not 
be  opened  until  the  other 
is  closed.  On  the  cable  is 
a  stuffing-box  which  fits 
into  a  semicircular  groove 
in  the  edges  of  the  two 
halves  of  the  upper  door, 
and  permits  the  bucket  to 
be  raised  or  lowered  while  the  upper  door  is  closed.  This  lock  is 
very  effective,  since  in  ordinary  operations  the  bucket  usually  passes 
the  lock  with  only  about  5  seconds  delay,  and  can  do  it  with  a 
delay  of  only  2  .seconds. 

881.  Water-column.  A  combination  of  the  pneumatic  process 
and  that  of  dredging  in  the  open  air  through  tubes  has  been  employed 

■  BUtorj-  or  the  St.  Luuis  UriJge.  p.  213. 
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extensively  in  Europe.  It  seems  to  have  been  used  first  at  the  bridge 
across  the  Rhine  at  Kehl.  The  same  method  was  used  at  the  Brook- 
lyn Bridge.  The  principle  is  rudely  illustrated  in  Fig.  95,  page  439. 
The  central  shaft,  which  is  open  top  and  bottom,  projects  a  little  below 
the  cutting  edge,  and  is  kept  full  of  water,  the  greater  height  of  water 
in  the  column  balancing  the  pressure  of  the  air  in  the  chamber.  The 
workmen  simply  push  the  material  under  the  edge  of  a  water  shaft 
from  whence  it  is  excavated  by  an  orange-peel  or  clam-shell  dredge 
(§  845). 

882.  Blasting.  Bowlders  or  points  of  rock  may  be  blasted  in 
compressed  air  without  any  appreciable  danger  of  a  "blow  out"  or 
of  injuring  the  ear-drums  of  the  workmen.  This  point  was  settled  in 
sinking  the  foundations  of  the  Brooklyn  Bridge;  and  since  then 
blasting  has  been  resorted  to  in  many  cases.  Bowlders  are  some- 
times "  carried  down,''  that  is,  a^e  allowed  to  remain  on  the  surface  of 
the  soil  in  the  working  chamber  as  the  excavation  proceeds,  and  subse- 
quently imbedded  in  the  concrete  with  which  the  air-chamber  is  filled. 

883.  Rate  of  Sinking.  The  work  in  the  caisson  usually  con- 
tinues day  and  night,  winter  and  summer.  The  rate  of  progress 
varies,  of  course,  with  the  size  of  the  caisson,  the  rapidity  with  which 
the  masonry  can  be  placed,  the  kind  of  soil,  and  particularly  with  the 
number  of  bowlders  encountered.  At  the  Havre  de  Grace  Bridge, 
the  average  rate  of  progress  was  1.37  ft.  per  day;  at  the  Plattsmouth 
bridge,  2.22  ft.;  and  at  the  Blair  Bridge  1.75  ft.  per  day.  Speeds  of 
6  and  8  feet  per  24  hours  have  been  maintained  for  a  few  consecutive 
days  with  large  caissons. 

The  above  rates  of  sinking  were  greatly  exceeded  in  the  case  of 
the  small  caissons  for  column  foundations  of  tall  buildings.  In 
constructing  the  Broad  Exchange  Building,  New  York  City,  88 
caissons  were  sunk  an  average  of  30  feet  in  47  days,  one  being  sunk 
27  feet  in  20  hours  and  2  feet  in  1  hour. 

884.  Maximum  Depth.  The  maximimi  depth  to  which  the 
pneumatic  process  has  been  applied  is  113  feet,  in  1911,  at  the 
Municipal  Bridge  across  the  Mississippi  River  at  St.  Louis;  and  the 
next  deepest  was  at  the  Eads  Bridge  in  St.  Louis  (§889).  At 
the  first  Memphis  bridge  (§891)  the  depth  was  106.4  feet.  In  the 
last  two  cases  the  pressure  was  continued  at  or  near  the  maximum 
for  several  days.  At  the  Williamsburg  Bridge  over  East  River,  in 
New  York  City,  the  maximum  depth  was  107.6  feet,  but  this  depth 
extended  over  only  a  very  small  area  and  the  maximimi  pressure 
was  for  only  a  few  minutes.  Except  in  these  instances,  the  com- 
pressed-air process  has  never  been  applied  at  a  greater  depth  than 
about  90  feet.  The  pneumatic  process  is  limited  to  depths  not 
much  greater  than  100  feet  owing  to  the  deleterious  effect  of  the  com- 
pressed air  upon  the  workmen  (see  §  895-98). 
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Theoretically,  the  depth,  in  feet,  of  the  lower  edge  of  the  caisson 
below  the  surface  divided  by  33  is  equal  to  the  number  of  atmospheres 
of  pressure  (15  lb.  per  sq.  in.) ;  but  the  depth  does  not  always  indicate 
the  pressure.  In  sand  or  silt  the  pressure  may  be  either  a  little  more 
or  a  little  less  than  that  corresponding  to  the  depth,  and  in  clay  the 
pressure  may  be  considerably  less  than  the  theoretical  amount.  At 
the  Eads  Bridge  the  actual  pressure  varied  between  45  and  50  pounds 
for  53  working  days,  and  at  Memphis  from  40  to  47  pounds  for  75 
days. 

886.  OUIDINO  THE  Oaisson.  Formerly  it  was  the  custom  to 
control  the  descent  of  the  caisson  by  suspension  screws  connected 
with  a  framework  resting  upon  piles  or  pontoons.  In  a  strong 
current  or  in  deep  water,  it  may  be  necessary  to  support  the  caisson 
partially  in  order  to  govern  its  descent;  but  ordinarily,  the  sus- 
pension is  needed  only  until  the  caisson  is  well  imbedded  in  the  soil. 
The  caisson  may  be  protected  from  the  current  by  constructing  a 
breakwater  above  and  producing  dead  water  at  the  pier  site. 

After  the  soil  has  been  reached,  the  caisson  can  be  kept  in  its 
course  by  removing  the  soil  from  the  cutting  edge  on  one  side  or  the 
other  of  the  caisson.  In  case  the  caisson  does  not  settle  down  after 
the  soil  has  been  removed  from  under  the  cutting  edge,  a  reduction  of 
a  few  pounds  in  the  air  pressure  in  the  working  chamber  is  usually 
sufficient  to  produce  the  desired  result.  At  the  Havre  de  Grace 
Bridge  (§  870),  it  was  found  that  by  allowing  the  discharged  material 
to  pile  up  against  the  outside  of  the  caisson,  the  latter  could  be  moved 
laterally  almost  at  will.  The  top  of  the  caisson  was  made  3  feet 
larger,  all  round,  than  the  lower  course  of  masonry,  to  allow  for 
deviation  in  sinking.  The  deviation  of  the  caisson,  which  was 
founded  90  feet  below  the  water,  was  less  than  18  inches,  even  though 
neither  suspension  screws  nor  guide  piles  were  employed. 

In  sinking  the  foundations  for  the  bridge  over  the  Missouri  River 
near  Sibley,  Mo.,  it  was  necessary  to  move  the  caisson  considerably 
in  a  horizontal  direction  without  sinking  it  much  farther.  This  was 
accomplished  by  placing  a  number  of  posts — 12  inches  square — ^in 
an  inclined  position  between  the  roof  of  the  working  chamber  and  a 
temporary  timber  platform  resting  on  the  ground  below.  When 
these  posts  had  been  wedged  up  to  a  firm  bearing,  the  air  pressure 
was  released.  The  water  flowing  into  the  caisson  loosened  the  soil 
on  the  outside,  and  the  weight  of  "the  caisson  coming  on  the  inclined 
posts  caused  them  to  rotate  about  their  lower  ends,  which  forced  the 
caisson  in  the  desired  direction.  In  this  way,  a  lateral  movement 
of  3  or  4  feet  was  secured  while  sinking  about  the  same  distance. 

A  caisson  is  also  sometimes  moved  laterally,  while  sinking,  by 
attaching  a  cable  which  is  anchored  off  to  one  side  and  kept  taut. 
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886.  A  method  of  controlling  the  descent  of  the  caisson  has 
occasionally  been  used,  which  is  specially  valuable  in  swift  cur- 
rents or  in  rivers  subject  to  sudden  rises.  It  was  used  first  in  the 
construction  of  the  piers  for  a  bridge  across  the  Yazoo  River  near 
Vicksburg,  Miss.  A  group  of  72  piles,  each  40  feet  long,  was  driven 
into  the  river  bed,  and  sawed  off  under  the  water;  the  caisson  was 
then  floated  into  place,  and  lowered  until  the  heads  of  the  piles 
rested  against  the  roof  of  the  working  chamber.  As  the  work  pro- 
ceeded, the  piles  were  sawed  off  to  allow  the  caisson  to  sink.  One  of 
the  reasons  for  employing  piles  in  this  case,  was  that  if  the  caisson 
did  not  finally  rest  upon  bed-rock,  they  would  assist  in  supporting 
the  pier. 

That  such  ponderous  masses  can  be  so  certainly  guided  in  their 
descent  to  bed-rock,  is  not  the  least  valuable  nor  least  interesting 
fact  connected  with  this  method  of  sinking  foundations. 

887.  Frigtional  RESISTANC3E.  At  the  Havre  de  Grace  Bridge 
(§  870),  the  normal  frictional  resistance  on  the  timber  sides  of  the 
pneumatic  caisson  was  280  to  350  lb.  per  sq.  ft.  for  depths  of  40  to  80 
feet,  the  soil  Vjeing  silt,  sand,  and  mud;  when  bowlders  were  encoun- 
tered, the  resistance  was  greater,  and  when  the  air  escaped  in  large 
quantities  the  resistance  was  less.  At  the  bridge  over  the  Missouri 
River  near  Blair,  Neb.  (§  868-69),  the  frictional  resistance  usually 
ranged  between  350  and  450  lb.  per  sq.  ft.,  the  soil  being  mostly  fine 
sand  with  some  coarse  sand  and  gravel  and  a  Httle  clay.  At  the 
Brooklyn  Bridge  (§  890),  the  frictional  resistance  at  times  was  600 
lb.  per  sq.  ft.  At  Cairo,  in  sand  and  gravel,  the  normal  friction  was 
about  600  lb.  per  sq.  ft.  At  Memphis  (§  891),  in  sand,  the  friction  was 
400  lb.  per  sq.  ft. 

For  data  on  the  friction  of  iron  cylinders  and  masonry  shafts, 
see  §  853-54;  and  for  data  on  the  friction  of  ordinary  piles,  see 
§  781-84. 

888.  Filling  the  Aib-Chamber.  When  the  caisson  has  reached 
the  required  depth,  the  bottom  is  leveled  off — by  blasting,  if  neces- 
sary,— and  the  working  chamber  and  shafts  are  filled  with  concrete. 
Sometimes  only  enough  concrete  is  placed  in  the  bottom  to  seal  the 
chamber  water-tight,  and  the  remaining  space  is  filled  with  sand. 
This  was  done  at  the  east  abutment  of  the  Eads  Bridge,  St.  Louis, 
Mo.,  the  sand  being  pumped  in  from  the  river  with  the  pump 
previously  used  for  excavating  the  material  from  under  the  caisson. 

889.  NOTED  Examples.  Eads  Bridge.  The  foundations  of  the 
steel-arch  bridge  over  the  Mississippi  at  St.  Louis  are  the  \deepest 
ever  sunk  by  the  pneumatic  process,  and  at  the  time  of  construction 
(1870)  they  w^ere  also  very  much  the  largest.  The  caisson  of  the  east 
abutment  was  an  irregular  hexagon  in  plan,  83  by  70  feet  at  the  base. 
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and  64  by  48  feet  at  the  top — 14  feet  above  the  cutting  edge.  The 
working  chamber  was  9  feet  high.  The  cutting  edge  finally  rested 
on  the  solid  rock  94  feet  below  low  water.     The  maximum  emersion  j 

was  109  feet  8^  inches,  the  greatest  depth  at  which  pneumatic  work_ ^^ 

has  yet  (1908)  been  done.  The  other  caissons  were  almost  as  large 
as  the  one  mentioned  above,  but  were  not  sunk  so  deep. 

The  caissons  were  constructed  mainly  of  wood;  but  the  side 
walls  and  the  roof  were  covered  with  plate  ii'on  to  prevent  leakage, 
and  strengthened  by  iron  girders  on  the  inside.  This  was  the  first 
pneumatic  caisson  constructed  in  America;  and  the  use  of  large 
quantities  of  timber  was  an  important  innovation,  and  has  become 
one  of  the  distinguishing  characteristics  of  American  practice.  In 
all  subsequent  experience  in  this  country  (except  as  mentioned  in 
§  890),  the  iron  lining  for  the  working  chamber  has  been  dispensed 
with.  The  masonry  rested  directly  upon  the  roof  of  the  caisson,  i.e., 
no  crib-work  was  employed.  In  sinking  the  first  pneumatic  founda- 
tion an  iron  coffer-dam  was  built  upon  the  top  of  the  caisson;  but 
the  la^t — the  largest  and  deepest — was  sunk  without  a  coffer-dam, — 
a  departure  from  ordinary  European  practice,  which  is  occasionally 
followed  in  this  country  (see  §  868-69). 

890.  Brooklyn  Bridge.  The  foundations  of  the  towers  of  the 
first  suspension  bridge  over  the  East  River,  between  New  York 
City  and  Bfooklyn,  sunk  in  1869-72,  are  the  largest  ever  sunk  by  the 
pneumatic  process.  The  foundation  of  the  New  York  tower,  which 
was  a  little  larger  and  deeper  than  the  other,  was  rectangular,  172  by 
102  feet  at  the  bottom  of  the  foundation,  and  157  by  77  feet  at  the 
bottom  of  the  masonry.  The  caisson  proper  was  31  ^  feet  high,  the 
roof  being  a  solid  mass  of  timber  22  feet  thick.  The  working  chamber 
was  9J  feet  high.  The  bottom  of  the  foundation  is  78  feet  below 
mean  high  tide,  and  the  bottom  of  the  masonry  is  46^  feet  below  the 
same.  From  the  bottom  of  the  foundation  to  the  top  cf  the  balus- 
trade on  the  tower  is  354  feet,  the  top  of  the  tower  being  276  feet 
above  mean  high  tide. 

To  make  the  working  chamber  air-tight,  the  timbers  were  laid 
in  pitch  and  all  seams  calked;  and  in  addition,  the  sides  and  the  roof 
were  covered  with  plate  iron.  As  a  still  further  precaution,  the 
inside  of  the  air  chamber  was  coated  with  varnish  made  of  rosin, 
menhaden  oil,  and  Spanish  brown. 

891.  MemphiB  Bridge.  The  two  river  piers  of  the  railroad  bridge 
across  the  Mississippi  River  at  Memphis,  which  stand  between  the 
790-foot  and  one  of  the  two  621-foot  spans,  rest  upon  pneumatic 
caissons  92  by  47  feet  which  were  sunk  to  a  depth  of  104  and  106.4 
feet,  respectively,  through  water  and  sand,  and  a  short  distance  into 
clay.     To  prevent  scour,  a  woven  willow  mat  240  by  400  feet  was 
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first  sunk  at  the  site  of  the  pier,  and  then  the  caisson  was  grounded 
upon  it  and  sunk  through  it. 

892.  Forth  Bridge.  The  bridge  across  the  Firth  of  Forth,  near 
Edinburgh,  Scotland,  is  the  longest  span  in  the  world;  and  the 
caissons,  sunk  in  1883-84,  differ  from  those  described  above  (1)  in 
being  made  almost  wholly  of  iron,  (2)  in  an  elaborate  system  of 
cages  for  hoisting  the  material  from  the  inside,  and  (3)  in  the  use  of 
interlocked  hydraulic  apparatus  to  open  and  close  the  air-locks. 
Each  of  the  two  deep-water  piers  consists  of  four  cylindrical 
caissons  70  feet  in  diameter,  the  deepest  of  which  rests  96  feet  below 
high  tide. 

893.  Pmsumatio  Foundations  for  Buildihos.  The  pneu- 
matic process  was  devised  for  laying  foundations  of  bridges  under 
considerable  depths  of  water  or  water-bearing  soil,  and  for  a  number 
of  years  was  used  exclusively  for  that  purpose  and  in  tunneling; 
but  since  1894  the  pneumatic  process  has  been  used  extensively  in 
laying  foundations  for  buildings  in  New  York  City,  and  has  there 
been  carried  to  a  great  degree  of  refinement.  In  addition  to  the 
advantages  of  the  pneumatic  process  for  foundations  in  general 
(§  908),  the  two  conditions  which  primarily  led  to  the  introduction  of 
the  pneumatic  process  for  building-foundations  were:  (1)  the  tall 
buildings  required  so  great  a  supporting  power  that  it  was  necessary 
to  carry  the  foundation  to  bed-rock,  which  is  from  60  to  8©  feet  below 
the  street  surface,  and  (2)  the  necessity  of  using  a  process  of  excavat- 
ing through  the  water-l>earing  soil  that  would  not  disturb  the  soil 
under  adjacent  buildings.  For  many  of  the  large  buildings  at  the 
lower  end  of  Manhattan  Island,  a  pneumatic  pile  or  caisson  was  sunk 
for  each  column. 

In  some  cases,  the  so-called  caisson  was  virtually  a  pneumatic 
pile  (§  863-66)  made  of  wood,  stone  masonry,  or  steel  plates;  but 
in  most  cases  the  foundation  consists  of  a  pneumatic  'caisson  proper 
made  of  wood  or  steel  plates  surmounted  by  brick  masonry  or  con- 
crete. The  steel  caisson  is  usually  preferred  because  the  thinner 
sides  give  greater  space  in  the  working  chamber,  and  also  because  the 
caisson  can  be  brought  to  the  building  ready  for  sinking.  The 
method  of  operation  is  the  same  as  in  bridge  foundations  except  in 
three  particulars,  viz.:  1.  Since  the  caissons  are  comparatively  small, 
have  vertical  sides,  and  are  sunk  all  the  way  through  earth,  the 
weight  of  the  masonry  on  the  caisson  was  insufficient  to  overcome  the 
friction  and  the  upward  pressure  of  the  compressed  air,  and  hence 
extra  weight  is  usually  required  to  sink  the  caissons.  2.  To  prevent 
the  soil  from  escaping  from  under  the  shallower  foundations  of 
adjacent  buildings,  it  is  necessary  to  make  the  excavation  without 
reducing  the  air  pressure.     3.  The  sinking  must  be  continuous,  as 
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otherwise  the  soil  will  settle  around  the  caisson  and  make  it  impos- 
sible to  start  again  without  releasing  the  air  pressure.* 

894.  For  an  account  of  recent  improvements  in  the  details  of 
pneumatic  foundations  for  buildings,  see  Transactions  of  the  American 
Society  of  Civil  Engineers,  Vol.  lxi  (1908),  pages  211-37.  The  more 
important  of  these  improvements  are:  (1)  the  elimination  of  the 
roof  of  the  caisson,  (2)  the  doing  away  with  the  coflFer-dam;  (3)  the 
elimination  of  the  shaft-lining,  (4)  the  substitution  of  cylindrical  for 
rectangular  caissons,  and  (5)  surrounding  the  foundation  area  with 
a  row  of  pneumatic  caissons  which  together  act  as  a  coffer-dam. 

896.  Phtbiolooioal  Effect  of  Gompbessid  Air.  In  the 
application  of  the  compressed-air  process,  the  question  of  the  ability 
of  the  human  system  to  bear  the  increased  pressure  of  the  air  becomes 
very  important. 

After  entering  the  air-lock,  as  the  pressure  increases,  the  first 
sensation  experienced  is  one  of  great  heat.  As  the  pressure  is  still 
further  increased  a  pain  is  felt  in  the  ear,  arising  from  the  abnormal 
pressure  upon  the  ear-drum.  The  tubes  extending  from  the  back 
of  the  mouth  to  the  bony  cavities  over  which  this  membrane  is 
stretched  are  so  very  minute  that  compressed  air  can  not  pass  through 
them  with  a  rapidity  sufficient  to  keep  up  the  equilibrium  of  pressure 
on  both  sides  of  the  drum  (for  which  purpose  the  tubes  were  designed 
by  nature),  and  the  excess  of  pressure  on  the  outside  causes  the  pain. 
These  tubes  can  be  distended,  thus  relieving  the  pain,  (1)  by  the 
act  of  swallowing,  or  (2)  by  closing  the  nostrils  with  the  thumb  and 
finger,  shutting  the  lips  tightly,  and  inflating  the  cheeks,  or  (3)  by 
taking  enough  snuff  to  cause  sneezing.  Either  action  facilitates  the 
passage  of  the  air  through  these  tubes,  and  establishes  the  equilibrium 
desired.  The  relief  is  only  momentary,  and  the  act  must  be  repeated 
from  time  to  time,  as  the  pressure  in  the  air-lock  increases.  This 
pain  is  felt  only  while  the  air  in  the  lock  is  being  "equalized, '^  i.e., 
while  the  air  is  being  admitted;  and  is  most  severe  the  first  time  com- 
pressed air  is  encountered,  a  little  experience  generally  removing  all 
unpleasant  sensations.  A  drop  of  oil  in  each  ear  is  a  material  help 
in  obstinate  cases.  The  passage  through  the  lock,  both  going  in  and 
coming  out,  should  be  slow;  that  is  to  say,  the  compressed  air  should 
be  let  in  and  out  gradually,  to  give  the  pressure  time  to  equalize 
itself  throughout  the  various  parts  of  the  body. 

When  the  lungs  and  whole  system  are  filled  thoroughly  with  the 
denser  air,  the  general  effect  is  rather  bracing  and  exhilarating. 
The  increased  amount  of  oxygen  breathed  in  compressed  air  very 

*  For  an  illustrated  account  of  the  pneumatic-foundation  work  for  the  tallest 
building  in  the  world — the  Singer  Building,  New  York  City — see  Trans.  Amcr.  Soc. 
C.  E.i  vol.  huii,  p.  1-52. 
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much  accelerates  the  organic  functions  of  the  body,  and  hence  labor 
in  the  caisson  is  more  exhaustive  than  in  the  open  air;  and  on  getting 
outside  again,  a  reaction  with  a  general  feeling  of  prostration  sets  in. 
At  moderate  depths,  however,  the  laborers  in  the  caisson,  after  a 
little  experience,  feel  no  bad  effects  from  the  compressed  air,  either 
while  at  work  or  afterwards. 

In  passing  through  the  air-lock  on  leaving  the  air-chamber,  the 
workman  experiences  a  great  loss  of  heat  owing  (1)  to  the  expansion 
of  the  atmosphere  in  the  lock,  (2)  to  the  expansion  of  the  free  gases 
in  the  cavities  of  the  body,  and  (3)  to  the  liberation  of  the  gases  held, 
in  solution  by  the  hquids  of  the  body.  Hence,  on  coming  out  the 
men  should  be  protected  from  currents  of  air,  should  drink  a  cup 
of  hot  strong  coffee,  dress  warmly,  and  he  down  for  a  short  time. 

896.  Woridng  Time.  For  depths  less  than  40  or  50  feet,  it  is 
usual  for  the  men  to  work  eight  hours  per  day  in  the  compressed  air, 
with  a  visit  to  the  open  air  for  lunch  at  the  middle  of  the  shift;  but 
when  the  pressure  becomes  greater  the  working  time  is  materially 
shortened.  At  the  Eads  Bridge  (§  889),  at  pressure  from  45  to  50 
lb.  per  sq.  in.,  corresponding  to  a  theoretical  depth  of  104  to  115  ft., 
the  men  were  able  to  remain  in  the  compressed  air  only  four  hours 
per  day  in  shifts  of  two  hours  each,  and  even  then  they  worked  only 
part  of  the  time  they  were  in  the  air-chamber.  At  Memphis  the  time 
was:  between  80  and  90  ft.  depth,  two  shifts  of  2  hours  each;  and 
below  90  ft.,  three  shifts  of  1  hour  each. 

At  the  WilUamsburg  Bridge  (§  902)  across  the  East  River,  New 
York  City,  the  working  time  and  wages  were  as  follows: 

From      0  to    35      feet  below  meun  lii^h  water  $2..")0  for  8  hours. 
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When  placing  (concrete  in  the  air  (chamber,  the  price  was  increaseii 
25  cents  per  shift.  In  l\}^)^^  in  New  York  (.'ity,  the  rates  were  20 
per  cent  more  than  the  above. 

897.  Caisson  Disease.  Remaining  too  long  un<ler  heavy  pressure 
causes  a  form  of  panilysij^,  calleil  i)v  the  physicians  caisson  disease 
and  by  the  workmen  hern  Is.  which  is  sometimes  fatal.  The  attack 
occurs  only  after  returiiinjr  to  atniosphefric  pressure,  and  particularly 
after  cominjr  tiirouirh  the  air-lock  (quickly:  :unl  ordinary  eases  are 
cured  or  irreatly  reheveil  V\v  returninir  to  the  compressed  air  and 
coming  oiir  very  slowly.  With  rpasonahle  ••are,  the  pneumatic 
process  can   l^e  applied  at  depths  less  than  SO  or  \H)  feet  without 
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serious  consequences.  At  great  depths  the  danger  can  be  greatly 
decreased  by  observing  the  following  precautions,  in  addition  to 
those  referred  to  above:  (1)  in  hot  weather  cool  the  air  before  it 
enters  the  caisson;  (2)  in  cold  weather  warm  the  air  in  the  lock  when 
the  men  come  out;  and  (3)  raise  and  lower  them  by  machinery.  On 
account  of  the  effect  of  compressed  air  upon  the  workmen  it  is  gen- 
erally held  that  the  pneumatic  process  is  limited  to  depths  not  much 
exceeding  100  feet  (see  §  896). 

The  injurious  effect  of  compressed  air  is  much  greater  on  men 
addicted  to  the  use  of  intoxicating  Uquoris  than  on  others.  Only 
sound,  able-bodied  men  should  be  permitted  to  work  in  the  caisson. 

898.  For  an  exhaustive  account  of  the  various  aspects  of  this 
subject,  see  an  article  by  Drs.  Hill  and'Macleod  in  Journal  of  Hygiene^ 
Vol.  Ill,  p.  401-45,  a  full  abstract  of  which  is  published  in  Engineering 
News,  Vol.  LI,  p.  436-40. 

899.  Cost  of  Pneumatic  Foundations.  Of  course,  the  cost 
will  vary  with  the  depth,  the  character  of  the  soil,  the  size  of  the 
caisson,  etc. 

900.  Blair  Bridge.  Table  68,  page  448,  gives  the  details  of  the 
cost  of  the  pneumatic  caissons  of  the  bridge  across  the  Missouri  River 
near  Blair,  Neb.  The  caissons  (Fig.  92,  page  432)  were  54  feet  long, 
24  feet  wide,  and  17  feet  high.  In  the  two  shore  piers.  No.  I  and  IV 
of  the  table,  the  caissons  were  surmounted  by  cribs  20  feet  high;  but 
in  the  channel  piers,  the  masonry  rested  directly  upon  the  roof  of  the 
caisson.  The  work  was  done,  in  1882-83,  by  the  bridge  company's 
men  under  the  direction  of  the  engineer. 

901.  Havre  de  Orace  Bridge.  Table  69,  page  449,  gives  the  details 
of  the  cost  of  the  pneumatic  foundation  of  the  Baltimore  and  Ohio 
Railway  Bridge  over  the  Susquehanna  River  at  Havre  de  Grace,  Md., 
built  in  1884  (§  870-71). 

902.  Williamsburg  Bridge.  Table  70,  page  450,  gives  the  details 
of  the  cost  of  the  pneumatic  foundations  on  the  Brooklyn  side  of 
the  Williamsburg  Bridge  across  the  East. River,  New  York  City,  built 
in  1896-98.  Each  caisson  is  63  by  79  ft.,  and  each  supports  four 
of  the  eight  legs  of  the  steel  tower.  The  south  caisson  is  39  ft.  high, 
and  the  north  one  53  ft.  The  south  caisson  was  sunk  86  ft.  below 
mean  high  water,  and  the  north  107.5  ft.  For  the  schedule  of  wages 
and  working  hours,  see  the  last  paragraph  of  §  896. 

903.  Moderate  Depth.  Table  71,  page  452,  shows  the  cost  of  the 
foundations  for  a  large  pivot  pier  and  of  the  two  rest  piers  for  a  240- 
ft.  single-track  railroad  bridge.  The  work  was  done  by  a  contractor 
working  on  a  percentage  basis,  and  the  values  given  are  the  actual 
costs  to  the  contractor.  The  material  penetrated  was  a  very  uni- 
form bed  of  fine  sand.     The  press.ure  men  received  $3.50  per  day. 
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904.  Plattsmouth  Bridge.  The  foundations  for  the  channel  piers 
of  the  bridge  over  the  Missouri  at  Plattsmouth,  Neb.,  built  in  1879-80, 
cost  as  follows:  One  foundation,  consisting  of  a  caisson  50  ft.  long, 
20  ft.  wide,  and  15.5  ft.  high,  surmounted  by  a  crib  14.15  ft.  high, 
sunk  through  13  ft.  of  water  and  20  ft.  of  soil,  cost  $19.29  per  cubic 
yard  of  net  volume.     Another,  consisting  of  a  caisson  50  ft.  long^ 

TABLE  68. 
Cost  op  Pneumatic  Foundations  of  Blair  Bridge.* 


Itbms.                          9 

NuMBBR  or  THE   PiBR. 

I. 

11. 

III. 

IV. 

Total  distance  caisson  was  lowered  after  com- 
pletion     

66.6  ft. 

61.9  " 

47.7  " 

$11763.51 

14.31 

7  368.16 

8.86 

1481.60 

5  772.52 

2.16 

2.32 

2.51 

$26  375.79 
15.98 

64.5  ft. 

52.3  " 
51.0  •• 

$12  386.56 
15.12 

66.2ft. 

63.4  " 
49.4" 

$13  819.34 
16.74 

68.5  ft. 

Final  depth  of  cutting  edge  below  surface  <A 
water    

57.0  '* 

Final  depth  of  cutting  edge  below  mud  line  . . . 
Caisson  and  filling    

54.7  " 
$11  252.45 

"           "       "       per  cubic  yard 

13.77 

Crib  and  filling   

6303.46 

'*       **       "       per  cubic  yard 

7.59 

1667.42 

5  629.37 

2.16 

2.24 

2.29 

$19  583.35 
23.87 

1636.80 

6888.16 

2.56 

2.67 

2.92 

$22  244.30 
27.08 

1521.08 

Sinking   caisson,   including  erection   and   re- 
moval of  machinery 

7  084.26 

Per  cubic  yard  of  displacement  below  po- 
sition of  cutting  edge  when  caisson 
was  completed 

1.92 

Per  cubic  yard  of  displacement  below  sur- 
face of  water 

2.59 

Per  cubic  yard  of  displacement  below  mud 
line   

2.70 

Total  cost  of  foundation  f    

$26  161 .  25 

"            percubicyardt    ... 

15  85 

Average  cost  of  the  foundations,  per  cubic  yard  f $20.70. 


20  ft.  wide,  and  15.5  ft.  high,  surmounted  by  a  crib  36.25  ft.  high, 
sunk  through  10  ft.  of  water  and  44  ft.  of  soil,  cost  $14.45  per  cubic 
yard  of  net  volume.  J 

906.  Pneumatic  Piles.  In  1869-72,  thirteen  cylinders  were  sunk 
by  the  plenum-pneumatic  process  for  the  piers  of  a  bridge  over  the 

♦  Compiled  from  the  report  of  Geo.  S.  Morison,  chief  engineer  of  the  bridge. 

t  Exclusive  of  engineering  expenses  and  cost  of  tools,  machinery,  and  buildings. 
In  a  note  to  the  author,  Mr.  Morison,  the  engineer  of  the  bridge,  says:  "It  is  impos- 
sible to  divide  the  buildings,  tools,  and  engineering  expenses  between  the  substructure 
and  other  portions  of  the  work.  The  bulk  of  the  items  of  tools  and  machinery  [S12,- 
369.88],  liowever,  relates  to  the  foundations."  The  engineering  expenses  and  buildings 
were  nearly  3  per  cent  of  the  total  cost  of  tJie  entire  bridge.  The  cost  of  tools  and 
machinery  was  equal  to  a  little  over  13  per  cent  of  the  cost  of  the  foundations  as  above. 
Including  the«e  items  would  add  nearly  one  sixth  to  the  amounts  in  the  last  three  lircs. 

t  Compiled  from  the  report  of  Geo.  S.  Morison,  chief  engineer  of  the  bridge. 
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Schuylkill  River  at  South  Street,  Philadelphia.  There  were  three 
piers,  one  of  which  was  a  pivot  pier.  There  were  two  cylinders,  8 
feet  in  diameter  and  82  feet  long,  sunk  through  22  feet  of  water  and 
30   feet   of   "sand   and   tough    compact    mud   intermingled   with 

TABLE  69. 
Cost  to  the  R.  R.  Co.  op  Foundations  of  Havre  de  Grace  Bridge.* 


Itbm«. 


Number  or  the  Pikr. 


Depth  of  cutting  edge  below  low 
water,  feet 

Depth  of  cutting  edge  below  mud 
line,  feet 

Displacement  belq,w  low  water, 
cu.  f  t. 

Displacement  below  mud  Une,  cu. 


Caisson: 


Timber,  @  $46.80 per  M 

Iron,  @  5i  ct.  per  lb 

Concrete  @  $17 .  50  per  cil  yd. 


Total  cost 

Per  net  cu,  yd , 


Crib: 


Timber.  ®  $46.80  per  M 

Iron,  ®  6i  ct.  per  lb 

Concrete  ®  $8.50  per  net  cu.yd 


Total  cost 

Per  cu.  yd. 


Timber,  @  $46.80  per  M 


Coffer-dam: 

%@$46.80pe 
Iron,  ®  5i  ct.  per  lb 

Total 


Sinking,  @  20  ct.  per  cu.  ft.  of  dis- 
placement below  low  water  . . 

Concrete  below  cutting  edge,  3i 
$17.50  

Total  cost  of  foundation   

Total  cost  percu.  yd.  of  foundation 
below  masonry,  including 
coffer-dams    


II. 


III. 


68.3 
55.5 
112  124 
94  504 


$9  522.54 
1456.12 
5  775.00 


$16  953.66 
16.82 


8  421.14 

1  291.14 

14  016.50 


70.7 
58.7 
123  402 
106  269 


$10  088.44 
1587.15 
7  017.50 


$23  745.60 
10.76 


96.78 
14.45 


$111.23 


$22  424.80 


000 


$63  018.47 


19.93 


$18  693.09 
18.37 


1451.85 
16  09L.50 


$26  825.91 
11.10 


1375.00 
2?«.15 


IV. 


59.9 
32.3 
159  588 
84  014 


$14820.94 

2  596.23 

13  247.50 


$30  664.47 
19.19 


6  738.87 

1  179.36 

13  897.50 


$1611.15 


$24  680.40 


10  902.50 


$71792.18 


21.58 


$21834.89 
10.91 


5  078.64 
892.29 


VIII. 


76.0 
65.2 
189  578 
127  586 


$13  176.07 

2  242.40 

18  987.50 


$24  404.97 
24.34 


8  936.58 

1749.35 

21943.51 


IX. 


65.0 
32.6 
231691 
107  836 


$21767.85 

3  295.38 

25  602.50 


$5  970.93 


$31917.60 


2205.00 


$90  368.93 


25.20 


$32  653.77 
9.91 


4  013.52 
684.20 


$4  697.72 


$37  915.60 


9205.00 


1100648.72 


23.30 


$50  665.73 
22.10 


9  538.96 

1445.93 

26  962.00 


$37  968.99 
10.09 


5  921.70 
899.22 


$6  820.92 


$46  338.20 


10  920.00 


1141772.44 


23.44 


Average  total  cost  of  the  foundation,  to  R.  R.  Co.,  per  net  cubic  yard $22.69. 


bowlders";  two  cylinders,  8  feet  in  diameter  and  57  feet  long,  sunk 
through  22  feet  of  water  and  5  feet  of  soil  as  above;  one  cylinder, 
6  feet  in  diameter  and  64  feet  long,  sunk  through  22  feet  of  water 
and  18  feet  of  soil  as  above;   and  8  columns,  4  feet  in  diameter  and 

*  Data  by  courtesy  of  Sooysmith  dc  Co.,  contracting  engineers  for  the  pne*  jnaiio 
foundations. 
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aggregating  507  feet,  sunk  through  22  feet  of  water  and  18  feel  of  soil 
as  above.  A  10-foot  section  of  the  8-foot  cylinder  weighed  14,600 
pounds,  of  the  6-foot,  10,800  pounds,  and  of  the  4-foot,  6,800  pounds. 
The  cylinders  rested  upon  bed-rock,  and  were  bolted  to  it.  The 
actual  cost  to  the  contractor,  exclusive  of  tools  and  machinery,  was 
OS  in  Table  72. 

TABLE  71. 
Cost  of  Pneumatic  Foundation  at  Moderate  Depth.* 


Items. 


Dimensions  at  cutting  edge . 

Height  of  caisson    

Depth  sunk  below  water  . . 
Depth  sunk  below  ground  . 
Displacement  below  ground 

Plant,  proportionate  cost . . . 
Platform  and  derrick,  setting 

up    

Pipe  left  in  caisson 

Iron  left  in  caisson  @  5ct. 

per  lb 

Lumber  in  caisson  @  $20  per 

per  M 

Lumber  in  coffer-dam  @  $20 

per  M 

Iron  m  cutting  edge  @  4ict. 
Rods,  drift-bolts,  etc.,  @2i*' 

Boat  spikes,  etc 

Oakum  @  4  ct.  per  lb 

Rubber  packing   @  70   ct. 

per  lb 

Building  coffer-dam  @$2 .  97 

per  day 

Builaing   caisson    @   $2.96 

per  day   

Sinking  caisson  @  $2.99  per 

day 

Coal  @  $3 .  00  per  ton 

Piles  @  10  ct.  per  lin.  ft.  ... 
Driving  piles  @  12  ct.  per  ft. 
Concrete  ^  $4 .  25  per  cu.yd. 

Supplies    

Supt.  and  qSicc  expenses    . . 

Total  


Pivot  Pier. 


Total. 


Per 

Cu.  Yd. 


30X30  feet 

15  feet 

55  feet 

45  feet 

1  500  cu.  yd. 


$2  525 

100 
130 

300 

1576 

180 
675 
230 
172 
80 

.     70 

235 

1439 

5  094 

660 

60 

72 

2  805 

185 

700 


$17  288 


$1.68 

.07 
.09 

.20 

1.05 

.12 
.45 
.16 
.11 
.05 

.05 

.16 

.96 

3.39 
.44 
.04 
.05 

1.93 
.12 
.47 


$11.59 


Rest  Pier. 


Total. 


Per 
Cu.  Yd. 


16X34  feet 

15  feet 

53  feet 

47  feet 

947  cu.  yd. 

$1  262      $1 .  33 


90 
100 

300 

1020 


585 

200 

136 

60 

70 


945 

2  929 
300 


1190 
109 
440 


$9  736 


.10 
.10 

.32 

1.08 


.62 
.21 
.14 
.06 

.07 


1.00 

3.09 
.32 


1.25 
.11 
.47 


$10.27 


Rest  Pier. 


Total. 


Per 

Cu.  Yd. 


16X34  feet 
15  feet 
38  feet 
47  feet 

766  cu.yd. 


$1262 

120 
150 

300 

1000 


585 

200 

136 

60 

70 


938 

2  646 
360 


1190 
124 
440 


$9  581 


$1.65 

.16 
.20 

.39 

1.31 


.76 
.26 
.18 
.08 

.09 


1.22 

3.45 
.47 


1.55 
.16 
.57 


$12.50 


♦  Coin]3il(Hl  from    Eu(jincerin(j-Contr(icting,  vol.  xxvii,  p.  204-05,  220-21,  where 
minute  details  are  givcD. 
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TABLE  72. 
Cost  op  Pneumatic  Piles  at  Philadelphia  in  1869-72.* 


Items  or  Expensb. 


("ast  iron,  @  $59 .  50  per  ton 

Bolts,  @  9i  cents  per  lb 

(J  routed  rubble  masonry  (exclusive  of  labor), 

@  $5 .  40  per  cu.  ycT. 

Sinking  and  laying  masonry 

Total  cost  of  the  cylinders  in  place 

Iron  per  lineal  foot  of  cylinder   

Materials  for  masonry  per  lineal  foot    of 

cylinder 

Sinking  and  laying  masonry  per  lineal  foot 

of  cylinder 

Total  cost,*  per  lineal  foot  of  cylinder 
in  place    


Diameter  or  Ctlindbbs. 


4-ft. 


$11 


239.36 
489.84 

266.79 
693.50 


$19 


689.49 

$23.10 

2.50 

13.20 


$38.80 


Wt 


$2  053.75 
93.31 

358.40 
911.88 


$3  417.34 

$33.54 

5.60 

14.25 


$53.39 


8-ft. 


$13  577.90 
670.02 

2  779.97 
9  036.51 


$26  064.40 

$  51.25 

10.00 

32.51 


$93.76 


*  Exclusive  of  tools  and  machinery. 

906.  European  Examples.  The  following  f  is  interesting  as  show- 
ing the  cost  of  pneumatic  work  in  Europe: 

"At  Moulins,  cast-iron  cylinders,  8  feet  2i  inches  in  diameter, 
with  a  filling  of  concrete  and  sunk  33  feet  below  water  into  marl, 
cost  $62.94  per  lineal  foot,  or  $29.71  for  the  iron  work,  and  $33.23 
for  sinking  and  concrete.  At  Argenteuil,  with  cylinders  11  feet  10 
inches  in  diameter,  the  sinking  alone  cost  $42.12  per  hneai  foot 
[nearly  $10  per  cubic  yard],  where  a  cylinder  was  sunk  63^  feet  in 
three  hundred  and  ninety  hours.  [The  total  cost  of  this  foundation 
was  $34.09  per  cubic  yard,  Table  73,  page  457.]  At  Orival,  where 
a  cylinder  was  sunk  49  feet  in  twenty  days,  the  cost  of  sinking  was 
$36.83  per  lineal  foot.  At  Bordeaux,  with  the  same-sized  cylinders, 
a  gang  of  eight  men  conducted  the  sinking  of  one  cyUnder,  and 
usually  34  cubic  yards  were  excavated  every  twenty-four  hours. 
The  greatest  depth  reached  was  55 J  feet  below  the  ground,  and  71 
feet  below  high  water.  In  the  regular  course  of  working,  a  cyUnder 
was  sunk  in  from  nine  to  fifteen  days,  and  the  whole  operation, 
including  preparations  and  filling  with  concrete,  occupied  on  the 

♦  Compiled  from  an  article  by  D.  McN.  StaufTer,  engineer  in  charge,  in  Trans.  Am- 
Soc.  of  C.  E.,  vol.  vii,  p.  287-309. 

t  By  Jules  Gaudard,  as  translated  from  the  French  by  I^.  F.  Vemon-Harcourt, 
Proc.  of  the  Institute  of  Civil  Engineers  (London),  vol.  1,  p.  112-47. 
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average  25  days.  One  cylinder,  or  a  half  pier,  cost  on  the  average 
$11,298.40,  of  which  $1,461  was  for  sinking.  M.  Morandi^re  esti- 
mates the  total  cost  of  a  cylinder  sunk  like  those  at  Argenteuil,  to  a 
depth  of  50  feet,  at  $7,012.80. 

907.  "Considering  next  the  cost  of  piers  of  masonry  on  wrought- 
iron  caissons  of  excavation,  the  foundations  of  the  Lorient  viaduct 
over  the  Scorff  cost  the  large  sum  of  $24.11  per  cubic  yard,  owing  to 
difficulties  caused  by  the  tides,  the  labor  of  removing  the  bowlders 
from  underneath  the  caisson,  and  the  large  cost  of  plant  for  only 
two  piers.  The  foundation  of  the  Kehl  Bridge  cost  still  more,  about 
$28.23  *  per  cubic  yard;  but  this  can  not  be  regarded  as  a  fair  instance, 
being  the  first  attempt  [see  §  861]  of  the  kind. 

"The  foundations  of  the  Nantes  bridges,  sunk  56  feet  below  low- 
water  level,  cost  about  $14.84  per  cubic  yard.  The  average  cost 
per  pier  was  as  follows: 

Caisson  (41  feet  4  inches  by  14  feet  5  inches),  50  tons  of 

wrought  iron  @  $116.88    $5  844 

Coffer-dam,  3  tons  of  wrought  iron  @  $58 .44 175 

Excavation,  916  cubic  yards  @$4.47   4091 

Concrete 4  188 

Masonry,  plant,  etc 1  870 

Average  cost  per  pier $16  168 

"One  pier  of  the  bridge  over  the  Meuse  at  Rotterdam,  with  a 
caisson  of  222  tons  and  a  coffer-dam  of  94  tons,  and  sunk  75  feet 
below  high  water,  cost  $70,858,  or  $13.97  per  cubic  yard. 

"The  Vichy  Bridge  has  five  piers  built  on  caissons  34  feet  by  13 
feet,  and  two  abutments  on  caissons  26  feet  by  24  feet.  The  foun- 
dations were  sunk  23  feet  in  the  ground,  the  upper  portion  consisting 
of  shingle  and  conglomerated  gravel,  and  the  last  10  feet  of  marl. 
The  cost  of  the  bridge  was  as  follows: 

Interest  for  eight  months,  and  depreciation  of  plant  worth 

$19,480 $3  896 

Cost  of  preparations,  approach  bridge,  and  staging 4  904 

Caissons  (seven),  150i  tons  @  $113.38    17  108 

Sinking , 9  823 

Concrete  and  masonry 5  303 

Contractor's  bonus  and'general  expenses 6  107 

Total  cost  of  five  foundations    $47  141 

The  cost  per  cubic  yard  of  the  foundation  below  low  water  was  $16.69, 
of  which  the  sinking  alone  cost  $3.50  in  gravel,  and  $4.37  in  marl. 

♦  Notice  the  slight  inconsistency  between  this  quantity  and  the  one  in  the  third 
line  from  the  last  of  the  table  on  page  457,  both  being  from  the  same  article. 
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"At  St.  Maurice,  the  cost  per  cubic  yard  of  foundation  was 
$15.94,  exclusive  of  staging." 

908.  Ck)NCLXrsiON.  Except  in  very  shallow  or  very  deep  water, 
the  compressed-air  process  has  almost  entirely  superseded  all  others. 
The  following  are  some  of  the  advantages  of  this  method.  1.  It  is 
reliable,  since  there  is  no  danger  of  the  caisson's  being  stopped 
before  reaching  the  desired  depth,  by  sunken  logs,  bowlders,  etc., 
or  by  excessive  friction,  as  in  dredging  through  tubes  or  shafts  in 
cribs.  2.  It  can  be  used  regardless  of  the  kind  of  soil  overlying  the 
rock  or  ultimate  foundation.  3.  It  is  comparatively  rapid,  since 
the  sinking  of  the  caisson  and  the  building  up  of  the  pier  go  on  at 
the  same  time.  4.  It  is  comparatively  economical,  since  the  weight 
added  in  sinking  is  a  part  of  the  foundation  and  is  permanent,  and 
the  removal  of  the  material  by  blowing  out  or  by  pumping  is  as 
uniform  and  rapid  at  one  depth  as  at  another, — the  cost  only  being 
increased  somewhat  by  the  greater  depth.  5.  This  method  allows 
ample  opportunity  to  examine  the  ultimate  foundation,  to  level  the 
bottom,  and  to  remove  any  disintegrated  rock.  6.  Since  the  rock 
can  be  laid  bare  and  be  thoroughly  washed,  the  concrete  can  be  com- 
menced upon  a  perfectly  clean  surface;  and  hence  there  need  be  no 
question  as  to  the  stability  of  the  foimdation. 

Art.  5.    Freezing  Process. 

909.  Pbinoxple.  The  presence  of  water  h^  always  been  the 
great  obstacle  in  foundation  work  and  in  shaft  ;8inking,  and  it  is 
only  comparatively  recently  that  any  one  thought  of  transforming 
the  liquid  soil  into  a  solid  wall  of  ice  about  the  space  to  be  excavated. 
The  method  of  doing  this  consists  in  inclosing  the  site  to  be  excavated, 
by  driving  into  the  ground  a  number  of  tubes  through  which  a  freezing 
mixture  is  made  to  circulate.  These  consist  of  a  large  tube,  closed  at 
the  lower  end,  inclosing  a  smaller  one,  open  at  the  lower  end.  The 
freezing  mixture  is  forced  down  the  inner  tube,  and  rises  through 
the  outer  one.  At  the  top,  these  tubes  connect  with  a  reservoir, 
a  refrigerating  machine,  and  a  pump.  The  freezing  liquid  is  cooled 
by  an  ice-making  machine,  and  then  forced  through  the  tubes  until 
a  wall  of  earth  is  frozen  around  them  of  sufficient  thickness  to  stand  the 
external  pressure,  when  the  excavation  can  proceed  as  in  dry  ground. 

910.  History.  This  method  was  invented  by  F.  H.  Poetsch, 
M.  D.,  of  Aschersleben,  Prussia,  in  1883.  The  process  has  been  used 
many  times  in  sinking  shafts  in  mining  operations.  "Shaft  Sinking 
in  Difficult  Cases"  by  J.  Reimer,  translated  from  the  Germa-n  by  J. 
W.  Brough  1907,  gives  a  list  of  64  examples,  most  of"  which  are  in 
Germany  and  France,  only  one  being  in  the  United  States.    Onp 
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shaft  has  been  sunk  by  this  process  816  ft.,  and  several  have  been 
simk  over  300  ft.  The  Transactions  of  the  American  Society  of 
Civil  Engineers,  Vol.  lii,  pages  365-450,  contains  an  illustrated 
resum6  of  the  literature  of  the  freezing  process  to  February,  1904, 
and  also  a  discussion  of  the  same. 

This  process  seems  to  have  been  valuable  for  sinking  shafts 
through  quicksand  and  other  water-bearing  soil  under  difficult  cir- 
cumstances,  but  has  not  been  applied  in  foundation  work. 

911.  Application  to  Foundations  under  Water.  Two  meth- 
ods of  applying  this  process  for  foundations  under  water  have  been 
proposed.  One  of  these  consists  in  combining  the  pneumatic  and 
freezing  processes.  A  pneumatic  caisson  is  to  be  sunk  a  short  dis- 
tance into  the  river  bed;  and  then  the  congealing  tubes  are  applied, 
and  the  entire  mass  between  the  caisson  and  the  rock  is  frozen  solid. 
When  the  freezing  is  completed,  the  caisson  will  be  practically  sealed 
against  the  entrance  of  water,  and  the  air-lock  can  be  removed  and 
the  masonry  built  up  as  in  the  open  air. 

The  other  method  consists  in  sinking  an  open  caisson  to  the 
river  bed,  and  putting  the  freezing  tubes  down  through  the  water. 
When  the  congelation  is  completed,  the  water  can  be  pumped  out 
and  the  work  conducted  in  the  open  air. 

912.  Advantages  Claimed.  It  is  claimed  for  this  process  that  it 
is  expeditious  and  economical,  and  also  that  it  is  particularly  valu- 
able in  that  it  makes  possible  an  accurate  estimate  of  the  total  cost 
l)efore  the  work  is  commenced — a  condition  of  affairs  unattainable 
by  any  other  known  method  in  equally  difficult  ground.  It  has  an  ad- 
vantage over  the  pneumatic  process  in  that  it  is  not  limited  by  depth. 

913.  Difficulties  Anticipated.  Two  difficulties  are  anticipated 
in  applying  it  to  sink  foundations  for  bridge  piers  in  river  beds;  viz. 
(1)  the  difficulty  in  sinking  the  pipes,  owing  to  striking  sunken  logs, 
bowlders,  etc.;  and  (2)  the  possibility  of  encountering  running  water, 
which  will  thaw  the  ice-wall.  These  difficulties  are  not  insurmount- 
able, but  experience  only  can  demonstrate  how  serious  they  are. 

Art.  6.    Comparison  of  Methods. 

914.  The  comparison  of  the  different  methods  in  Table  73  is 
from  an  article  by  Jules  Gaudard  on  Foundations,  as  translated  by 
L.  F.  Vernon-Harcourt, — Proceedings  of  the  Institute  of  Qvil 
Engineers  (London),  Vol.  l,  page  145.  Except  as  showing  approxi* 
mate  relative  costs  in-  Europe,  it  is  not  of  much  value,  owing  to  im- 
provement made  since  the  article  was  written,  to  the  differences 
between  European  and  American  practice,  and  to  differences  in 
cost  of  materials  in  the  two  countries. 
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915.  "M.  Croizette  Desnoyers  has  framed  a  classification  of  the 
methods  of  foundations  most  suitable  for  different  depths,  and  also 
an  estimate  of  the  cost  of  each.  These  estimates,  however,  must  be 
considered  merely  approximate,  as  unforeseen  circumstances  produce 
considerable  variations  in  works  of  this  nature. 


TABLE  73. 
Cost  op  Various  Kinds  op  Foundations  in  Europe. 


Kino  of  Foundation. 


On  piles  after  compression  of  the  ground,  shallow 

depth      

On  piles  after  compression  of  the  ground,  greater  depth 

a 

By  sinking  wells    


By  pumping 

By  pumping  under  favorable  circumstances    

By  piunping  under  unfavorable  circumstances  .... 

On  concrete  imder  water,  small  amount  of  silt 

On  concrete  under  water,  large  amount  of  silt 


By  means  of  compressed  air  *  under  favorable  cir- 
cumstances   

By  means  of  compressed  air  under  unfavorable  cir- 
cumstances: 

Lorient  Viaduct 

Kehl  Bridge  f 

Argenteuil  Bridge 

Bordeaux  Bridge 


Depth 
IN  Fbbt. 


Min. 


Max. 


20 
33 

33 


26 
26 

20 
20 


33 
50 

50 

20 
33 
33 

33 
33 


50  ft. 

70  ft: 

50  ft. 


Ck>irr  PBR 
Cubic  Yard. 


Min. 


$2.92 
4.39 

7.30 

2.02 

4.39 

14.85 

4.37 
9.00 


13.39 


Max. 


S4.39 
7.30 

9.00 

4.39 
13.39 

17.77 

9.00 
11.93 


16.17 


$24.11 
29.71 
34.09 
40.17 


♦See  also  §906-07. 


t  See  footnote  on  p.  454. 


''When  the  foundations  consist  of  disconnected  pillars  or  piles, 
the  above  prices  must  be  applied  to  the  whole  cubic  content,  includ- 
ing the  intervals  between  the  parts;  but  of  course  at  an  equal  cost 
solid  piers  are  the  best. 

916.  "For  pile-work  foundations  the  square  yard  of  base  is  prob- 
ably a  better  unit  than  the  cubic  yard.  Thus  the  foundations  of  the 
Vernon  Bridge,  with  piles  from  24  to  31  feet  long,  and  with  cross- 
timbering,  concrete,  and  caisson,  cost  $70  per  square  yard  of  base. 
According  to  estimates  made  by  M.  Picquenot,  if  the  foundations 
had  been  put  in  by  means  of  compressed  air,  the  cost  would  have 
been  $159.64;  with  a  caisson,  not  water-tight,  sunk  down,  $66.27; 
with  concrete  poured  into  a  space  inclosed  with  sheeting,  $62.23; 
and  by  pumping,  $83.56  per  square  yard  of  base." 


PART  IV 

MASONRY  STRUCTURES 


CHAPTER  XVII 
MASONRY  DAMS 

917.  Dams  are  employed  to  hold  back  water  for  municipal  supply, 
for  power,  and  for  irrigation;  and  are  made  of  earth,  wood,  steel, 
loose  rock,  or  masonry.  Only  masonry  dams  will  be  considered 
here;  and  the  discussion  will  be  limited  to  questions  that  relate  to 
the  stability  of  the  structure,  without  including  gate  chambers, 
waste  weir  or  spillway,  roll-ways,  scouring  sluices,  regulators,  fish 
ladders,  etc.,  which  are  discussed  in  treatises  on  water  supply,  power 
development,  and  irrigation.  The  fundamental  principles  of  stability 
that  are  to  be  considered  apply  also  to  retaining  walls,  bridge  abut- 
ments, bridge  piers,  and  arches.  The  discussions  of  this  chapter  are 
applicable  to  masonry  dams,  reservoir  walls,  or  to  any  wall  which 
counteracts  the  pressure  of  water  mainly  by  its  weight. 

918.  There  are  two  ways  in  which  a  masonry  dam  may  resist  the 
thrust  of  the  water,  viz.:  (1)  by  the  inertia  of  its  masonry,  and 
(2)  as  an  arch.  1.  The  horizontal  thrust  of  the  water  may  be  held 
in  equilibrium  by  the  resistance  of  the  masonry  to  sliding  forward 
or  to  overturning.  A  dam  which  acts  in  this  way  is  called  a  gravity 
dam,  2.  The  thrust  of  the  water  may  be  resisted  by  being  trans- 
mitted laterally  to  the  side-hills  (abutments)  by  the  arch-like  action 
of  the  masonry.  A  dam  which  acts  in  this  way  is  called  an  arched 
dam. 

Masonry  dams  of  the  gravity  type  are  quite  common,  but  only 
three  dams  of  the  pure  arch  type  have  ever  been  built.  The  almost 
exclusive  use  of  the  gravity  type  is  due  to  the  uncertainty  of  our 
knowledge  concerning  the  laws  governing  the  stability  of  masonry 
arches.  This  chapter  will  be  devoted  mainly  to  gravity  dams, 
^hose  of  the  arch  type  bein^  considered  only  incidentally.  Arches 
will  be  discussed  in  Chapters  XXII  and  XXIII. 
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Art.  1.     Stability  of  Gravity  Dams. 

919.  Methods  of  Failure.  A  gravity  dam  may  fail  in  either 
of  three  ways,  viz.:  (1)  by  shding  along  a  horizontal  joint  or  shearing 
along  any  section;  (2)  by  overturning  about  the  front  of  a  horizontal 
joint;  and  (3)  by  the  crushing  of  the  masonry  either  (a)  at  the  down- 
stream edge  of  a  horizontal  section  when  the  reservoir  is  full,  or 
(h)  at  the  up-stream  edge  when  the  reservoir  is  empty. 

The  above  methods  of  failure  relate  to  the  body  of  the  dam  and 
not  to  the  foundation.  Of  the  elements  of  stability  here  considered, 
the  most  frequent  cause  of  failure  of  masonry  dams  has  been  defec- 
tive foundation,  the  only  failures  on  record  of  masonry  dams  of  note 
being  due  to  this  cause.*  However,  as  the  method  of  securing  a 
firm  foundation  has  already  been  discussed  in  Part  III,  this  subject 
will  be  considered  here  only  incidentally. 

920.  In  the  discussions  of  this  article  it  will  be  necessary  to  con- 
sider only  a  section  of  the  wall  included  between  two  vertical  plaijes — 
a  unit  distance  apart — perpendicular  to  the  face  of  the  wall,  and  then 
so  arrange  this  section  that  it  will  resist  the  loads  and  pressure  put 
upon  it;  that  is,  it  is  sufficient,  and  more  convenient,  to  consider  the 
dam  as  only  a  unit,  say  1  foot,  long. 

921.  NOBfENOLATURE.  The  following  nomenclature  will  be  used 
throughout  this  chapter: 

b  =  the  batter  of  the  wall,  i.e.,  the  inclination  of  the  surface 
per  foot  of  rise  —  6'  being  used  for  the  tatter  of  the  up- 
stream face  and  bi  for  that  of  the  down-stream  face. 

d  =  the  distance  the  center  of  pressure  deviates  from  the  center 
of  the  base. 

/  =  the  factor  of  safety. 

h  =  the  height  of  the  water  above  the  base  of  the  dam. 
H  =  the  horizontal  pressure,  in  pounds,  of  the  water  against  a 
section  of  the  back  of  the  wall  1  foot  long  and  of  a  height  A. 

k  =  the  height  of  water  above  the  top  of  the  dam  when  the 
water  flows  over  the  crest. 

I  =  the  length  of  the  base,  i.e.,  I  =  AB,  Fig.  96. 

q  =  the  height  of  the  masonry  above  the  wat^r  in  a  dam  not 
overflowed;  for  example,  in  Fig.  96,  q  +  h  =  the  height 
of  ,the  dam. 

fi  =  the  coefficient  of  friction  (see  Table  74,  page  464). 

♦For  a  brief  description  of  three  such  failures,  see  Trans.  Amer.  Soc.  C.  E.,  vol. 
xxxiv,  p.  609-11 ;  and  for  an  account  of  a  fourth,  see  Engineering  News,  vol.  Ixiii,  p. 
244-46,  250-54,  290-91,  308-9,  412-13;  or  Engineering  Record,  vol.  xli,  p.  340-42 
372-74. 
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V  =  the  vertical  pressure,  in  pounds,  ,of  the  water  against  a 

section  of  the  back  of  the  wall  1  foot  long  and  of  a  height  h. 
W  =  the  weight,  in  pounds,  of  a  section  of  the  wall  1  foot  long. 
w  =  the  weight,  in  pounds,  of  a  cubic  foot  of  the  masonry  (see 

Table  60,  page  348). 
X  =  the  distance  from  the  down-stream  face  of  any  joint  to  the 

point  in  which  a  vertical  through 

the    center    of    gravity  of  the 

wall    pierces   the    plane  of  the 

base.     In  Fig.  96  A  g  =^  x. 
62.5  =  the  weight,  in  pounds,  of  a  cubic 

foot  of  water. 


922.  Stability  against  Sliding.    The 

horizontal  pressure  of  the  water  tends  to 
slide  the  dam  forward,  and  is  resisted  by  the 
friction  due  to  the  weight  of  the  wall. 

923.  Sliding  Force.  The  horizontal  pres- 
surest  H,  of  the  water  against  a  unit  section 
of  the  wall  is   equal    to  the  area  of  the 

section  multiplied  by  half  the  height  of  the  water,  and  that  product 
by  the  weight  of  a  cubic  unit  of  water;   or 


Fig.  96. 


H  =  hX  I  X  ihX  62.5  =  31.25  h^ 


(1) 


924.  If  the  water  flows  over  the  top  of  the  dam,  as  in  a  waste-weir, 

//  =  31.25  (h^  -k^) (2) 

in  which  k  is  the  height  of  the  water  above  the  crest  of  the  dam. 

For  possible  additional  forces  tending  to  produce  sliding,  see  §  956. 

926.  Resisting  Forces.  The  resisting  forces  are  the  weight  of  the 
darn  and  the  vertical  component  of  the  pressure  of  the  water  against 
the  inclined  surface  of  the  dam. 

The  weight  of  a  unit  section  of  the  dam,  W,  is  equal  to  the  area  of 
the  vertical  cross  section  multiplied  by  the  weight  of  a  cubic  unit  of 
the  masonry,  w.    Then  the  weight  of  the  dam  shown  in  Fig.  96  is 

W  ^w[i{h  +  q)  +  ib'(h  +  qf  +  \  h,  Qi  +  qf]     .      .    (3) 

The  vertical  pressure,  V,  of  the  water  on  the  inclined  face,  /  B^ 
Fig.  96,  is  equal  to  the  horizontal  projection  of  that  area  multiplied 
by  the  distance  of  the  center  of  gravity  of  that  surface  below  the 
top  of  the  water  and  also  by  the  weight  of  a  cubic  unit  of  water. 

V  =  31.25  Jv'b' (4) 

If  the  earth  rests  against  the  heel  of  the  dam  (the  bottom  of  the 
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inside  face),  it  will  incresise  the  pressure  on  the  foundation,  since 
earth  weighs  more  than  water;  but  the  difference  is  not  very  great, 
and  is  compensated  for  in  part  by  the  fact  that  under  ^uch  condition 
the  horizontal  pressure  of  the  water  will  not  be  so  much  as  assumed 
above,  and  hence  it  will  be  assumed  that  the  water  extends  to  the 
foundation  of  the  dam. 

If  the  permanent  water  level  on  the  down-stream  side  is  above 
the  foundation,  the  back  pressure  of  this  water  should  be  deducted 
from  the  value  of  H  as  computed  above. 

926.  If  the  water  finds  its  way  under  and  around  the  loundation 
of  the  wall,  even  in  very  thin  sheets,  it  will  decrease  the  pressure  of 
the  dam  on  the  foundation,  and  consequently  decrease  the  stability 
of  the  wall.  The  effective  weight  of  the  submerged  portion  of  the 
dam  will  be  decreased  62^  lb.  per  cu.  ft.  However,  it  is  not  likely 
that  water  in  hydrostatic  condition  will  find  its  way  under  or  into 
a  dam  in  appreciable  quantities,  and  hence  the  effect  of  buoyancy 
will  not  be  included. 

For  a  discussion  of  a  closely  related  phase  of  this  subject,  see 
§942. 

927.  Condition  for  Equilibrium.  In  order  that  the  wall  may  not 
slide,  it  is  necessary  that  the  product  found  by  multiplying  the  co- 
efficient of  friction  by  the  sum  of  the  weight  of  the  dam  and  the 
vertical  pressure  of  the  water  shall  be  greater  than  the  horizontal 
pressure  of  the  water;  or  in  mathematical  language,  in  order  that  the 
dam  may  not  slide  it  is  necessaiy  that 

H  <fi(W  +  V) (6) 

or 

fH^li{W  +  V) (6) 

By  stating  H  and  V  in  terms  of  the  height  of  the  water  and  of  the 
weight  of  a  cubic  unit  of  water  (see  equation  1  and  4,  page  460)  and 
giving  W  in  terms  of  the  dimensions  of  the  dam,  it  is  easy  by 
means  of  equation  6  to  determine  the  factor  of  safety  in  any 
particular  case.  Values  of  the  coeflScient  of  friction  are  given  in 
Table  74,  page  464. 

However,  it  is  not  wise  to  attempt  to  compute  the  factor  of  safety 
against  sliding,  since  the  value  obtained  is  dependent  upon  the  value 
of  the  coefficient  of  friction  assumed.  Therefore,  it  is  better  either 
(1)  to  state  the  relative  values  of  the  resisting  forces  and  of  the  forces 
tending  to  produce  sliding,  or  (2)  to  state  the  tangent  of  the  angle 
which  the  resultant  pressure  makes  with  the  normal  to  the  base. 

928.  To  secure  economy  of  material  in  the  construction  of  the 
dam,  it  is  customary  to  make  the  up-stream  surface  nearly  or  quite 
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vertical;  and  hence  the  vertical  pressure  of  the  water  on  the  up- 
stream face  is  comparatively  small,  and  is  usually  neglected — an 
approximation* which  is  on  the  safe  side.* 

929.  The  preceding  discussion  assumes  that  a  masonry  dam 
may  fail  by  the  sliding  of  one  stone  upon  another  along  a  horizontal 
joint;  but  neglects  two  important  elements  of  stability.  First,  the 
stones  are  laid  with  mortar  which  gives  a  considerable  resistance  of 
cohesion  in  addition  to  the  frictional  resistance.  Second,  masonry 
dams,  at  least  high  ones,  are  built  of  random  rubble  masonry,  the 
stones  of  which  interlock  in  every  direction;  and  hence  the  tendency 
to  slide  is  resisted  by  the  shearing  strength  of  the  individual  stones 
(§  20)  as  well  as  by  friction.  If  the  dam  is  built  of  coursed  masonry, 
which  is  very  improbable,  the  courses  could  be  inclined  downward 
toward  the  up-stream  side. 

If  the  dam  is  constructed  of  concrete,  the  tendency  to  slide  will 
be  resisted  by  the  combined  effect  of  the  shearing  strength  of  the 
concrete  (§  408)  and  of  friction. 

Again,  the  earth  on  the  toe  of  the  dam  and  also  that  in  front  of  it, 
add  somewhat  to  the  resistance  to  sliding. 

If  the  stability  against  sliding  is  computed  by  equation  6,  either 
with  or  without  omitting  the  vertical  component  of  the  water,  the 
three  factors  as  above  give  additional  security.  In  view  of  the 
above,  there  is  no  probability  of  a  dam's  failing  by  sliding,  except 
possibly  upon  the  foundation. 

930.  A  low  dam  may  be  founded  upon  the  soil,  but  a  high  one 
should  rest  upon  bed-rock.  When  the  dam  must  be  founded  upon 
the  soil,  the  resistance  to  sliding  on  the  foundation  can  be  increased 
(1)  by  driving  a  row  of  inclined  piles  in  front  of  the  dam  or  (2)  by 
sinking  a  comparatively  narrow  tongue  of  the  wall  below  the  level 
of  the  main  foundation.  In  the  latter  case,  the  maximum  resistance 
attainable  is  equal  to  the  weight  of  the  dam  multiplied  by  the  co- 
efficient of  friction  of  masonry  on  the  particular  soil  plus  the  weight 
of  the  soil  which  would  be  moved  if  the  dam  slid  forward  multiplied 
bjj  the  coefficient  of  friction  of  the  soil  upon  itself.  The  suriface 
along  which  motion  of  the  soil  should  be  assumed  to  take  place  will 
depend  upon  the  profile  of  the  natural  surface  below  the  dam,  and 
may  be  either  a  horizontal  line  or  one  inclined  up,  according  to  which 
one  of  these  is  the  line  of  least  resistance.  This  neglects  the  cohesion 
of  the  soil,  i.e.,  assumes  that  the  resistance  to  shear  is  the  same  as  the 

♦  Increased  safety  generally  re^iuires  increased  cost  of  construction,  and  hence  it 
is  not  permissible  to  use  approximate  data  simply  because  the  error  is  on  the  side 
toward  safety.  It  will  be  shown  that  there  is  no  probabilitj'  of  any  dam's  failing  by 
sliding,  and  that  the  size,  and  eonse<j[uently  the  volume  and  cost,  are  determined  by 
the  dimensions  required  to  prevent  crushing  and  c^'frtumiug ;  and  hence  this  approx- 
imation involves  no  increase  in  the  cost. 
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resistance  to  sliding;  but  as  the  former  is  the  greater,  the  assumption 
is  on  the  safe  side,  although  there  is  not  a  great  deal  of  difference 
between  the  two. 

If  the  dam  is  founded  upon  bed-rock,  the  resistance  to  sliding 
on  the  foundation  may  be  greatly  increased  by  leaving  the  bed  rough; 
and,  in  case  the  rock  quarries  out  with  smooth  surfaces,  one  or  more 
longitudinal  trenches  may  be  excavated  in  the  bed  of  the  foundation, 
and  afterwards  be  filled  with  the  masonry.  In  building  the  New 
Croton  Dam  (§  964),  two  trenches  6  feet  deep  and  10  feet  wide  were 
excavated  in  the  bed-rock,  the  surface  of  the  foundation  was  thor- 
oughly cleaned  and  carefully  painted  with  a  grout  of  neat  portland 
cement,  and  then  cyclopean  granite  rubble  masonry  laid  in  a  1  :  2 
portland-cement  mortar  was  started. 

The  weight  of  the  masonry  and  the  gravel  upon  the  foundation  of 
the  New  Croton  Dam  are  2.46  times  the  net  horizontal  thrust  of  the 
water;  in  other  words,  W  +  V  =  2.46  H,  or  H  =  0.41  {W  +  V). 
This  means  that  if  the  coefficient  of  friction  is  0.41,  the  dam  will  be 
on  the  point  of  sliding;  and  consequently,  if  the  actual  coefficient  of 
friction  is  0.75  (see  Table  74,  page  464),  the  nominal  factor  of  safety 
is  0.75  -r-  0.41  =  1.8.  But  the  tendency  to  slide  is  resisted  by  the 
cohesion  of  the  mortar  and  by  the  interlocking  of  the  stones  (§  929) 
as  well  as  by  friction,  and  consequently  the  real  factor  of  safety  is 
considerably  more  than  that  computed  above. 

931.  Ck)effici6nt  of  Friction.  The  values  of  the  coefficient  of 
friction  most  frequently  required  in  masonry  computations  are  given 
in   Table  74,  page  464.     There  will  be  frequent  reference  to   this 

,  table  in  subsequent  chapters;  and  therefore  it  is  made  more  full 
than  is  required  in  this  connection.  The  values  have  been  collected 
from  the  best  authorities,  and  are  believed  to  be  fair  averages. 

932.  Stability  aoainst  Ovebturnino.  The  horizontal  pres- 
sure of  the  water  tends  to  tip  the  wall  forward  about  the  front  of 
any  joint,  and  is  resisted  by  the  moment  of  the  weight  of  the  wall. 
For  the  present,  it  will  be  assumed  that  the  wall  rests  upon  a  rigid 
base,  and  therefore  can  fail  only  by  overturning  as  a  whole. 

The  conditions  necessary  for  stability  against  overturning  can  be 
completely  determined  either  by  considering  the  moments  of  the 
several  forces,  or  by  the  principle  of  resolution  of  forces.  In  the 
following  discussion  the  conditions  will  be  first  determined  by 
moments,  knd  afterward  by  resolution  of  forces. 

933.  A.  Aloebbaio  SOLxmoN.  Overturning  Moment.  The  pres- 
sure of  the  w^ter  is  perpendicular  to  the  pressed  surface.  If  the  water 
presses  against  an  inclined  face,  then  the  pressure  makes  the  same 
angle  with  the  horizontal  that  the  surface  does  with  the  vertical. 
Since  Irhere  is  a  little  difficulty  in  finding  the  arm  of  this  force,  it  is 
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more  convenient  to  deal  with  the  horizontal  and  vertical  components 
of  the  pressure. 

The  overturning  effect  of  the  pressure  of  the  water  is  equal  to 
the  moment  of  the  horizontal  component  minus  the  moment  of  the 
vertical  component. 

TABLE  74. 
Coefficients  of  Friction  for  Masonry. 


Description  of  ths  Masonry. 


Soft  limestone  on  soft  limestone,  both  well  dressed 

Brick- work  on  brick- work,  with  sliehtly  damp  mortar    

Hard  brick- work  on  hard  brick- wonc,  with  slightly  damp  mortar 

Point-dressed  granite  on  like  granite     

Point-dressed  granite  on  well-dressed  granite 

Common  brick  on  conmion  brick 

Common  brick  on  hard  limestone  

Hard  limestone  on  hard  limestone,  with  moist  mortar 

Concrete  blocks  on  like  concrete  blocks 

Fine  cut  granite  on  pressed  concrete  blocks 

Well-dressed  granite  on  well-dressed  granite 

Polished  limestone  on  polished  limestone    

Well-dressed  granite  on  like  granite,  with  fresh  mortar 

Common  brick  on  common  brick,  with  wet  mortar 

Polished  marble  on  conmion  brick    

Point-dressed  granite  on  gravel 

Point-dressed  granite  on  dry  clay 

Point-dressed  granite  on  sand 

Point-dressed  granite  on  moist  clay 

Well-dressed  limestone  on  wrought  iron 

Well-dressed  limestone  on  wrought  iron,  wet  -. 

Limestone  on  oak,  flatwise 

Limestone  on  oak,  endwise   


CoBFncnBNT. 


0.75 
0.76 
0.70 
0.70 
0.65 
0.65 
0.65 
0.65 
0.65 
0.60 
0.60 
0.60 
0.50 
0.50 
0.45 

0.60 
0.50 
0.40 
0.33 

0.50 
0.25 

0.65 
0.40 


The  horizontal  component  can  be  found  by  equation  1,  page  460. 
The  arm  of  this  force  is  equal  to  J  A,  and  hence  the  moment  tending 
to  overturn  the  wall  is  equal  to 


iHh^  i    31.25 A*  =  10.42 A'. 


(7) 


which,  for  convenience,  represent  by  M^, 

The  amount  of  the  vertical  pressure  against  the  up-stream  face 
is  given  by  equation  4,  page  460.  It  acts  vertically  between  /  and 
By  Fig.  96,  page  460,  at  a  distance  from  B  equal  to  §  IB;  and  its 
arm  is  Z.  —  J  A  6'.  Therefore,  the  moment  of  the  vertical  pressure  on 
the  inclined  face  is 
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31.25  I  b' k- —  lOA  b'^  h^ (S) 

which,  for  convenience,  repreeeat  by  M^.  Of  course,  if  the  pressed 
face  is  vertical,  M^  will  be  equal  to  sero. 

The  net  overturning  moment  is  the  sum  of  equations  7  and  S, 
or  M,~  Jtf,. 

3U.  The  moment  of  the  pressure  of  the  water,  -W,—  M,,  cau  be 
det^mined  directly  by  considering  the  pressure  of  the  water  as  acting 
perpent^cular  to  IB  at  J  IB  from  B.  The  tkrm  of  this  forte  is  a  line 
from  A  perpendicular  to  the  line  of  action  of  the  pressure.  If  the 
cross  section  were  known,  it  would  be  an  easy  matter  to  measure 
this  arm  on  a  diagram;  but,  in  designing  a  dam,  it  is  necessary  to 
know  the  conditions  requisite  for  stability  before  the  ci'oss  section 
can  be  determined,  and  heni-e  the  above 
method  of  solution  is  the  better. 

935.  EemBttng  Momant.  The  moment 
of  the  weight  of  the  dam  is  the  inoiiient 
resisting  overturning.  The  weight  of  the 
dam  may  be  computed  by  equation  3, 
I  925.  This  force  acts  vertically  throu)^ 
the  center  of  gravity  of  the  dam. 

The  center  of  gravity  can   lie   foiuul 
algebraically  or  graphically.      There  are   ^/ 
several  ways  in  each  ease,  but  the  follow- 
ing graphical  solution  is  the  tumplest.      In  .^    „ 
fig.  97,  draw  the  diagonals  PB  and  AH, 

and  lay  off  AJ  =  EL;  then  draw  DJ,  and  mark  the  middle  of  it,  Q. 
The  center  of  gravity,  O,  of  the  area  AHtH>  is  at  a  lUstance  from  Q 
towards  B  equal  to  J  QB.  This  method  ia  applicable  to  any  four- 
fflded  figure. 

The  position  of  the  center  of  gravity  can  also  be  found  algebraically 
by  the  principle  that  the  moment  of  tlie  entire  mass  about  any  point, 
as  A,  is  equal  to  the  moment  of  the  part  AUK  plus  the  moment  of 
the  portion  DEFK  jilvs  the  uuniwut  of  the  part  EBF, — all  about 
the  same  point,  A. 

The  arm  of  the  weight  of  the  dain  is  Ag  (•»*),  and  therefore 
the  moment  of  the  weight  is 

W  X  Ag  =  w {k  +q)\l  +  \(h  +  q)  (b'  +  (.,!] i     .     .     (9) 
which,  for  convenience,  rcpre.>ient  by  .Uj. 

936.  Factor  of  Safety.  Innrder  that  the  wall  may  not  turn  about 
the  front  edge  of  a  joint,  it  is  nu-cstunry  that  the  overturning  moment, 
3f,  —  Mf  as  found  by  cfjuatinns  7  and  S,  shall  be  less  than  the 
resisting  moment,  A/,,  as  found  by  equation  9;  or,  in  other  wonl.'t 
the  factor  against  overturning 
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Fig.  98. 


In  computing  the  stability  against  overturning,  the  vertical  pres- 
sure of  the  water  against  the  inside  face  is  frequently  neglected;  i.e., 
it  is  assumed  that  Af,,  as  above,  is  zero.  This  assumption  is  always 
on  the  safe  side.     Computed  in  this  way,  the  factor  of  safety  against 

overturning  for  the  New  Croton  Dam  (§  964), 
the  next  to  the  largest  masonry  dam  in  the 
world,  varies  between  2.07  and  3.68. 

937.  B.  Obaphioal  Solution.  If  the 
actual  cross  section  of  the  dam  is  known, 
or  if  a  cross  section  of  the  proposed  dam 
be  assumed,  the  stability  against  overturning 
may  l)e  determined  graphically  by  either  of 
the  two  following  processes. 

In  Fig.  98,  Q  is  the  center  of  pressure  of 
the  water  on  the  back  of  the  wall.  QB  =  J 
IB.  The  point  C  is  the  center  of  gravity  of 
the  section  —  found  as  described  in  §  935; 
and  m  is  the  middle  of  the  base  AB,  H  is  the  horizontal  compo- 
nent of  the  water  pressure,  and  V  the  vertical  component.  W  is  the 
weight  of  a  section  of  the  dam  a  unit  long.  By  moments,  it  is  found 
that  the  resultant  of  V  and  W  pierces  the  base  AB  in  the  point  g  ; 
and  by  the  triangle  of  forces  it  is  found  that 
the  resultant  of  H  and  W  +  V  pierces  the 
base  ABatr,  As  long  as  r  lies  within  the 
base,  the  dam  will  not  overturn. 

938.  The  stability  may  also  be  determined 
by  using  the  normal  pressure  F  \\ithout  re- 
solving it  into  its  components.  Through  Q, 
Fig.  99,  draw  a  line,  Qa,  perpendicular  to 
EB;  through  c,  the  center  of  gravity  of  the 
cross  section,  draw  a  vertical  line  ca.  To 
any  convenient  scale  lay  off  ab  equal  to  the 
total  pressure  of  the  water  against  IB,  and 
to  the  same  scale  make  af  equal  to  the  weight 
of  a  unit  section  of  the  wall.  Complete  the  parallelogram  abef.  The 
diagonal  ae  intersects  the  base  of  the  wall  at  r;  and  as  long  as  the 
center  of  pressure  r  lies  between  A  and  B,  the  wall  will  not  overturn. 

939.  Factor  of  Safety.  In  connection  with  the  graphical  deter- 
mination of  the  stability  of  a  dam  against  overturning,  three  in- 
consistent methods  of  finding  the  factor  of  safety  are  used,  or  rather 
three  distinct  definitions  of  the  factor  of  safety  are  employed. 


Fig.  99. 
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1.  If  the  factor  of  safety  against  overturning  be  defined  as  the 
ratio  of  the  resisting  moment  to  the  overturning  moment,  then  in 
Fig.  98,  for  moments  about  A 

the  factor  of  safety  =    (^  +  ^'^^     ,     ,     ,(11) 

TT  +  y     1 

Since    (TT  +  F)  :  ff  :  :  y  :r^,  — tt =  --7;  and  hence  equation 

if  9 

11  becomes, 

A(f 
the  factor  of  safety  =  -^         (12) 

If  the  problem -is  solved  as  in  Fig.  99, 

the  factor  of  safety  =  ^^4| (12') 

This  value  of  the  factor  will  not  agree  with  that  from  equation  12, 
since  in  the  former  the  vertical  component  of  the  pressure  is  in- 
cluded in  the  overturning  force  while  in  the  latter  it  is  considered 
as  a  resisting  force. 

2.  If  the  factor  of  safety  be  defined  as  the  ratio  of  the  force  that 
would  just  overturn  the  dam  to  the  force  tending  to  overturn  it, 
then  from  Fig.  99  the  factor  of  safety  is  F'  -^  F  =  a5'  -5-  aib;  or 

the  factor  of  safety  =  -r- (12^0 

This  value  of  the  factor  agrees  with  that  found  by  equation  12'; 
but  does  not  agree  with  the  value  found  by  equation  12. 

3.  In  the  above  methods  of  determining  the  factor  of  safety, 
no  special  account  is  taken  of  the  fact  that,  owing  to  the  unsym- 
motrical  cross  section  of  the  dam,  the  point  in  which  the  vertical 
through  the  center  of  gravity  of  the  dam  pierces  the  base,  y,  is  on 
the  right-hand  side  of  rw,  the  middle  of  the  base;  and  consequently 
when  there  is  no  water  pressure  against  the  dam,  there  is  a  ten- 
dency to  overturn  to  the  right  instead  of  to  the  left,  for  any  eccen- 
tricity of  pressure  upon  the  foundation  shows  a  tendency  to  over- 
turn. Therefore  the  factor  of  safety  found  as  above  counts,  as 
it  were,  from  the  initial  condition  of  the  dam.  In  the  following 
method  it  counts  from  what  may  be  called  the  neutral  condition  of 
the  dam. 

If  the  factor  of  safety  be  defined  as  the  ratio  of  the  moment  that 
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would  just  overturn  the  dam  about  its  toe,  -4;  Fig.  98,  to  the  actual 
moment  tending  to  overturn  it,  then  the  value  of  the  factor  may  be 
foimd  as  follows:  Let  H^  =  that  portion  of  H  which  will  cause  the 
resultant  to  pierce  the  base  at  m,  its  middle  point;  and  let 
H2  =  H  —  H^.  Conceiving  only  H^  as  acting,  there  is  no  ten- 
dency to  overturn  about  A ;  and  hence  the  resultant  of  the  vertical 
forces  may  be  considered  as  acting  through  m.  If  now  jff,  be  con- 
ceived as  coming  into  action,  the  resultant  of  (W  +  V)  and  -ff, 
must  pierce  AB  at  r,  and  Hz.y  =  (W  +  V)  rm.  Then,  according 
to  the  above  definition, 

the  factor  of  safety  =  - — f^r-^ = .      .     (13) 

In  the  ordinary  meaning  of  the  term,  equation  13  does  not  give 
the  true  factor  of  safety,  although  the  result  may  under  some  con- 
ditions approximate  the  true  factor.  This  value  will  be  called  the 
approximate  factor  of  safety.  Equation  13  is  strictly  correct  (1) 
when  the  resultant  of  the  forces  normal  to  the  base  pierces  the 
base  at  its  center,  i.e.,  when  the  vertical  cross-section  is  symmetrical 
and  the  external  forces  are  horizontal  or  the  vertical  component  of 
the  external  force  is  disregarded,  since  then  it  gives  /  =  oc  ,  as  it 
should;  and  (2)  when  the  resultant  of  all  the  forces  passes  through 
A,  since  then  it  gives/  =  1,  as  it  should. 

940.  Frequently  equation  13  is  more  convenient  than  equation 
12,  12',  or  12^^,  since  the  point  r  must  always  be  determined  to 
find  the  crushing  stress  and  since  the  point  m  is  very  easily 
found,  while  a  special  construction  is  required  for  equations  12, 
12',  and  12^ 

The  approximate  value  of  the  factor  of  safety,  i.e.,  the  value 
given  by  equation  13,  is  much  used  in  discussions  of  the  stability 
of  dams,  retaining  walls,  and  arches.  For  example,  a  very  com- 
mon statement  in  considering  the  stability  of  such  structures  is: 
"If  the  center  of  pressure  lies  within  the  middle  third  of  any  sec- 
tion, the  factor  of  safety  against  overturning  is  at  least  3."  This 
statement  assumes  that  equation  13  gives  the  true  factor  of  safety 
against  overturning,  and  that  therefore  if  the  center  of  pressure 
is  within  the  middle  third  of  any  section,  rm  is  equal  to  or  less  than 
il;  and  hence,  as  Am  =  il,  equation  13  gives /=  3  or  more. 
For  dams  and  retaining  walls,  particularly  the  former,  equation  13 
frequently  gives  3  for  a  factor  of  safety,  when  the  true  value  is 
approximately  2;  and  hence  the  approximate  formula  should  not 
be  used  for  these  structures.  The  approximate  factor  of  safety  is 
universally  employed  in  discussions  of  the  stability  of  arches  in 
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which  the  stresses  are  found  by  the  thrust  theory  (the  older  and 
more  common  theory) ;  but  the  formula  is  usually  more  accurate  for 
arches  than  for  dams  and  retaining  walls,  and  besides  the  theory  of 
the  arch  itself  is  not  mathematically  exact. 

941.  Factor  of  Safety  against  Sliding,  Although  the  discussion 
immediately  in  hand  is  the  stability  against  overturning,  it  is  inter- 
esting to  note  that  Fig.  99,  page  466,  affords  an  easy  method  of 
determining  the  factor  of  safety  against  sliding. 

The  wall  can  not  slide  horizontally,  when  the  angle  rag  is  less  than 
the  angle  of  repose,  i.e.,  when  tan  rag  is  less  than  the  coefficient  of 
friction.  The  factor  against  sliding  is  equal  to  the  coefficient  of 
friction  divided  by  tan  rag,  which  is  only  a  different  form  of  the 
principle  stated  in  equation  6,  page  461. 

942.  Effect  of  Percolating  Water.  Both  of  the  preceding  investi- 
gations of  the  stability  of  a  dam  against  overturning  are  based  upon 
the  assumption  that  water  in  hydrostatic  condition  does  not  find 
its  way  into  the  masonry  of  the  dam;  and  if  this  assumption  is  not 
true,  the  preceding  conclusions  must  be  materially  modified. 

It  is  nearly,  if  not  quite,  impossible  to  make  masonry  absolutely 
impermeable  under  a  high  head;  but  the  water  which  forces  its  way 
through  reasonably  good  masonry  or  concrete  is  in  a  capillary  state 
and  not  likely  to  exert  any  considerable  hydrostatic  pressure.  If 
cracks  are  formed,  due  to  poor  construction  or  to  settlement  or  to 
temperature  changes,  which  are  large  enough  to  permit  water  to 
enter  them  under  hydrostatic  condition,  the  area  subject  to  such 
pressure  is  so  small  in  comparison  with  the  whole  horizontal  section 
of  the  dam  that  the  effect  may  be  neglected.  This  view  seems  to  be 
sustained  by  experience  with  masonry  dams,  which  shows  that 
although  all  dams  leak  more  or  less,  the  water  which  comes  through 
is  not  under  any  appreciable  pressure.*  However,  there  is  a  con- 
siderable difference  of  opinion  among  engineers  as  to  the  possibility 
of  making  masonry  water-tight  or  of  preventing  cracks  and  fissures 
which  will  give  the  water  a  free  path  into  the  body  of  the  dam. 

943.  Some  engineers  claim  that  although  the  percolating  water  is 
not  under  pressure  at  the  down-stream  face,  it  is  likely  to  be  at  the 
up-stream  surface,  and  that  therefore  the  percolating  water  should 
be  assumed  to  be  under  full  hydrostatic  pressure  at  the  up-stream 
face  and  decrease  to  zero  at  the  down-stream  face. 

In  support  of  this  view  reference  is  frequently  made  to  some 
experiments  conducted  in  1888 1  which  showed  that  water  pressure 
was  communicated,  almost  undiminished,  through  a  layer  of  1  : 2 
portland-cement  mortar  1  foot  thick.     However,  these  experiments 

♦Trans.  Amer.  Soc.  C.  E..  vol.  xxxiv,  p.  511-12,  513-14. 
t  J.  B-  Francis,  Trans.  Amer.  Soc.  C.  E.,  vol,  xix,  p.  147-70. 
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were  made  before  the  effect  of  a  well-graded  sand  upon  the  density 
and  permeability  of  a  mortar  was  clearly  understood;  and  it  is 
probable  that  the  mortar  employed  was  not  as  good  as  that  now 
ordinarily  used  in  the  construction  of  dams.  "  An  examination  of  a 
few  high  masonry  dams  seems  to  show  that  the  pressure  of  the  per- 
colating water  is  slight  and  independent  of  the  head  or  of  the  thick- 
ness of  the  masonry."*  The  most  care  should  be  taken  with  the 
up-stream  face  so  that  it  may  be  the  most  nearly  water-tight  portion 
of  the  dam;  and  if  this  is  done,  it  is  not  likely  that  water  will  exert 
hydrostatic  pressure  in  the  body  of  the  dam,  unless  possibly  the 
down-stream  face  becomes  water-tight  through  the  freezing  of  the 
seepage  water  on  or  near  the  surface.  To  obviate  this  possibility, 
drains  are  sometimes  inserted  in  the  masonry  to  carry  away  any 
water  that  may  seep  through  the  up-stream  face.  These  drains,  or 
weepers,  consist  of  vertical  pipes,  3  or  4  inches  in  diameter,  having 
open  joints  or  being  perforated,  placed  5  or  6  feet  from  the  up-stream 
face  and  8  or  10  feet  apart,  and  connected  to  a  drainage  gallery  in  the 
base  of  the  dam  which  is  drained  by  a  cross  tunnel  to  the  down- 
stream face. 

944.  In  view  of  the  above,  it  does  not  seem  necessary  to  modify 
the  above  discussion  of  the  stability  against  overturning. 

946.  Stability  aoainst  Obushino.  The  pi-eceding  discussion 
of  the  stability  against  overturning  is  on  the  assumption  that  the 
niasonry  does  not  crush.  This  method  of  failure  will  now  be  con- 
sidered. When  the  reservoir  is  full,  the  thrust  of  the  water  concen- 
trates the  pressure  upon  the  down-stream  edge  of  a  horizontal  joint 
or  section;  and  it  is  proposed  to  find  the  law  of  the  distribution  of 
the  pressure  on  any  horizontal  section  when  the  reservoir  is  full. 
When  the  reservoir  is  empty,  there  is  no  external  force  to  affect  the 

XvKvvx^^x^vvx'Nk  distribution  of  the  pressure  upon  a 

^^^^^^"^^^^^^^^^^^^^     ^   horizontal  section;  but  the  vertical 

cross  section  of  a  dam,  particularly 
a  high  one,  is  unsymmetrical,  being 
vf^^^^x\^>f;<^  M       roughly  somewhat  similar  to  a  right- 

's^      angled    triangle    with    the    water 

against  the  vertical  side,  and  there- 
P  fore  the  vertical  through  the  center 

of  gi'avity  of  the  dam  does  not  pass 
through  the  center  of  the  base,  and  hence  the  pressure  upon  the  sec- 
tion is  not  uniform,  being  a  maximum  at  the  heel  and  a  minimum  at 
the  toe.  Therefore,  there  are  two  eases  that  must  be  considered, 
viz.:   I,  reservoir  full;   and  II,  reservoir  empty. 

946.  Oase  I.     Reservoir  Full.     Let  AB,  Fig.  100,  represent  the 

*  Trans.  Am.  Soc.  C.  E.,  vol.  xxxiv,  p.  513-14. 
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base  of  a  vertical  section  of  the  dam;  or  AB  may  i-epresent  the 
rectangular  base  (whose  width  is  a  unit)  of  any  two  bodies  which 
are  pressed  against  each  other  by  any  forces  whatever. 

M  =  the  moment  about  .4  of  the  water  pressure  =  M^  —  M2 
(see  ec] nations  7  and  S,  pages  4(>4  and  465). 

\V  =  the  weight  of  a  section  of  the  dam  1  foot  long. 

V  =  the  vertical  component  of  the  water  pressure. 
F  ==  the  maximum  pressure,  per  unit  of  an?a,  at  .4. 

p  =  the  change  in  unit  pressure,  per  unit  of  distance,  from  A 

towards  B. 
X  =  anv  distance  from  -4  towards  B. 

P  —  px  =  the  pressure  per  unit  at  a  distance  x  from  ^l 
towards  B. 

Y  =  a  general  expression  for  a  vertical  force. 

I   =  the  length  of  the  base  of  the  section  considered  =  AB. 

d  =  the  distance  the  center  of  pressure  deviates  from  the  cen- 
ter of  the  base*  =  rm, 

X  =  the  distance  from  the  down-stream  edge  of  any  horizontal 
joint  or  section  to  the  point  in  which  the  vertical  through 
the  center  of  gravity  pierces  the  section  =  Ag. 

Taking  moments  about  .4  gives 

M  -  Wx  A-  f  (P  -  p  X)  dx.x  =  {)]     .      .      .    (14) 

M  -  wi  +  .}  P  P  -  1  />  f  =  0       .     .     .     .  (ir>) 

For  equilibrium,  the  sum  of  the  forces  normal  to  AB  must  also 
be  equal  to  zero;  or 

V  1'  =  -  W  -  V  +  /*  {P  -  px)  dx  =0      .      .         (10) 

from  which 

p  I'  =  2  P  I  -  2  ir  -  2  F  .      .      .      .  (17) 

Combining  ecjuations  15  and  17,  gives 

/    = )  —  —p     "T     ly         •      •      •      vAo; 

If  the  overturning  moment  is  determined  algebraically,  i.e., 
by  equations  7  and  S,  pages  464  and  465,  then  M  is  known;  and 
therefore  P  can  be  computed  by  equation  IS. 
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947.  If  the  stability  against  overturning  is  determined  graphic- 
ally by  resolution  of  forces,  equation  18  can  not  be  employed  to  de- 
termine the  stability  against  crushing,  since  M  is  not  then  known. 
To  meet  this  case,  equation  18  may  be  transformed  as  follows: 

My  the  moment  of  the  water  pressure,  is  equal  to  the  moment  of 
the  weight  of  the  dam  minus  the  moment  of  the  reaction  of  the  soil; 
or  taking  moments  about  4,  Af  =  W.  Ag  —  (W  +  V)  Ar.  From 
Fig.  100,  page  470,  Ag  ==  x;  and  Ar  =  i  I  —  d. 

Substituting  the  above  values  of  x  and  M  in  equation  18,  gives 

Equation  19  is  suitable  for  computing  P  when  the  stability  against 
overturning  is  determined  by  resolution  of  forces. 

948.  Discussion  of  Equations  18  and  19.  Equation  18  is  the 
equivalent  of  equation  1,  page  ^54,  except  that  (1)  in  the  latter 
case  there  is  no  vertical  component  of  the  external  force,  and  (2) 
equation  1  is  applicable  to  any  form  of  cross  section  while  equation 
18  is  limited  to  a  rectangular  cross  section. 

If  the  wall  is  symmetrical,  x  =  i  Z,  and  if  F  =  0,  equation 
18  becomes 

W      6  M 
P  =  y+^ (20) 

which  is  the  same  as  equation  3,  page  354,  except  that  equation 
20  is  for  a  unit  length  of  the  wall,  and  hence  the  dimension  cor- 
responding to  h  in  equation  3  does  not  appear. 

If  there  is  no  external  overturning  force,  F  =  0  and  Af  =  0,  and 
then  equation  18  becomes 

P-if-^' (21) 

In  equation  21  if  x  =  i  Z,  that  is,  if  the  resultant  vertical  force 
passes  through  the  center  of  the  base,  P  =  TF  -t-  Z,  as  it  should, 
since  the  pressure  on  the  base  should  then  be  uniform.  If  x  =  J  Z, 
P  =  2  W  -r-  /,  which  shows  that  the  maximum  unit  pressure  on 
the  base  of  a  right-angled  triangle  cross  section  is  twice  the  average 
pressure.  If  x  =  §  Z,  P  =  0,  as  it  should,  since  this  is  the  case  of 
a  dam  having  a  right-angle  at  J5,  and  consequently  the  pressure 
per  unit  of  area  at  A  is  zero. 

949.  In  equation  19,  if  d  =  0,  the  load  is  symmetrical,  and  the 
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pressure  is  uniform,  as  it  should  be.  Notice  that  d  is  plus  when  r  is 
on  the  same  side  of  the  center  as  /I,  i.e.,  as  the  point  for  which  thp 
pressure  P  is  desired,  and  minus  when  on  the  other  side  of  the  center. 
For  example,  if  the  dam  is  a  right-angled  triangle  with  the  right 
angle  at  B  and  the  reservoir  is  empty,  gB  =  ^  l,  d  =   -^  I,  and  the 

W      W 
pressure  at  ^  is  P  =  -^ T^  ^'  ^^^^  ^^'  there  is  no  pressure  at  A , 

which  is  as  it  should  be;  and  for  the  point  B,d  =  il,  and  the  pres- 
sure is 

_W_      6  Wd      W       W       2  W 

or  P  is  twice  the  mean,  which  also  is  as  it  should  be. 

The  last  relation  is  known  as  the  principle  of  the  middle  third; 
that  is,  as  long  as  the  center  of  pressure  lies  within  the  middle 
third  of  the  joint,  the  maximum  pressure  is  not  more  than  twice 
tne  mean,  and  there  is  no  tension  in  any  part  of  the  joint. 

The  first  term  of  the  right-hand  side  of  equation  19'  gives  the 

uniform  pressure  on  the  base  due  to  the  weight  of  the  dam  and 

the   vertical  component  of    the  water  pressure,   and  the    second 

term  gives  the  effect  upon  the  maximum  pressure  on  the  base  of 

any  system  of  forces  that  causes  the  centre  of  pressure  to  depart  from 

the  middle  of  the  base,  i.e.,  that  causes  the  resultant  pressure  (R,  Fig. 

100,  page  470)  to  intersect  the  base  at  a  distance  d  from  the  center. 

6Wd 
In  other  words,  the  term  — «—  is  the  increase  of  pressure  on   the 

base  due  to  the  eccentricity  of  the  center  of  pressure,  r, — whether 
that  eccentricity  is  due  to  an  unsymmetrical  vertical  cross  section 
or  to  the  overturning  effect  of  external  forces,  or  to  both. 

Therefore,  equation  19  is  a  perfectly  general  expression  for  the 
pressure  between  any  two  plane  rectangular  surfaces  pressed  together 
by  any  system  of  forces. 

960.  Equation  19  may  be  written  thus: 

p^w^^ew, ^^^ 

The  +  sign  gives  the  maximum  pressure  at  A,  Fig.  100,  page  470, 
for  any  given  deviation  of  the  center  of  pressure,  r,  from  the  middle 
of  the  base,  m;  and  the  —  sign  the  corresponding  minimum  at 
B,  d  being  taken  without  regard  to  algebraic  sign.  Equation  22 
gives  the  maximum  and  minimum  pressures  at  the  two  extremes  of 
the  base  whether  the  deviation  d  is  caused  by  the  form  of  the  wall  or 
by  forces  tending  to  produce  overturning,  or  by  both. 
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961.  Oase  II.  Reservoir  Empty.  If  the  vertical  cross  section  of 
the  dam  is  symmetrical,  the  pressure  upon  the  base  is  uniform  and 
equal  to  W  -r-  I;  but  if  the  cross  section  is  not  synmietrical,  there 
will  be  a  concentration  of  pressure  at  one  side  of  the  base  and  an 
equal  diminution  on  the  other.  All  of  the  formulas  deduced  for 
Case  I  apply  to  Case  II  by  making  M  equal  to  zero.  Equation  22 
gives  the  pressure  at  the  two  ends  of  the  base  section,  d  being  the 
horizontal  distance  between  the  center  of  the  base  and  the  vertical 
through  the  center  of  gravity  of  the  vertical  section  of  the  dam. 

062.  Tension  in  Masonry.  In  general,  if  AK,  Fig.  101,  repre- 
sents the  pressure  at  A  and  BL  that  at  B,  then  any  ordinate  of  the 
trapezoid  ABLK  will  represent  the  pressure  on  the  corresponding 
point  of  AB;  and  the  area  of  ABLK  will  represent  the  total  pressure 

on  AB,  If  the  center  of 
pressure  departs  more  than 
J  I  from  the  center  of  the 
base,  there  will  be  a  minus 
pressure,  i.e.,  tension,  at  the 
opposite  side  of  base;  in 
other  words,  if  rf  in  equa- 
tion 22,  page  473,  is  more 
than  ^  Z,  the  maximum 
pressure  will  be  more  than 
twice  the  mean  and  the 
minimum  pressure  will  be 
minus,  i.e.,  tension.  If 
AK'  represents  the  com- 
pression at  A  when  d  is 
more  than  J  Z,  and  BU 
represents  the  corresponding  tension,  i.e,  the  minus  pressure  at  B, 
then  the  ordinates  of  the  triangle  ANK'  represent  the  pressures  at 
the  several  points  along  AN ;  and  similarly  the  ordinates  of  the 
triangle  BNU  represent  the  tensions  at  the  several  points 
along  BN. 

If  a  good  quality  of  cement  mortar  is  used,  it  is  not  unreasonable 
to  count  upon  a  little  resistance  from  tension.  As  a  general  rule,  it 
is  more  economical  to  increase  the  quantity  of  stone  than  the  quality 
of  the  mortar;  but  in  dams  it  is  necessary  to  use  a  good  mortar  to 
prevent  (1)  leakage,  (2)  disintegration  on  the  water  side,  and  (3) 
crushing.  Therefore,  equation  22  will  give  the  maximum  pressure 
or  maximum  tension  on  the  base  AB  up  to  the  point  at  which  the 
masonry  fails  either  })y  tension  or  compression.  It  is  customary  to 
limit  the  maximum  pressure  in  dams  to  twice  the  mean,  which  is 
equivalent  to  specifying  that  no  part  of  the  masonry  shall  be  in 
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tension  or  that  the  center  of  pressure  shall  not  deviate  more  than 
J  I  from  the  center  of  any  real  or  imaginary  joint. 

963.  If  the  masonrj'  be  considered  as  incapable  of  resisting  by 
tension,  or  if  it  is  considered  unwise  to  depend  upon  tension  to  help 
resist  overturning,  then  when  d  in  equation  22  exceeds  J  Z,  the 
total  pressure  will  be  bonie  on  AN\  Fig.  101.  If  AK^'  represents 
th(»  maximum  pressure,  P,  then  the  area  of  the  triangle  AN^K^  will 
represent  the  total  normal  pressure  W  +  V.  The  center  of  gravity 
of  the  triangle  AN'K'^  must  be  under  /,  the  center  of  pressure; 
and  hence  AN'  =  3  Ar" .  Then  the  area  of  AN'K'  =  i  AK""  X  AN' 
=  i  P  X  3  A/  =  f  P  (i  i  -  d)  =  ly  +  7;  or 

^-  S(il-d)    ••••••    (^) 

To  illustrate  the  difference  between  equations  22  and  23,  assume 
that  the  distance  from  the  resultant  to  the  center  of  the  base  is  one 
quarter  of  the  length  of  the  base,  i.e.,  assume  that  d  =  \  L  Then, 
by  equation  22,  the  maximum  pressure  at  A  is 

« 

and  by  equation  23  it  is 

Notice  that  equation  25  gives  a  larger  value  of  P  than  equa- 
tion 24. 

Notice  that  equation  25  is  not  applicable  when  d  is  less  than 
i  I;   in  that  case,  equation  24  must  be  used. 

964.  The  discussion  in  the  preceding  section  is,  practically,  not 
applicable  to  masonry  dams,  since  it  is  not  wise  to  subject  the 
masonry  on  the  water  side  to  tension;  but  the  resultr.  are  directly 
applicable  in  determining  the  maximum  pressure  on  the  joints  of  a 
voussoir  arch  (Chap.  XXII). 

966.  LIMITINO  Pbessube.  In  determining  the  stability  against 
crushing,  it  is  not  wise  to  compute  the  factor  of  safety,  since  the 
computed  value  of  the  factor  will  depend  upon  the  value  assumed 
as  the  cru.shing  strength  of  the  masonry;  and  therefore  it  is  better 
to  statt^  the  maximum  pressure  and  limit  it  to  twice  the  mean. 

As  a  preliminary  to  the  actual  designing  of  the  section,  it  is  neces- 
sar>'  to  fix  upon  the  maximum  pressure  per  square  unit  to  which 
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it  is  proposed  to  subject  the  masonry.  Of  course,  the  allowable 
pressure  depends  upon  the  quality  of  the  masonry,  and  also  upon  the 
conditions  assumed  in  making  the  computations.  It  appears  to  be 
the  custom,  in  practical  computations,  to  neglect  the  vertical  pressure 
on  the  inside  face  of  the  dam,  i.e.,  to  assume  that  Afj,  equation  8, 
page  465,  is  zero.  This  assumption  is  always  on  the  safe  side,  and 
makes  the  maximum  pressure  on  the  toe  appear  greater  than  it 
really  is.  Computed  in  this  way,  the  maximum  pressure  on  cyclopean 
rubble  masonry  in  cement  mortar  in  some  of  the  great  dams  of  the 
world  is  from  11  to  15  tons  per  sq.  ft.  (150  to  200  lb.  per  sq.  in.). 

The  New  Croton  Dam  (§  964)  was  designed  for  a  maximum 
pressure  of  16.6  tons  per  sq.  ft.  (230  lb.  per  sq.  in.)  on  massive  rubble 
in  portland-cement  mortar,  which  pressure  occurs  when  the  reservoir 
is  empty. 

For  data  on  the  strength  of  stone  and  brick  masonry,  see  §  581-84 
and  §  617-29,  respectively. 

966.  The  actual  pressure  at  the  toe  will  probably  be  less  than 
that  computed  as  above.  It  was  assumed  that  the  weight  of  the  wall 
was  uniformly  distributed  over  the  base;  but  if  the  batter  is  con-, 
siderable,  it  is  probable  that  the  pressure  due  to  the  weight  of  the 
wall  will  not  vary  uniformly  from  one  side  of  the  base  to  the  other, 
but  will  be  greater  on  the  central  portions.  The  actual  maximum 
will,  therefore,  probably  occur  at  some  distance  back  from  the  toe. 
Neither  the  actual  maximum  nor  the  point  at  which  it  occurs  can  be 
determined.* 

Professor  Rankine  claims  that  the  limiting  pressure  for  the  toe 
should  be  less  than  for  the  heel.  Notice  that  the  preceding  method 
determines  the  maximum  vertical  pressure.  When  the  maximum 
pressure  on  the  heel  occurs,  the  only  force  acting  is  the  vertical 
pressure;  but  when  the  maximum  on  the  toe  occurs,  the  thrust  of 
the  water  also  is  acting,  and  therefore  the  actual  pressure  is  the 
resultant  of  the  two.  With  the  present  state  of  our  knowledge,  we 
can  not  determine  the  effect  of  a  horizontal  component  upon  the 
vertical  resistance  of  a  block  of  stone,  but  it  must  weaken  it  somewhat. 

967.  FURTHEB  Refinement.  The  preceding  theory  of  the 
stability  is  the  one  ordinarily  used,  but  there  are  a  few  matters  not 
included  therein  that  require  a  brief  mention. 

The  force  of  the  wind  was  not  included.  If  the  wind  blows  up- 
stream, the  stability  of  the  dam  will  be  increased  when  the  reservoir 
is  full  and  decreased  when  it  is  empty.  If  the  wind  blows  down- 
stream, it  will  not  affect  the  stability  when  the  reservoir  is  empty; 

*  For  an  interesting  investigation  of  this  question,  using  a  dam  made  of  an  elastio 
mass  composed  of  carpenter's  glue  and  molasses,  see  Trans.  Assoc,  of  Civil  Engineers 
of  Cornell  University,  vol.  viii,  p.  30-42. 
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but  when  the  reservoir  is  full,  the  wind  will  produce  waves  rather 
than  add  directly  to  the  pressure  against  the  back  of  the  dam. 

The  importance  of  wave  action  will  depend  upon  the  location  of 
the  dam  and  the  area  of  the  reservoir.  The  pressure  due  to  waves 
has  not  been  investigated  thoroughly,  but  their  effect  has  been  studied 
by  noticing  the  size  and  the  weight  of  bowlders  that  have  been 
moved  by  the  waves,  and  also  by  observing  in  a  single  locality  the 
pressure  recorded  by  a  dynamometer.*  By  the  latter  method,  on  the 
shore  of  the  open  ocean,  the  pressure  due  to  waves  20  feet  high  was 
found  to  be  6,083  lb.  per  sq.  ft.  on  a  dynamometer  "near  the  surface" 
and  2,856  lb.  per  sq.  ft.  on  a  similar  instrument  *' several  feet  lower;" 
and  waves  6  feet  high  gave  pressures  of  1,256  and  3,041  lb.  per  sq.  ft., 
respectively. 

If  ice  forms  on  the  water  in  the  reservoir,  it  will  exert  a  horizontal 
thrust  against  the  dam  which  will  increase  the  sliding  force  and  also 
the  tendency  to  overturn  down  stream.  Of  course,  the  thrust  from 
the  ice  will  depend  upon  the  altitude  and  the  latitude  of  the  location 
of  the  reservoir.  The  pressure  due  to  ice  in  any  particular  case  is 
almost  wholly  a  matter  of  judgment.  A  Board  of  Experts  in  1888 
recommended  that  the  Quaker  Bridge  Dam,  virtually  the  same  as 
the  New  Croton  Dam  (§  964),  situated  30  miles  north  of  New  York 
City,  be  designed  to  resist  an  ice  thrust  of  43,000  pounds  per  lineal 
foot;t  but  the  recommendation  was  not  adopted.  The  moment  of  the 
thrust  of  the  ice  should  be  added  to  the  moment  of  the  overturning 
forces  in  the  preceding  analysis.  The  pressure  of  the  ice  may  be 
eliminated  by  frequently  breaking  up  the  ice  next  to  the  up-stream 
face  of  the  dam.  The  pressure  of  ice  caused  the  failure  of  a  masonry 
dam  at  St.  Paul,  Minn. ;  but  none  of  the  details  are  known. 

968.  The  preceding  analysis  considers  only  shear  in  a  horizontal 
plane  and  compression  on  a  horizontal  section;  but  it  is  proved  in 
the  mechanics  of  materials  that  a  shear  combines  with  a  compression 
normal  to  it,  and  produces  a  greater  compression  in  an  inclined  plane 
(see  §  459).  Therefore  after  a  dam  has  been  designed  according: 
to  the  foregoing  analysis,  to  be  perfectly  sure  of  its  stability  it  should 
be  tested  for  shear  along  inclined  planes  and  also  vertical  planes — 
particularly  near  the  toe  (the  down-stream  portion  near  the  base). 
For  a  brief  discussion  of  this  phase  of  the  subject,  see  Wegmann's 
Design  and  Construction  of  Dams,  fifth  edition,  pages  8-10;  School 
of  Mines  Quarterly,  Vol.  xxvii,  pages  33-39;  and  Proceedings  Insti- 
tute of  Civil  Engineers  (London),  Vol.  clxxii,  page  105,  126-29. 

It  is  not  known  that  any  dam  was  ever  designed  in  accordance 
with  this  modification  of  the  ordinary  theory;   and  it  has  not  been 

*  Thomas  Stevenson's  Design  and  Construction  of  Harbors,  p.  60-61. 
t  Wegmann's  Design  and  Construction  of  Dams,  6th  ed.,  p.  160. 
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proved  that  dams  designed  by  the  ordinary  theory  are  unstable  when 
tested  by  th3  more  refined  method  of  analysis  just  referred  to. 

Art.  2.    Outlines  of  the  Design. 

969.  Width  on  Top.  Except  for  the  effect  of  waves  and  ice 
(§  957),  the  width  on  top  could  be  zero.  But  in  practice  the  top  of 
the  dam  is  generally  used  for  a  footway  or  a  roadway,  and  hence  a 
considerable,  width  is  required  independent  of  any  question  of 
stability.  Schuyler  says  that  the  top  width  need  not  be  more  than 
one  tenth  of  the  height,  unless  the  top  is  used  for  a  roadway.*  For 
the  top  dimensions  of  a  few  of  the  highest  masonry  dams,  see  §  964-66. 

960.  The  Profile.  In  designing  the  vertical  cross  section  of  a 
gravity  dam  to  resist  still  water,  it  is  necessary  to  fulfill  three  con- 
ditions: (1)  to  prevent  sliding  forward,  equation  6,  page  461,  must  be 
satisfied;  (2)  to  resist  overturning,  equation  10,  page  466,  must 
be  satisfied;  and  (3)  to  resist  crushing,  equation  22,  page  473,  must 
give  safe  maximum  pressures  w^hen  the  reservoir  is  full  and  also  when 
it  is  empty,  and  must  also  give  a  positive  minimum  pressure  (i.e., 
must  not  give  tension)  when  the  reservoir  is  either  full  or  empty. 
Limiting  equation  22  to  positive  values  is  equivalent  to  keeping  d 
less  than  \  I,  or  equivalent  to  saying  that  the  center  of  pressure  shall 
always  lie  within  the  middle  third  of  any  horizontal  joint.  As  the 
three  equations  of  conditions  really  involve  only  three  variables- 
viz.:  hf  6i,  and  6', — the  height  of  the  dam  and  the  batter  of  the  tw-o 
faces, — they  can  be  satisfied  exactly.  However,  as  there  is  little  or 
no  danger  of  a  dam's  failing  by  sliding,  provided  it  is  safe  against 
overturning  and  crushing,  there  are  practically  only  two  conditions 
to  be  fulfilled.  Further,  in  a  dam  of  the  pure  gravity  type  (the  form 
here  under  consideration),  there  is  no  reason  why  the  up-stream 
face  may  not  be  exactly  vertical;  and  hence  there  are  really  only 
two  variables — h  and  b^. 

To  design  a  dam  it  is  necessary  to  satisfy  the  equation  of  con- 
dition for  successive  comparatively  thin  horizontal  layers,  and  use 
the  dimensions  of  each  elementary  layer  in  finding  the  diinensions 
of  the  next  lower  one.  The  equations  of  condition  may  be  satisfied 
either  (1)  by  direct  computation  or  (2)  by  trial. 

1.  The  direct  computation  may  be  made  either  algebraically 
or  graphically.  To  make  a  solution  by  the  first  method,  state  the 
condition  for  stability  a<!;iiinst  overturning  (equation  10,  page  466) 
in  terms  of  the  lengtli  of  the  joint  (/),  tlie  thickness  on  top  (0,  the 
height  of  the  dam  (h  -f  (/),  the  depth  of  the  water  (h),  the  batter  of 
the  up-stream  and  down-stream  faces  (//  and  hi,  respectively),  the 

*  Schuyler's  Reservoirs  for  Irrigation,  Water  Power,  and  Domestic  Supply,  p.  119. 
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weight  of  a  cubic  unit  of  water,  and  the  weight  of  a  cubic  unit  of 
masonry;  and  solve  for  I.  Then  test  the  joint  by  equation  21, 
page  473.  This  method  involves  the  solution  of  a  quadratic  of 
considerable  complexity. 

To  solve  the  problem  graphically,  draw  the  section  and  determine 
the  position  of  the  center  of  pressure  as  in  Fig.  98  or  ^9,  page  466; 
and  then  apply  equation  22. 

One  or  the  other  of  the  above  processes  is  to  be  repeated  suc- 
cessively for  each  of  the  several  layers  beginning  at  the  top. 

2.  To  satisfy  the  conditions  by  trial,  proceed  as  follows:  The 
width  at  the  top  being  known,  assume  dimensions  for  the  first  ele- 
mentary horizontal  layer,  and  test  its  stability  by  equations  10 
(page  466)  and  22  (page  473),  the  latter  with  and  without  the  water 
pressure  acting  against  the  dam.  If  the  first  dimensions  do  not 
give  results  in  accordance  with  the  limiting  conditions,  other  dimen- 
sions must  be  assumed  and  the  computations  be  repeated.  A  third 
approximation  will  rarely  be  needed. 

961.  The  second  method  of  satisfying  the  equations  of  condition 
is  the  one  employed  in  the  design  of  the  New  Croton  Dam  (§  964); 
but  later  the  equations  for  the  first  method  of  solution  were  worked 
out,  and  employed  in  checking  the  previously  determined  dimensions. 

962.  It  is  not  necessary  to  attempt  to  satisfy  these  equations 
precisely,  since  there  are  a  number  of  unknown  and  unknowable 
factors,  as  the  weight  of  the  stone,  the  quality  of  the  mortar,  the 
character  of  the  foundation,  the  quality  of  the  masonry,  the  hydro- 
static pressure  under  the  mass,  the  amount  of  elastic  yielding, 
the  force  of  the  waves  and  of  the  ice,  etc.,  which  have  more  to  do 
with  the  ultimate  stability  of  a  dam  than  the  mathematically  exact 
profile.  It  is  therefore  sufficient  to  assume  a  trial  profile,  being 
guided  in  this  by  the  cross  sections  of  existing  dams  (§  963-67)  and 
by  the  principle  stated  in  the  next  paragraph,  and  test  it  at  a  few 
points  by  applying  the  preceding  equations;  a  few  modifications 
to  satisfy  more  nearly  the  mathematical  conditions  or  to  simplify 
the  profile  is  as  far  as  it  is  wise  to  carry  the  theoretical  determination. 

Prof.  Wm.  Cain  has  shown*  that  the  equations  of  conditions  are 
nearly  satisfied  by  a  cross  section  composed  of  two  trapezoids,  the 
lower  and  larger  of  which  is  the  lower  part  of  a  triangle  having  its 
base  on  the  foundation  of  the  dam  and  its  apex  at  the  surface  of  the 
water,  and  the  upper  trapezoid  having  for  its  top  the  predetermined 
Nndth  of  the  (lam  on  top,  and  for  its  sides  nearly  vertical  lines  which 
interse(^t  the  sides  of  the  lower  trapezoid.  The  width  of  the  dam 
at  the  bottom  is  ()]>tained  by  applying  the  equations  of  condition  as 
above.     The   relative   batter   of   the   up-stream   and   downnstream 

*  Engineering  News,  vol.  xix,  p.  512-13. 
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faces  depends  upon  the  relative  factors  of  safety  for  crushing  and 
overturning.  The  above  section  gives  a  factor  of  safety  which 
increases  from  bottom  to  top — an  important  feature. 

963.  Examples.  The  following  descriptions  give  the  principal 
dimensions  of  the  profiles  of  a  few  of  the  highest  gravity  masonry 
dams  in  the  world  at  the  present  time  (1909), 

964.  New  Croton  Dam.  This  dam  was  built,  in  1892-1907, 
aboutSO  miles  north  of  New  YorkCity,tostore  water  for  that  munici- 
pality.    Fig.  102  shows  the  profile  of  the  maximum  section  and 

e  of  the  data  concerning  its  stability.  The  height  from  the 
lowest  point  of  the  foun- 
dation to  the  top  of  the 
parapet  is  297  ft.,  and 
the  depth  of  the  water 
impounded  is  150  ft.  The 
profile  is  substantially 
that  designed  for  a  dam 
proposed  in  1888  for  a  site 
about  1  mile  further  down- 
stream, known  as  the 
Quaker  Bridge  Dam,  which 
was  not  built.  Fig.  102 
shows  that  the  line  of  re- 
sistance (the  line  joining 
the  centers  of  pressure  of 
the  several  joints)  alwai's 
lies  within  the  middle 
third  of  the  length  of  any 
imaginary  horizontal  joint. 
The  nominal  factor  of 
safety  for  sliding  and  the 
true  factor  of  safety  for 
overturning  when  the  re- 
servoir is  full  are  given  for 
a  few  points;  and  also  the  maximum  unit  pressure  at  the  toe  when  the 
reservoir  is  full  and  at  the  heel  when  the  reservoir  is  empty  are 
shown.  The  maximum  coefficient  of  friction  required  to  prevent 
sliding  is  0.597  at  a  section  121  ft.  above  the  base  of  the  dam. 

The  main  dam  is  straight  in  plan  and  about  600  ft.  long.  For  a 
detailed  description,  see  lU-ports  of  the  New  Croton  Aqueduct  from 
1895-19^7,  pages  90-102;  or  Wegmann's  Design  and  Construction 
of  Dam^,  pages  102-8-1. 

935.  V.  .S.  liedamalion  Service  Dams.  The  United  States 
Oovcrnnicnt,  through  its  Hcclamation  Service,  a  brancb  of  the  U.  S, 
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Geological  Survey,  now  "(1909;  has  in  progress  three  notable  masonry 
dams,— the  Roosevelt,  the  Shoshone,  and  the  Pathfinder. 

The  Roosevelt  Dam  is  situated  in  the  canyon  of  Salt  River,  just 
below  the  mouth  of  Tonto  Creek,  about  .70  miles  above  Phoenix, 
Arizona,  and  is  to  store  water  for  irrigation.  Fig.  103  shows  the 
profile  of  the  maximum  vertical  cross  section.  Notice  that  Fig. 
103  is  similar  to,  but  less 
heavy  than,  Fig.  102.  The 
height  of  the  spillway  above 
mean  low  water  is  220  ft.,  the 
height  of  the  roadway  above 
the  general  foundation  level 
is  260  ft. ;  and  the  top  of  the 
parapet  is  284  ft.  above  the 
lowest  point  of  the  foundar 
tion.  The  length  of  the  crest 
is  780  ft.  In  plan  the  dam 
is  curved  to  a  radius  of  400  ft. 
The  roadway  is  16  ft.  in  the 
clear. 

The  Shoshone  Dam  is  an 
irrigation  dam  situated  on  the 
Shoshone  River  in  Wyoming. 
It  has  a  maximum  height  of 
305  ft.  above  the  foundation, 
and  a  flow  line  295  ft.  above 
the  foundation;  and  it  im- 
pounds water  235  ft.  deep. 
The  dam  has  a  top  width  of 
10  ft.,  and  both  sides  of  the 
profile  are  straight  lines,  the 
up-stream  face  having  a  batter 

of  0.15  to  1  and  the  down-stream  0.25  to  1.    The  dam  will  be  about 
168  ft.  long  on  top,  and  is  curved  in  plan  to  a  radius  of  150  ft. 

The  Pathfinder  Dam  is  situated  on  the  North  Platte  River  in 
Wyoming,  4  miles  below  the  mouth  of  the  Sweetwater,  and  is  to 
impound  water  for  irrigation.  The  maximum  height  above  the 
foundation  is  210  ft.,  the  flow  line  is  200  ft.  above  the  foundation,  and 
the  maximum  depth  of  water  is  195  ft.  The  length  on  top  is  160  ft., 
and  the  center  line  ofi  the  crest  is  curved  to  a  radius  of  150  ft. 

966.  Other  High  American  Dams.     The  Wachusetts  Dam,  near 

Clinton,  Mass.,  built  in  1900-06  to  store  water  for  the  Metropolitan 

District  of  Boston,  is  a  straight  gravity  dam  850  ft.  long,  having  a 

flow  line  185  ft.  above  the  foundation  and  a  total  height  of  205  ft, 

31 
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The  depth  of  water  stored  is  95  ft.  The  profile  has  the  same  general 
character  as  that  of  the  Xew  Croton  Dam.  The  extreme  width  on 
top  is  25  ft.  9  in. 

TheChee^nan  Dam  im|xnmtls  water  for  thecityof  Denver,  Colorado, 
and  was  built  in  1900-04.  It  has  a  flow  line  227  ft.  above  the  foun- 
dation and  a  total  height  of  231  ft.  The  dam  is  675  ft.  long  on  top,  is 
curved  in  plan,  and  luu*  a  pn>file  of  the  type  of  the  New  Croton  Dam. 

The  Olire  Bridge  Daffi,  which  forms  the  Ashokan  Reservoir  of 
the  Catskill  Water  Supply  of  Xew  York  City,  is  to  be  220  ft.  above 
the  foundation,  and  will  im(x>und  water  130  ft.  deep.  The  profile  is 
of  the  same  general  form  as  that  of  the  Xew  Croton  Dam. 

967.  Foreign  Datfis.  The  preceding  six  dams  are  the  largest  in 
America,  and  are  considerablv  larger  than  anv  other  in  the  world. 
For  a  list  of  fortv-six  masonn'  dams  higher  than  100  feet,  fifteen  of 
which  are  in  the  Uniteil  States,  see  Wegniann's  Design  and  Con- 
struction  of  Dams,  page  400.  The  profiles  of  many  of  the  high  nia- 
sonr>'  dams,  particularly  tlie  oKler  ones,  are  exceeiiingly  extravagant. 

968.  Thi  Plah.  If  the  w:)Il  is  to  l^  one  side  of  a  rectangular 
reservoir,  ail  the  vertical  sei^tions  will  1^  alike:  and  therefore  the 
heel,  the  toe,  and  :he  crvst  will  all  \^  straigh:.  If  the  wall  is  to  lie 
a  dam  across  a  narri>w  vallev.  the  b.eigl;:  of  the  masonr\".  and  con- 
sequently  its  thickness  a:  The  Kmtoiv..  will  Ix?  cieater  at  the  center 
*han  av  the  aides.  In  tV.is  casc  the  sovor:»l  vertical  cn^ss  sections 
may  l>e  placed  vl  ><^  'V.:;:  :l.e  i  rt^s:  w:!*.  iv  s:ra:ch:.  or  ^2  m^  that  the 
heel  wf.l  l^  srrai:;'!'.:  :n  i\;ir..  or  ■  ^  >o  \\\:\:  :ho  t*^  will  l^  straight  in 
plar..  Sir.oe  iV.e  :;i^>:tx\.:v.  :Vjro  o:"  :::o  :  V.o\ 're:  :o,^l  pn^r.Ie  is  nearly 
verii:^.  there  \^:!'.  ":x^  vi:y  *.:::'.c  .iirvrt^r.ro  :r.  :!.e  :or:v*  of  ihe  dam 
whether  the  ?ovcr;i;  iro^*;  Mv::or.>  ;iro  ;^'.;ntv*  ::i  the  r.rs:  or  the 
?ieo«^r.d  positior.  :.>  :-:\vc.  1:  :V.o  ir\^>:  :>  sTiiiizV.:.  the  hee:.  in  plan. 
u":'l  ':v  r.e;»r!v  sv  ::  the  ^rt>t  !>  >:';i:;:ht.  •':.o  t-x-.  :r.  v !:»::.  w:]!  l^  tlie 
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only  as  grjivity  dams,  is  the  same,  since  the  cross  sections  at  like 
distances  from  the  center  are  the  same.  3.  The  form  with  a  curved 
crest  and  straight  toe  will  have  a  slight  advantage  due  to  its  possible 
.action  as  an  arch. 

However,  it  is  not  necessary  to  discuss  further  the  relative 
advantages  of  these  two  types,  since  it  will  presently  be  shown  that 
both  the  toe  and  the  crest  of  a  gravity  dam  should  be  curved. 

970.  Gravity  vs.  Arch  Dams.  A  dam  of  the  pure  gravity  type 
is  one  in  which  the  sole  reliance  for  stability  is  the  weight  of  the 
masonry.  A  dam  of  the  pure  arch  type  is  one  relying  solely  upon  the 
arched  form  for  stability.  With  the  arched  dam,  the  pressure  of  the 
water  is  transmitted  laterally  through  the  horizontal  sections  to  the 
abutments  (side  hills).  The  thickness  of  the  masonry  is  so  small 
that  the  resultant  of  the  horizontal  pressure  of  the  water  and  tho 
weight  of  the  masonry  passes  outside  of  the  toe;  and  hence,  con- 
sidered only  as  a  gravity  dam,  is  in  a  state  of  unstable  equilibrium. 
If  such  a  dam  fails,  it  will  probably  be  by  the  crushing  of  the  masonry 
at  the  ends  of  the  horizontal  arches.  In  the  present  state  of  our 
knowledge  concerning  the  elastic  yielding  of  masonry,  we  can  not 
determine,  with  any  considera])le  degree  of  accuracy,  the  distribution 
of  the  pressure  over  the  cross  section  of  the  arch. 

If  it  were  not  for  the  incompleteness  of  our  knowledge  of  the  laws 
governing  the  stal)ility  of  masonry  arches,  the  arch  dam  would 
doubtless  be  the  best  type  form,  since  it  requires  less  masonry  for 
any  particular  case  than  the  pure  gravity  form.  The  best  infor^ 
niation  we  have  in  re.«^ard  to  the  stability  of  masonry  arches  is  derived 
from  experience.  The  largest  vertical  voussoir  arch  in  the  world  has 
a  span  of  295  feet,  and  the  lonc;ost  vertical  concrete  arch  has  a  span 
of  2S0  feet,  while  most  masonry  dams  have  spans  several  times  as 
long. 

The  experience  with  large  arches  is  so  limitiKl  (see  Table  90, 
page  648,  and  Table  99,  page  703),  as  to  render  it  unwise  to  make  the 
stability  of  a  dam  deixMid  wholly  upon  its  action  as  an  arch,  except 
under  "the  most  favorable  conditions  as  to  rigid  side-hills  and  also 
under  the  mosi  unfavorable  conditions  as  to  cost  of  masonry. 

971.  Examples  of  Arch  Dams.  Apparently  there  are  only  three 
dams  of  the  pure  arcli  type  in  the  world — the  Zola,  the  Hoar  Valley, 
and  the  Upper  Otay.  A  fourth  dam — the  Sweetwater — closely 
approaches  the  arch  type.  Fig.  104,  page  484,  shows  the  profiles 
of  these  four  dams,  and  also  the  position  of  th(»  resultant  pressure  on 
the  foundation.  The  position  of  tlu»  resultant  shows  that  no  one 
of  the  pure  arcli-ty|K»  dams  is  as  stable  as  a  gravity  dam;  and  the 
stability  of  tlie  Sweetwater  Dam  is  at  least  doubtful  when  con.sidere<i 

ft. 
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Sweetwater  Dam  has  been  tested  practically.  Water  stood  for 
several  days  within  a  "few  inches"  of  the  flow  line  of  the  Bear 
Valley  Dam;  and  for  several  days  water  22  inches  deep  flowed  over 
the  crest  of  the  Sweetwater  Dam,  which  was  5.5  feet  more  than  it  was 
designed  to  carry.  In  neither  case  was  any  damage  done  by  the 
unexpectedly  high  water. 

The  Bear  Valley  Dam  was  built  in  1884  in  the  Bernardino  Moun- 
tains in  California  to  store  water  for  irrigation.  The  arch  type  was 
adopted  because  of  the  excessive  cost  of  transporting  cement  from 


Zola  Dam. 
Fio.   104. — Profiles  of  Arch  Dams. 

the  railroad  to  the  site  ($10.00  per  barrel).  The  crest  of  the 
dam  is  about  300  ft.  long,  and  is  curved  up-stream  with  a  radius 
of  335  ft. 

The  Upper  Otay  Dam  is  situated  about  20  miles  southeast  of  San 
Diego,  California.  The  length  of  the  dam  on  top  is  350  ft.,  the 
radius  being  359  ft.  The  up-stream  face  is  vertical.  The  dam  was 
completed  several  years  ago,  but  the  catchment  area  is  so  limited 
that  the  reservoir  has  never  been  full,  nor  will  it  likely  ever  be  filled. 

The  Zola  Dam,  named  after  the  designer — the  father  of  the  noted 
novelist, — was  l)uilt  in  1843  to  form  a  reservoir  for  supplying  water 
to  the  city  of  Aix,  France.  The  length  on  top  is  205  ft.,  and  the 
radius  at  the  crown  is  158  ft. 

The  Sxoeeiwater  Dam  was  constructed  about  12  miles  southeast 
of  San  Diego,  California,  in  1887-88,  to  store  water  for  irrigation  and 
municipal  supply.  At  first  the  dam  had  a  height  of  60  ft.  and  the 
profile  shown  in  Fig.  104  by  the  dotted  line.  The  length  on  top 
is  380  ft.,  and  the  radius  of  the  top  of  the  up-stream  face  222  ft. 
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972.  Curved  Gravity  Dams.  Although  it  is  not  generally  wise 
to  make  the  stability  of  a  dam  depend  entirely  upon  its  action  as  an 
arch,  a  gravity  dam  should  be  built  in  the  form  of  an  arch,  i.e.,  with 
both  crest  and  toe  curved,  and  thus  secure  some  of  the  advantages 
of  the  arch  type.  The  vertical  cross  section  should  be  so  propor- 
tioned as  to  resist  the  water  pressure  by  the  weight  of  the  masonry 
alone,  and  then  any  arch-like  action  will  give  an  additional  margin 
for  safety.  If  the  section  is  proportioned  to  resist  by  its  weight 
alone,  arch  action  can  take  place  only  by  the  elastic  yielding  of  the 
masonry  under  the  water  pressure;  but  it  is  known  that  masonry 
will  yield  somewhat,  and  that  therefore  there  will  be  some  arch  action 
in  a  curved  gravity  dam.  Since  but  little  is  known  about  the  elas- 
ticity of  stone,  brick,  and  mortar  (see  §  21),  and  almost  nothing  at 
all  about  the  elasticity  of  actual  masonry,  it  is  impossible  to  deter- 
mine accurately  the  amount  of  arch  action,  i.e.,  the  amount  of  pres- 
sure that  is  transmitted  laterally  to  the  abutments  (side-hills).* 

973.  In  addition  to  the  increased  stability  of  a  curved  gravity 
dam  due  to  arch  action,  the  curved  form  has  another  advantage. 
The  pressure  of  the  water  on  the  back  of  the  arch  is  everywhere 
perpendicular  to  the  up-stream  face,  and  can  be  decomposed  into 
two  components — one  perpendicular  to  the  chord  (the  span)  of  the 
arch,  and  the  other  parallel  to  the  chord  of  the  arc.  The  first  com- 
ponent is  resisted  by  the  gravity  and  arch  stability  of  the  dam,  and 
the  second  throws  the  entire  up-stream  face  into  compression.  The 
aggregate  of  this  lateral  pressure  is  equal  to  the  water  pressure  on 
the  projection  of  the  up-stream  face  on  a  vertical  plane  perpendicular 
to  the  span  of  the  dam.  This  pressure  has  a  tendency  to  close  all 
vertical  cracks  and  to  consolidate  the  masonry  transversely — which 
effect  is  very  desirable,  as  the  vertical  joints  are  always  less  per- 
fectly filled  than  the  horizontal  ones.  This  pressure  also  prepares 
the  dam  to  act  as  an  arch  earlier  than  it  would  otherwise  do,  and 
hence  makes  available  a  larger  amount  of  stability  due  to  arch  action. 

The  compression  due  to  these  lateral  components  is  entirely 
independent  of  the  arch  action  of  the  dam,  since  the  arch  action 
would  take  place  if  the  pressure  on  the  dam  were  everywhere  per- 
pendicular to  the  chord  of  the  arc.  Further,  it  in  no  way  weakens 
the  dam,  since  considered  as  a  gravity  dam  the  effect  of  the  thrust  of 
the  water  is  to  relieve  the  pressure  on  the  back  face,  and  considered 
as  an  arch  the  maximum  pressure  occurs  at  the  sides  of  the  down- 
stream face. 

*  For  a  method  of  computing  this  distribution  for  the  Shoshone  and  Pathfinder 
Dams,  see  an  article  by  Messrs.  Wisner  and  Wheeler  in  Engineering  NewSf  vol.  liv,  p. 
141 ;  and  for  a  similar  discussion  for  the  Che^man  Dam,  see  Trans.  Amer.  See.  C.  E., 
vol.  Uii,  p.  108-32. 
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The  curved  dam  is  a  little  longer  than  a  straight  one,  and  hence 
would  cost  a  little  more.  The  difference  in  length  between  a  chord 
and  its  arc  is  given,  to  a  close  degree  of  approximation,  by  the  formula 


*  +  2ri3'=''(l+  24?)' 


* 

in  which  a  —  the  length  of  the  arc,  c  =  the  length  of  the  chord, 
and  r  =  the  radius.  This  shows  that  the  increase  in  length  due  to 
the  arched  form  is  comparatively  slight.  For  example,  if  the  chord 
is  equal  to  the  radius,  the  arc  is  only  ^,  or  4  per  cent,  longer  than 
the  chord.  Furthermore,  the  additional  cost  is  less,  proportionally, 
than  the  additional  quantity  of  masonry;  for  example,  10  per  cent 
additional  masonry  will  add  less  than  10  per  cent  to  the  cost. 

974.  Finally,  a  curved  dam  can  resist  changes  of  temperature 
better  than  a  straight  dam.  The  expansion  and  contraction  of 
masonry  is  something  Uke  1  inch  per  100  feet  per  100°  F.  change 
of  temperature,  and  a  drop  in  the  temperature  of  the  dam  of  20° 
would  cause  a  tension  of  something  like  500  lb.  per  sq.  in.  Since 
such  a  change  might  occur — particularly  when  the  reservoir  was 
partly  empty, — and  since  no  masonry  could  stand  that  tension,  it  is 
wise  to  prevent  the  possibility  of  any  such  stress  by  building  a 
gravity  dam  convex  up-stream.  The  face  of  a  curved  gravity  dam 
is  likely  to  be  in  compression  due  to  the  overturning  effect,  and  the 
back  in  compression  due  to  the  arch  action;  that  is,  the  tendency 
of  the  overturning  moment  is  to  produce  compression  in  the  down- 
stream face,  while  the  tendency  of  the  arch  action  is  to  produce 
compression  in  the  up-stream  face.  However,  there  is  not  likely  to 
be  much  of  either  action  above  the  surface  of  the  water — the  portion 
exposed  to  the  greatest  changes  of  temperature, — but  nevertheless 
the  possibility  of  some  such  action  is  worth  a  little  additional  cost. 
The  limitations  of  space  prevent  a  discussion  of  the  matter. 

976.  There  are  forty-six  masonry  dams  in  the  world  over  100 
ft.  high;  and  of  the  forty-four  whose  plans  are  known,  two  are  of  the 
pure  arch  type,  twenty-eight  of  the  curved  gravity  type,  and  fourteen 
of  the  straight  gravity  type. 

976.  Overfall  Dams.  The  preceding  discussion  relates  to 
dams  which  are  not  submerged.  An  overfall  or  submerged  dam 
must  resist,  in  addition  to  the  hydrostatic  forces  that  tend  to  slide 
or  overturn  it,  the  dynamic  action  of  large  volumes  of  water  flowing 
over  it.  The  pounding  and  erosive  action  of  the  overflow  may  be 
diminished  by  giving  the  down-stream  face  such  a  curve  as  will  cause 
the  water  to  slide  or  roll  down  it  with  the  least  disturbance. 

The  theory  of  the  best  cross  section  for  an  overfall  dam  is  not 
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Fio.  105. — RoLLWAT  OP  Atlanta  Dam. 


fully  settled;    but  Fig.  105  shows  the  cross  section  of  a  dam  near 
Atlanta,  Georgia,  which  is  representative  of  good  practice. 

977.  Solid  vs.  Hollow  Dams.  The  preceding  discussion  relates 
solely  to  a  soUd  dam,  in  which  for  economy  the  cross  section  is  as 
narrow  as  consistent  with  stability,  and  the  batter  of  the  up-stream 
face  is  relatively  quite  small.  In  this  form  of  dam,  the  horizontal 
thrust  of  the  water  is  re- 
sisted chiefly  or  wholly  by 
the  weight  of  the  masonry, 
i.e.,  the  vertical  component 
•^f  the  water  pressure  is  an 
Uiiimportant  factor  of  the 
stability.  Such  a  dam 
might  with  propriety  be 
called  an  upright  dam. 

Since  the  invention  of 
reinforced  concrete,  a  new 
type  of  dam  has  been  in- 
troduced, viz.:  a  hollow 
dam  having  a  very  broad 
base  and  a  relatively  great 
batter  on  the  up-stream 
face.  In  this  form,  the  vertical  component  of  the  pressure  of  the 
water  on  the  back  of  the  dam  is  an  important  factor  of  the  stabil- 
ity. Such  a  dam  could  with  propriety  be  called  an  inclined  dam, 
and  is  with  less  propriety  often  called  a  pressure  dam, 

978.  The  inclined  dam  consists  of  a  series  of  vertical  abutments 
spaced  10  to  15  feet  apart,  covered  on  the  up-stream  side  with  a 
continuous  deck.  If  the  dam  is  submerged,  there  may  or  may  not 
be  a  rollway  on  the  down-stream  side.  The  abutments  may  be 
braced  by  horizontal  struts  between  them;  and  sometimes  inter- 
mediate floors  are  laid  between  the  buttresses,  electric  machinery,  etc., 
l>eing  placed  in  the  compartments  thus  formed.  Fig.  106  shows  the 
cross  section  of  a  hollow  reinforced-cjncrete  dam.  The  advantages 
of  this  form,  which  is  patented,  are:  (1)  being  hollow  it  requires  only 
a]:>out  40  per  cent  as  much  concrete  as  a  solid  dam;  (2)  being  light 
it  pnves  a  less  pressure  upon  the  foundation;  and  (3)  on  account 
of  the  great  slope  of  the  up-stream  face,  it  gives  a  nearly  uniform 
pressure  on  the  foundation. 

For  the  complete  analysis  of  the  stresses  in  such  a  dam,  see 
Engineering  News,  Vol.  lix,  pages  452-53. 

979.  Quality  op  thb  Masonry.  It  is  a  well-settled  principle 
that  any  masonry  structure  which  sustains  a  vertical  load  should 
have  no  continuous  vertical  ioints     Dams  support  both  a  boiizontnl 
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and  a  vertical  pressure,  and  hence  neither  the  vertical  nor  the  hori- 
zontal joints  should  be  continuous.  This  requires  that  the  masonry 
shall  be  broken  ashlar  (Fig  70,  page  280)  or  random  squared-stone 
masonry  (Fig.  71,  page  280),  or  uncoursed  rubble  (Fig.  72,  page  281). 
In  the  past,  the  last  was  generally  employed,  particularly  for  large 
dams;  but  recently  rubble  concrete  (§  580)  seems  to  be  preferred, 
since  it  is  more  easily  laid  and  requires  3  to  5  per  cent  less 
cement.  Sometimes,  however,  one  or  both  faces  of  the  dam  are 
laid  with  cut  stone,  and  the  interior  is  filled  with  concrete  or  rubble 
concrete,  the  face  masonry  being  carried  up  ahead  of  the  concrete 


Fig.  106. — Ellsworth  (Maine)  Hollow  Dam. 

to  act  as  forms.  The  joints  on  the  faces  should  be  as  thin  as  possible, 
to  diminish  the  effect  of  the  weather  on  the  mortar  and  also  the  cost 
of  repointing.  In  ordinary  walls,  much  more  care  is  given  to  fill 
completely  the  horizontal  joints  than  the  vertical  ones;  but  in  dams 
and  reservoir  walls,  it  is  equally  important  that  the  vertical  joints 
also  shall  be  completely  filled. 

980.  Bibliography.  For  an  elaborate  treatise  on  dams — 
masonry,  earth,  rock-fill,  timber,  and  steel — and  also  the  principal 
movable  dams,  see  Wegmann's  Design  and  Construction  of  Dams 
(John  Wiley  and  Sons,  New  York,  1907),  which  also  contains  an 
exhaustive  classified  bibliography  of  dams. 


CHAPTER  XVIII 
RETAINING  WALLS 

982.  Definitions.  Retaining  wall  is  a  wall  of  masonry  for 
sustaining  the  pressure  of  earth  deposited  behind  it  after  it  is  built. 
A  retaining  wall  is  sometimes  called  a  revetment  wall,  although  that 
term  ordinarily  means  a  face  or  slope  wall  (see  the  next  paragraph). 

Face  wall,  or  slope  wall,  is  a  species  of  retaining  wall  built  against 
the  face  of  earth  in  its  undisturbed  and  natural  position.  Obviously 
it  is  much  less  important  and  involves  less  difficulties  than  a  true 
retaining  wall. 

Buttresses  are  projections  in  the  front  of  the  wall  to  strengthen  it. 
They  are  not  often  used,  on  account  of  their  unsightliness,  except 
as  a  remedy  when  a  wall  is  seen  to  be  failing. 

Counterforts  are  projections  at  the  rear  of  the  wall  to  increase 
its  strength.  They  are  of  doubtful  economy  with  block  in  course 
masonry,  but  are  valuable  in  a  reinforced  concrete  wall. 

Land-ties  are  long  iron  rods  which  connect  the  face  of  the  wall 
with  a  mass  of  masonry,  a  large  iron  plate,  or  a  large  wooden  post 
bedded  in  the  earth  behind  the  wall,  to  give  additional  resistance  to 
overturning. 

Surcharge.  If  the  material  to  be  supported  slopes  up  and  back 
from  the  top  of  the  wall,  the  earth  above  the  top  is  called  the  sur- 
charge, 

983.  Retaining  walls  are  frequently  employed  in  railroad  work, 
on  canals,  about  harbors,  etc.;  and  the  principles  involved  in  the.ir 
construction  have  more  or  less  direct  application  in  arches,  in  tunnel- 
ing and  mining,  in  timbering  of  shafts,  and  in  the  excavation  of  deep 
trenches  for  sewers,  etc.,  and  in  military  engineering. 

Art.  1.    Theory  of  Stability. 

984.  Methods  of  Failure.  A  retaining  wall  proper  may  fail 
(1)  by  sliding  on  the  plane  of  any  horizontal  joint,  or  (2)  by  over- 
turning about  the  front  edge  of  any  horizontal  joint,  or  (3)  by 
crushing  at  the  front  edge  of  any  horizontal  section.  The  preceding 
methods  of  failure  refer  to  the  body  of  the  wall  and  not  to  the  foun^ 
dation. 

4»> 
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A  wall  which  is  held  at  the  top  may  fail  by  bulging  out  near  the 
center;  but  such  a  wall  is  not  rightly  called  a  retaining  wall,  and 
is  not  considered  In  this  connection.  Such  a  wall  acts  as  a  masonry 
beam,  and  not  by  its  weight  as  a  true  retaining  wall. 

988.  DirFiCTn.TiES  of  the  Pbobuh.  In  the  discussion  of  the 
stability  of  dams,  it  was  shown  that  in  order  to  determine  the  effect 
of  the  thrust  of  the  water  against  the  wall,  it  is  necessary  to  know 
(1)  the  amount  of  the  pressure,  (2)  its  point  of  appUcation,  and  (3) 
the  direction  of  its  line  of  action.  Similarly,  to  determine  the  effect 
of  the  thrust  of  a  bank  of  earth  against  a  wall,  it  is  necessary  tc 
know  (1)  the  amount  of  the  pressure,  (2)  its  point  of  appUcation, 
and  (3)  its  line  of  action. 

In  the  present  state  of  our  knowledge  but  little  is  known  con- 
cerning the  amount,  the  point  of  application,  or  the  line  of  action  of 
the  lateral  pressure  of  earth  against  a  retaining  wall.  The  difficulties 
in  the  matter  may  be  briefly  explained  as  follows:  AC,  Fig.  107,  rep- 
resents the  back  of  a  retaining  wall,  and 

^ —  .4D  thesurfaceof  the  ground.     Theearth 

I  has  a  tendency  to  break  away  and  come 

down  some  line,  as  CD.    The  force  tend- 
ing to  bring  the  earth  down  is  its  weight; 
;'  and  the  forces  tending  to  keep  it  from 

,/  coming  down  are  the  friction  and  the 

/  cohesion  along  the  line  CD,  and  the  re- 

sistance of  the  wall.     The  pressure  against 
the  wall  depends  upon  the  form  of  the 
Pj^  jQy  line  CD.      If  the   constants  of    weight, 

friction,  and  cohesion  of  any  particular 
ground  were  known,  possibly  the  form  of  CD,  and  also  the  amount, 
point  of  application,  and  line  of  action  of  the  thrust  on  the  wall 
could  be  determined;  but  at  present  there  are  no  adequate  experi- 
mental data  on  this  subject. 

Notwithstanding  the  fact  that  since  the  earliest  ages  constructors 
have  known  by  practical  experience  that  a  mass  of  earthwork  will 
exert  a  severe  lateral  pressure  upon  a  wall  or  other  retaining  structure, 
there  is  probably  no  other  subject  connected  with  the  constructor's 
art  in  which  there  exists  the  same  lack  of  exact  experimental  data. 
On  the  other  hand,  there  is  almost  no  other  phase  of  construction 
in  which  there  is  proportionally  an  equal  amount  of  theoretical 
mathematical  investigation.  Ajjpaiently,  each  new  investigator 
has  recognized  the  inadequacy  of  former  theories,  and  has  sought  to 
present  a  new  one  with  the  hope  that  it  mipht  lie  more  satisfactory. 
Of  course,  niallieniatical  investigations  unsupported  by  experiments 
or  experience  arc  a  very  uncertain  guide. 
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9SS.  TheOBIKS  of  Latibal  Fbissure  of  Eabth.  The  numerous 
theories  of  the  lateral  pressure  of  earth  may  be  divided  into  two 
classes,  viz.: 

1.  The  firat  class  consUts  of  those  theories  that  assume  that 
when  a  retaining  wall  fails,  a  prism  of  earth  severs  its  connection 
from  the  bank  and  slides  on  a  plane  surface  called  the  plane  of  rup- 
ture The  first  theory  of  this  class  was  proposed  by  Coulomb  in 
1773;  and  it  has  since  been  elaborated  by  Poncelet  (1840)  and 
Scheffler  (1$57);  and  ingenious  graphical  solutions  have  been  pro- 
posed by  Moh.  and  von  Ott.  This  theory  is  frequently  used;  and 
is  usually  called  Coulomb's  theor>-,  but  sometimes  the  "theory  of 
the  prism  of  maximum  pressure." 

2.  The  theories  of  the  second  class  are  founded  upon  what  is 
called  the  principle  of  conjugate  pressures,  whereby  the  differential 
equations  representing  the  equilibrium  of  a  particle  in  the  interior 
of  the  supported  earth  are  first  established,  and  then  by  integration 
the  total  resultant  earth  pressure  is  deduced.  This  theory  was 
proposed  by  Rankine  in  1858,  and  has  since  been  elaborated  by 
Levy,  Winkler,  Mohr,  and  Weyrauch  (1878);  and  ingenious  graphical 
solutions  have  been  proposed  by  .Culmann,  Greene,  SchefBer,  von 
Ott,  and  Winkler.  This  theory  is  usually  called  Rankine's,  but  some 
times  "the  theory  of  conjugate  stresses." 

987.  The  several  theories  of  the  lateral  pressure  of  earth  will  be 
considered  under  three  heads,  viz.:  (I)  theories  for  the  amount  of 
the   pressure;    (2)   theories   for   the 

direction  of   the   pressure;    and  (3)  5' 

theories  for  its  point  of  application.  »*-'''i^ 

98S.  The<m«s  for  the  Amoiint  of  the  J^e    W 

Lataral  Piounn.     Although  it  is  fre-  yj-""^^       '.°-' 

quently  claimed  that  the  two  classes  of  r/yvAr—^o    / 

theories  are  essentially  different  in  i/y//lS^  ^^v 

their  fundamental  assumptions,  and         f////^     ■   "A  ^ 

although  the  mathematical  processes        y//yC\      ?  ■"^'Lj!^-^^^    ■ 
employed  in  the  two  cases  areentirely       //yVVylL/  V^-V*^^^ 
different,  the  formulas  for  both  classes     j //yyyii/%f--^^ 

oftheoriesare  only  special  cases  of  a    Z '.'////U<^  - -L . I 

single  general  equation,  as  will  now 

be  shown.  Fig.  108. 

■  In  Fig.  108,  AB  is  the  back  of  a 
wall  which  makes  an  angle  ^  with  the  horizontal;  BC  is  the  natural 
slope,  which  makes  an  angle  ^  with  the  horizontal;  BM  is  the 
plane  of  rupture,  which  makes  an  unknown  angle  x  with  the  hori- 
zontal; O  is  anj'  point  in  the  supported  earth;  H'  is  the  weight  of  the 
priam  ABM;  OL  is  perpendicular  to  AB,  and  ON  is  perpendicular 
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to  BM.  The  force  W  is  resolved  into  two  components  E  and  R, 
the  former  making  an  unknown  angle  z  with  the  normal  to  the 
back  of  the  wall  and  the  latter  an  angle  <f>  with  the  normal  to  the 
plane  of  rupture. 

h  =  the  vertical  height  of  the  wall; 

E  «=  the  pressure  of  the  earth  against  the  back  of  the  wall,  the 
angle  between  E  and  the  normal  to  the  back  of  the  wall 
being  z; 
w  =  the  weight  of  a  cubic  unit  of  the  earth; 
W  =  the  weight  of  the  earth  prism,  per  unit  of  length  of  the 

wall,  causing  the  maximum  lateral  pressure; 
0  =  the  angle  between  the  back  of  the  wall  and  the  horizontal; 
<!>  =  the  angle  of  repose  of  earth,  i.e.,. the  angle  between  the 

natural  slope  and  the  horizontal; 
X  =  the  unknown  angle  between  the  plane  of  rupture  and  the 

horizontal; 
z  =  the  unknown  angle  between  the  resultant  earth  pressure 
and  the  normal  to  the  back  of  the  wall; 
It  is  assumed  that  the  earth  prism  ABMy  Fig.  108,  is  in  equilib- 
rium under  the  action  of  three  forces:    (1)  the  weight  of  the  mass: 
(2)  the  resultant  reaction  of  the  wall,  which  is  equal  and  opposite  to 
E'y   and  (3)  the  resultant  reaction  of  the  plane  BM,  which  is  equal 
and  opposite  to  22.     Under  these  assumptions, 

sinWOR 

sinWRO ^^ 

W  ^'w  (area  ABM)  =^  i  w.  AB  sin  ABM.  BM 

-       ,,  sin  (0  —  d)  sin  (6  —  x) 

^  -h  w  nr ^-rw  - — ? — ^-^i — 

sin  $  sin  (x  —  p) 

The  angle  WOR  =  a:  -  0,  and  the  angle  WRO  =  tf  +  z-x  +  ^. 
Substituting  these  values  in  equation  1  gives 

F  =  l.n  /|2  — ^^^  (^  -  d)  sin  {0-  x)  sin  (x  -  <^)  ' 

^'^"'  sin'  0  sin  {x  -  d)  sin  ($  -^  z  -  x  +  <!>)      '   ^"^^ 

To  find  the  greatest  thrust  of  the  earth  against  the  wall,  differ- 
entiate equation  2  with  reference  to  E  and  x,  and  find  the  maximum 
value  of  E.  To  differentiate  equation  2,  all  of  the  terms  containing 
X  must  first  be  reduced  to  the  form  cot  (0  —  x).  This  transforma- 
tion and  the  subsequent  differentiation  and  reduction  .are  too  long 
to  be  presented  here.     The  maximum  value  of  E  is 

E^ ^^y^.^,,,, .       (3) 


sin^  0  sin  (0  +  z 


\(l  ^     lsin{(t>  -f^)sin\(l>  4-  z)y 
V        yisin  {$  -d)  sin  iO-}- z)J 
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989.  Equation  3  is  a  general  formula  for  the  maximum  lateral 
pressure  of  earth  against  a  retaining  wall  in  terms  of  2,  the  unknown 
angle  between  the  resultant  earth  pressure  and  the  normal  to  the 
back  of  the  wall.*  Obviously  equation  3  is  limited  to  values  of 
d  not  greater  than  ^,  and  to  values  of  6  greater  than  ^.  The  angle 
8  may  be  either  plus  or  minus;  and  $  may  l)e  more  or  less  than  90°. 
A  trial  will  show  that  E  increases  with  both  $  (the  angle  of  the  back 
of  the  wall  with  the  horizontal)  and  d  (the  angle  of  the  surcharge). 

For  an  investigation  as  to  the  reliability  of  theoretical  formulas, 
see  §  99S-1013. 

990.  Coulomb' is  Formula,  If  we  assume  (1)  that  the  earth 
surface  is  horizontal,  i.e.,  that  8  =^  0^  (2)  that  the  back  of  the  wall 
is  vertical,  i.e.,  that  B  —  90°,  and  (3)  that  the  resultant  earth  pres- 
sure is  normal  to  the  back  of  the  wall,  i.e.,  that  z  ==  Oy  then  equa- 
tion 3  becomes 

E  =^  iwh^  tan'  (45°  -  i^) (4) 

which  is  the  well-known  expression  first  deduced  by  Coulomb  in  1773. 

991.  Rankine's  Formulas.  If  we  assume  that  the  resultant  earth 
pressure  makes  an  angle  with  the  normal  to  the  back  of  the  wall 
equal  to  the  angle  of  repose  of  earth  on  earth,  that  is,  if  we  assume 
that  the  angle  of  friction  between  the  earth  and  the  back  of  the  wall 
is  the  same  as  that  of  earth  on  earth,  then  z  ^  <t>,  and  equation  3 
becomes 

^ hwh^^r^^{e-<t>)  (5) 

\         \sin{e-S)sin{  e+<f>)  J 

which  is  Rankine^s  formula  for  the  pressure  against  a  wall  having 
an  inclined  back. 

If  we  assume  further  that  the  back  of  the  wall  is  vertical,  and 
also  that  the  line  of  action  of  the  resultant  lateral  pressure  of  the 
earth  is  parallel  to  the  surface  of  the  earth,  then  0  =  90°  and  hence 
z  =  d,  and  equation  3  becomes 

^ i'i^h^  cos"  <i>  .g. 

rn.^  r^^     lsin(<l>-^d)sin(<l>-S)y 

which  is  Rankine's  general  formula  for  the  pressure  against  a  vertical 
wall  carrying  a  surcharge  at  an  angle  S, 
U  d  =  <j},  as  is  usually  assumed,  then 

E  ^  iwK'cos^} (7) 

*  Apparently  this  formula  was  first  deduced  by  Prof.  Mansfield  Merriman — 
see  page  35  of  his  Retaining  Walls  and  Masonry  Dams,  John  Wiley  and  Sons,  New 
York,  1892. 
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which  is   Rankine's   formula  for    a  surcharge   at  the    angle    of 
repose. 

992.  WeyrmiMi  Formvla.  If  it  be  assumed  that  the  earth 
pressure  is  normal  to  the  back  of  the  wall,  then  z  ^  0,  and  equation 
3  becomes 


^ jwh^  sin"  (6  -  4>) 


siv?e  (l  +     I  sin  {<i>  --<?)  sin    <t>y 
\        \  sin  (O-^d)    sin      OJ 


(8) 


which  is  one  of  the  formulas  proposed  by  Weyrauch  in  1878. 

993.  PonceleVs  Formula,  If  it  l)e  assumed  that  z  ^  ^,  d  '^  0, 
and  6  =»  90°,  then  equation  3  becomes 

„  it  wh^  cos  d> 

E  = 7= — (9) 

(1  +  y/2  sin  (f>y  ^  ' 

which  is  the  expression  deduced  by  Poncelet  in  1840. 

994.  Theories  for  the  Point  of  Application  of  the  Pressure.    In  all 

theories,  the  amount  of  the  lateral  pressure  is  given  by  equation  3, 
page  492,  or  by  an  equation  easily  derived  therefrom;  and  since 
by  that  formula  the  pressure  varies  as  /i',  i.e.,  as  the  square  of  the 
vertical  height  of  the  wall,  it  is  always  assumed  in  theoretical  in- 
vestigations that  the  lateral  pressure  of  earth  follows  the  law  of  liquid 
pressure  and  that  therefore  the  point  of  application  is  J  A  from  the 
bottom  of  the  wall.  For  a  comparison  between  theory  and  ex- 
periment on  this  point,  see  §  1001-8. 

996.  Theories  for  the  Direction  of  the  Pressure.  Equation  3, 
page  492,  gives  the  maximum  lateral  pressure  in  terms  of  z,  the  un- 
known angle  between  the  resultant  pr**ssure  and  the  normal  to  the 
back  of  the  wall.  The  real  value  of  z  can  not  be  determined  theo- 
retically; and  hence  different  investigators  have  assumed  different 
values  for  this  angle. 

It  seems  reasonable  to  assume  that  the  true  value  of  z  must  lie 
between  0°  and  the  angle  of  friction  of  the  earth  against  the  back  ^^ 
the  wall;  but  the  angle  of  friction  against  the  rough  back  of  a  stone- 
block  wall  is  not  known,  and  hence  it  is  usual  to  assume  values  of 
z  between  0  and  ^.  For  a  level  bank  of  earth,  i.e.,  for  5  =  0,  the 
value  of  E  is  less  iox  z  —  ^  than  for  2:  =  0;  but  for  a  surcharge,  i.e., 
for  large  values  of  5,  J5  is  larger  for  z  =^  (j)  than  for  2  =  0. 

Usually  the  advocates  of  the  theoiy  of  the  prism  of  maximum 
thrust  have  assumed  that  the  resultant  pressure  is  normal  to  the 
wall,  i.e.,  that  z  in  equation  3  is  equal  to  zero  ;  and  usually  those  who 
use  the  principle  of  conjugate  pressures  have  assumed  that  the 
resultant  pressure  is  parallel  to  the  surface  of  the  .supported  earth, 
i.e.,  that  z  in  equation  3  is  equal  to  90°  —  ^  +  5. 
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996.  Angle  of  RspoM.  To  apply  any  of  the  preceding  formubis 
for  the  lateral  thrust  of  earth,  it  is  neccssan*  to  know  ^,  tin*  an|^ 
of  repose  of  the  earth.  T^Js  angle  may  Ixj  dctonnined  ai?  follows: 
Thoroughl}'  puiverize  a  mass  of  earth  so  as  to  Jestnoy  all  cohosioa 
between  its  particles;  and  then  slowly  pour  it  vertically  upon  a 
horizontal  surface,  thus  forming  a  cone.  The  angle  of  the  sides  of 
this  cone  with  the  horizontal  is  ^,  the  angle  of  repose  or  the  <^gie 
of  natural  slope.  The  particles  of  earth  on  such  a  slope  are  held  in 
equilibrium  by  the  force  of  gra\ity  and  by  friction. 

Table  75  gives  rough  average  values  of  the  angle  of  repose 
and  also  of  the  weight  of  various  kinds  of  earth.  Slight  varia- 
tions in  the  amount  of  moisture  make  great  differences  in  the 
value  of  the  angle  of  repose  and  of  the  weight.  The  results  in  Table 
75  are  about  those  usually  given  in  discussdons  of  the  theory  of  the 
stability  of  retaining  walls;  but  it  will  presently  be  shown  that  any 
such  results  are  not  of  much  value. 


TABLE  75. 
Angle  op  Repose,  Coefficient  of  Friction,  and  Weight  of  Earth. 


Kind  or  Eabtb. 


Alluvium 

Clay,  dry 

Clay,  damp 

Clay,  wet 

Gravel,  coarse 

Gravel,  graded  sizes 

Loam,  dry 

Loam,  moist 

Loam,  saturated . .  . . 

Sand,  dry 

Sand,  moist 

Sand,  .saturated  . . . . 


Anglb  or  Rxposue. 


18* 
26* 

16« 

30° 

40* 
45* 
30* 

36^ 
40*» 
30*» 


Slope. 


Stol 

2tol 

Itol 

3.2  to  1 

1.7tol 
1.2tol 

1.2tol 

1  tol 

1.7  to  1 

1.4  tol 
1.2  tol 
1.7  tol 


CoBrnaiNT 
or  FucnoN, 
Tan  ^. 


0.32 

0.50 
1.00 
0.31 

0.58 
0.84 

0.84 
1.00 
0.58 

0.70 
0.84 
0.58 


WKIOHtV 
L».  I*BH 

Cv.  Ft. 


00 

110 
120 

i:k) 
no 

120 

80 
90 

no 

100 

no 

120 


997.  OoEFFionsNT  OF  COHESION.  The  term  cohesion  will  he 
employed  for  the  force  uniting  the  particles  of  the  earth,  whether  that 
force  be  adhesion  or  true  cohesion.  Friction  resists  the  separation 
of  surfaces  only  when  motion  is  attempted  parallel  to  the  surface 
of  contact,  while  cohesion  resists  motion  in  any  direction.  Cohesion 
is  proportional  to  the  area  of  contact,  depends  upon  the  nature  of 
the  materials,  and  is  independent  of  the  normal  pressure. 
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The  coefficient  of  cohesion,  i.e.,  a  measure  of  the  cohesion  ot 
earth,  may  be  obtained  as  follows:  Dig  a  number  of  trenches  of 
different  depths  with  vertical  sides,  and  lengths  several  times  their 
widths.  Examine  the  trenches  from  time  to  time,  and  after  several 
days  it  will  be  observed  that  all  over  a  certain  depth  will  have  caved 
along  a  line  something  like  CD,  Fig.  109.  Measure  the  distance 
EC,  being  careful  to  choose  a  trench  in  which  C  is  at  least  some 
little  distance  above  the  bottom  of  the  trench.  If  A  =  EC,  w  =  the 
weight  of  a  cubic  unit  of  the  earth,  0  =  the  angle  of  repose,  and 
C  =  the  coefficient  of  cohesion,  then* 


h  w  (I  —  sin  <p) 
4  cos  f 


(10) 


If  w  =  100  lb.  per  cu.  ft.,  and  y  =  30°,  then  C  -  14.4  A,  which 
shows  that  in  ordinary  soil  cohesion  is  equal  to  14,4  lb.  per  sq.  ft. 
per  linear  foot  of  vertical  rupturing  depth.  This  value  of  the  co- 
efficient of  cohesion  is  for  earth  untler  comparatively  light  com- 
pression; but  experiment  and  experience  show  that  compression 
increases  the  cohesion,  and  therefore  the 
value  of  C  deduced  as  above  is  too  small  for 
any  practical  retaining  wall. 

Equation  10  was  deduced  on  the  assump- 
tion that  the  surface  of  rupture  is  a  plane, 
but  it  is  near  enough  correct  to  show  that 
under  ordinary  conditions  cohesion  is  great 
enough  to  affect  materially  the  formulas 
for  the  lateral  thrust  of  earth.  All  formu- 
las for  earth  pressure  assume  that  the 
Pjij   jog  material    to    be    supported    is    clean,    dry 

sand^a  material  that  is  seldom,  or  never, 
found  in  practice, — and  as  all  other  soils  possess  considerable  cohe- 
sion, all  formulas  for  earth  pressure  must  be  regarded  as  approxi- 
mate owing  to  the  disregard  of  cohesion. 

998.  RELIABILITY  OF  THEORETICAL  FOBMIILAS.  There  is  a 
great  difference  of  opinion  among  recognized  authorities  as  to  the 
reliability  of  the  theories  of  earth  pressure.  Some  contend  that  the 
results  are  of  little  or  no  practical  value,  while  others  claim  that  the 
theories  are  as  trustworthy  as  the  theoretical  analysis  relating  to 
any  other  branch  of  construction.  It  is  proposed  to  consider  the 
preceding  theoretical  formulas  in  the  light  of  experience  and  ex- 
periments. 

All  theories  of  earth  pressure  are  based  upon  three  assumptions, 
each  of  which  has  been  seriously  questioned.     The  first  of  these 

*  Memman's  Walls  and  Dams,  p.  6. 
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assumptions  is  that  the  surface  of  rupture  is  a  plane:  the  J^oond  that 
the  point  of  application  of  the  resultant  pressure  is  at  J  of  the  height 
of  the  wall  from  the  bottom;  and  the  third  relates  to  the  angle 
between  the  back  of  the  wall  and  the  resultant  pressure.  For  con- 
venience, each  of  these  assumptions  will  be  considered  separately, 
although  they  are  not  entirely  independent. 

999.  Surface  of  Rapture  a  Plane.  All  theories  assume  that  the 
surface  of  rupture,  CD,  Fig.  107,  page  490,  is  a  plane;  or,  in  other 
words,  all  theories  assume  that  if  a  mass  of  earth  is  just  sustained  by 
a  wall,  there  is  a  certain  plane  along  which  the  prism  of  earth  is  on 
the  point  of  sliding.  This  is  equivalent  to  assuming  that  the  soil  is 
devoid  of  cohesion,  and  is  homogeneous  and  non-compressible. 

This  assumption  is  most  nearly  correct  in  the  case  of  dry,  clean 
sand,  and  most  in  error  with  a  tough,  tenacious  clay.  In  practice, 
sand  is  seldom  either  dry  or  clean;  and  usually  the  material  behind 
the  wall  is  not  even  approximately  pure  sand.  Therefore,  in  most 
cases  this  assumption  is  considerably  in  error.  It  is  common  ex- 
perience that  banks  of  earth  will  frequently  stand,  at  least  for  some 
time,  at  an  angle  considerably  greater  than  the  frictional  angle  of 
repose,  which  is  proof  that  under  ordinary  conditions  the  cohesion 
of  the  earth  is  suificient  to  modify  materially  the  theoretical  results 
for  the  lateral  pressure. 

Further,  universal  experience  shows  that  when  a  bank  of  earth 
breaks  away,  as  when  a  trench  caves  in  (whether  or  not  it  is  sheeted), 
or  when  a  retaining  wall  fails,  the  surface  of  rupture  is  not  a  plane, 
but  is  nearly  vertical  near  the  top,  and  has  a  decided  curvature  at 
the  bottom,  i.e.,  has  a  form  somewhat  like  the  curve  CD  in  Fig.  107, 
page  490.*  In  a  rough  way  the  line  of  fracture  on  the  surface  AD, 
Fig.  107,  is  usually  at  a  distance  back  from  the  vertical  face  equal  to 
about  half  the  height  of  the  face.  The  surface  of  rupture  is  sub- 
stantially the  same  whether  the  earth  is  in  its  natural  undisturbed 
position  or  is  an  artificial  fill,  unless  the  latter  is  freshly  made  and 
composed  of  nearly  dry  material.  Of  course,  any  bank  of  earth 
will  in  time  take  a  slope  at  approximately  the  so-called  angle  of 
repose;  but  even  then  the  surface  of  repose  is  not  strictly  a  plane, 
since  at  its  upper  edge  the  surface  is  convex  upward  and  at  its  lower 
edge  is  concave  upward.  However,  this  natural  slope  is  not  due 
to  any  cleavage  plane  in  the  material,  but  to  the  action  of  rain  and 
wind,  and  perhaps  also  of  frost .« 

The  preceding  shows  that  the  assumption  that  the  surface  of 
rupture  is  a  plane  is  not  in  accordance  with  ordinary  practical  con- 
ditions.    At  the  time  the  earth  is  deposited  behind  a  retaining  wall, 

*  For  numerous  examples  by  various  engineers,  see  Trans.  Amer.  Soc  of  C'.  10., 
vol.  Ix,  p.  1-100. 
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it  has  the  least  cohesion  and  most  nearly  conforms  to  the  theory; 
and  hence  the  theory  most  nearly  represents  the  most  dangerous 
condition.  But  as  the  soil  is  deposited,  the  weight  of  the  upper 
portion  and  the  rain  consolidate  the  lower  strata  and  thereby  in- 
creases the  cohesion ;  and  hence,  unless  the  bank  is  built  rapidly  of 
dry  earth  during  a  dry  time,  the  assumption,  that  the  surface  of  rup- 
ture is  a  plane  does  not  closely  represent  the  facts. 

1000.  All  theories  assume  that  the  coefficient  of  friction  in  the 
interior  of  the  earth  mass  is  the  same  as  on  the  exterior  slope;  or 
in  other  words,  all  theories  assume  that  the  coefficient  of  internal 
friction  is  equal  to  the  tangent  of  the  angle  of  the  natural  surface 
slope.  p]xperiments  show  that  the  angle  of  internal  friction  differs 
materially  from  the  angle  of  surface  slope,  and  probably  varies  some- 
what with  the  pressure.*  The  resistance  of  particles  of  earth  or 
sand  to  moving  on  an  exposed  slope  is  probably  rolling  friction  rather 
than  sliding,  while  the  resistance  involved  in  the  lateral  pressure  of 
earth  is  sliding  friction.  This  is  the  reason  why  there  is  a  difference 
between  surface  friction  and  internal  friction. 

Table  76  shows  the  values  of  the  tangent  of  the  angle  ot 
internal  friction  and  also  of  the  angle  of  the  surface  of  repose  for 
identical  materials  by  the  same  observer. f  There  seems  to  be  no 
constant  relation  between  the  two  sets  of  values;  but  Table  76  shows 
that  the  angle  of  internal  friction  for  most  materials  is  considerably 
smaller  than  the  angle  of  natural  slope.  The  angle  of  internal 
friction  seems  to  depend  upon  the  size  of  the  particles  and  to  increase 
with  the  pressure  and  the  moisture;,  but  additional  experiments  are 
required  to  determine  the  law  of  its  variation. 

TABLE  76. 

Comparison  of  Angles  of  Internal  Friction  and  of  Surface 

Slope. 


Ref. 
No. 


1 
2 
3 
4 
5 
6 


Kind  of  Material. 


Bank  sand . . . 

Riprap 

Sand,  50-100. 

Cinders 

Gravel,  |-inch 
Sand,  30-50.. 


Tangent  of  Angle  of 


Internal 
Friction. 


1.423 
1.097 
0 .  549 
0.474 
0.350 
0.258 


Surface 
Slope. 


1 .  45  to  0.60 
1.00 
0.85 
0.86 
0.85 
0.68 


Angle  of 


Internal 
Friction. 


55° 
48** 
29** 
25° 
19° 
14° 


Surface 
Slope. 


55°-31° 
46° 
40° 
41° 
40° 
34° 


*  E.  P.  Goodrich,  Trans.  Amor.  Soc.  of  C.  E.  vol  liii,  p.  29fr-302. 
t  E.  P.  Goodrich,  Trans.  Amcr.  Soc.  of  C.  E.,  vol.  liii,  p.  301. 
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Table  77  gives  various  values  of  the  angle  of  internal  friction, 
including  those  in  Table  76.  The  angle  of  internal  friction  (Table 
77)  rather  than  the  angle  of  repose  (Table  75)  should  be  used  in 
formulas  for  the  lateral  pressure  of  earth. 

TABLE  77. 
Coefficient  of  Internal  Friction.* 


Ref. 
No. 


1 
2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 


Kind  of  Material. 


Coal,  shingle,  ballast,  etc. 

Bank  sand 

Riprap 

JEart  h 

SanH,  lOO-up 

Clay 

Sand,  50-100 

Earth 

Han^  sand 

Sand,  50-100 

Bank  sand 

Clay 

Cinders 

Gravel,  i-inch 

Gravel,  J-inch 

Bank  sand 

Sand,  30-50 

Sand,  20-30 


Tangent  of 
Angle  of 
Internal 
Friction. 


1.423 
1.423 
1.097 
1.097 
0.895 
0.895 
0.750 
0.750 
0.750 
0.549 
0.549 
0.474 
0.474 
0.474 
0.350 
0.350 
0.258 
0.179 


Approximate 

Corresponding  : 

Angle. 

Slope. 

54° 

0.7  to  1 

54« 

0.7  tbl 

48* 

0.9  to  1 

48*» 

0.9  to  1 

42** 

l.ltol 

42** 

1.1  to  1 

37*» 

1.3tol 

37* 

1.3tol 

37* 

1.3tol 

29* 

1.8  to  1 

29* 

1.8to  1 

25* 

2.1  to  1 

25* 

2.1  to  1 

25* 

2.1  tol 

19* 

2.9  to  1 

19* 

2.9  tol 

14* 

3.9  tol 

10* 

5.6  tol 

Authority. 


B.  Baker 

Goodrich 

Goodrich 

B.  Baker' 

Goodrich 

B.  Baker 

Goodrich 

Steel 

Wilson 

Goodrich 

Goodrich 

Goodrich 

Goodrich 

Goodrich 

Goodrich 

Goodrich 

Goodrich 

Goodrich 


1001.  Point  of  Application.  All  theories  assume  that  the  point 
of  application  is  §  of  the  height  of  the  wall  from  the  base.  The 
only  argument  advanced  in  support  of  this  view  is  the  following: 
The  formula  for  the  total  pressure  shows  the  pressure  to  vary  as  the 
square  of  the  height,  which  is  the  same  as  liquid  pressure;  and, 
therefore,  the  point  of  application  must  be  at  the  same  point  as  for 
liquid  pressure,  i.e.,  at  J  of  the  height  above  the  base.  But  it  has 
not  been  proved  beyond  question  that  the  pressure  varies  as  the 
square  of  the  height,  and  hence  it  can  not  be  concluded  that  the 
point  of  application  is  certainly  at  §  of  the  height. 

In  deducing  the  formula  for  the  amount  of  the  pressure,  it  was 
assumed  that  the  prism  of  earth  between  the  plane  of  rupture  and 
the  back  of  the  wall  acted  like  a  solid  wedge  sliding  on  the  plane  of 
rupture;    and  hence  there  is  reason  for  claiming  that  the  pressure 

*  E.  p.  Goodrich,  Trans.  Amer.  See.  of  C.  E.,  vol.  liii,  p.  301. 
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on  the  back  of  the  wall  is  uniformly  distributed,  and  that  the  resultant 
is  applied  at  the  center  of  the  height. 

Since  earth  is  neither  a  liquid  nnr  a  Bolid,  it  is  probablethat  neither 
of  the  above  assumptions  is  correct,  and  that  the  true  position  is 
somewhere  between  these  two  extremes. 

1002.  ExperimenU  wUh  Sand.  Experiments  show  that  clean 
dry  aand  under  pressure  does  not  act  even  approximately  as  a  liquid. 
For  example,  in  one  experiment*  fine,  clean,  dry  sand  under  a  pres- 
sure of  2,250  lb.  per  sq.  ft.  in  a  box  4  ft.  by  6  ft.  by  6  ft.  would  not 
flow  through  a  horizontal  hole  tapering  from  3  inches  at  the  inside 
to  2  inches  at  the  outside;  a  hole  at  30°  with  the  horizontal  would 
flow  only  about  one  third  full;  and  a  hole  at  45°  would  flow  nearly 
full.  A  vertical  hole  in  the  bottom  discharged  freely,  but  a  slight 
pressure  of  the  hand  was  sufficient  to  stop  the 
flow.  In  another  experiment  t  substantiaHy  the 
same  results  were  found  under  a  pressure  of 
22}  tons  per  sq.  ft.  Since  clean  sand  did  not 
act  as  a  liquid  in  these  experiments,  it  should  not 
be  assumed  that  earth  supported  by  a  retaining 
wall  acts  as  a  liquid;  and  consequently  it  should 

ijol 1 IH — I      not  be  assumed  that  the  point  of  apphcation  of 
the  resultant  is  at  J  of  the  height  from  the  base. 

1003.  ExpervmcTds  vnik  Grain.  All  accurate 
experiments  with  various  kinds  of  grain  and 
seeds  uniformly  show  that  neither  the  vertical 
nor  the  lateral  pressure  varies  directly  with  the 
head — as  do  fluids.  Fig.  110  shows  the  curves 
for  the  lateral  and  vertical  pressures  of  wheat 
obtained  by  observations  on  a  circular  reinforced 
concrete  bin  11  ft.  3  in.  in  diameter  and  54  ft. 
9  in.  deep. J  The  pressures  were  measured  with 
"ibiii^'i^'  a  rubber  diaphragm  and  a  mercury  column.  The 
line  marked  "fiuid  pressure"  shows  the  press- 
ure of  a  liquid  having  the  same  weight  per  cubic 
foot  as  the  clean  wheat.  The  work  of  other  experimenters  shows 
that  these  curves  are  typical  of  the  results  obtained  with  bins  12  to 
24  feet  in  diameter  and  60  to  80  feet  high;  and  hence  these  results 
may  be  taken  as  representative  of  the  pressure  in  large  masses  of  a 
granular  material  which  is  devoid  of  cohesion. 


1^' 
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/ 

1  ■/ 

\a 

n 

•  By  Lincoln  Busti,  Kngineering  Neuif,  vol.  1,  p.  / 

1  Engineering  Neim,  vol.  li,  p.  62. 

t  Krcklianit  LuITt,  Enginefring  News,  vol.  lii,  p.  I 
the  top  benil  a.  little  W>  tliK  left,  whirh  is  probably  an 
with  Fig.  JiDoranprrorof  tranwripUon.  Fig.  1 10  is  c 
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Fig.  Ill  shows  the  relation  between  the  depth  and  the  lateral 
and  vertical  pressures  for  wheat  and  also  for  clean  sharp  dry  river 
sand.*  These  results  were  obtained  from  experiments  with  a  model 
bin  12  inches  in  diameter  and  6  ft.  6  in.  high;  but  as  the  curves  for 
wheat  are  representative  of  the 
values  obtained  with  large  bins, 
it  is  probably  safe  to  assume  that 
the  curve  for  sand  is  representa- 
tive of  the  pressure  of  sand  in 
large  masses. 

Since  all  accurate  experiments 
with  such  granular  masses  as 
wheat,  corn,  peas,  flaxseed,  and 
sand  show  that  the  pressure  of 
such  materials  does  not  follow  the 
law  of  liquid  pressure,  it  is  in- 
correct to  assume  liquid  pressure 
to  determine  the  point  of  applica- 
tion of  the  lateral  thrust  of  earth. 
Several  steel  grain  bins  designed 
according  to  the  former  theories  for 
the  pressure  of  granular  masses, 
failed  by  the  buckling  of  the  sides 
near  the  bottom,  showing  that  the 
sides  carried  a  considerable  vertical  component  of  the  weight  of  the 
^rain;  and  many  wooden  bins  stand  without  any  signs  of  failure  in 
defiance  of  the  ordinary  formulas  for  the  lateral  thrust  of  granular 
masses. 

jT  In  Fig.  110  and  111  the  area  between  the  curves  for  lateral  pres- 
sure and  the  vertical  line  through  zero  is  proportional  to  the  total 
pressure,  and  the  center  of  gravity  of  the  area  gives  the  height  of  the 
point  of  application  of  the  resultant;  and  consequently,  the  moie 
nearly  this  area  approaches  a  rectangle,  the  more  nearly  the  lateral 
pressure  is  uniformly  distributed  and  the  more  nearly  the  center  of 
pressure  approaches  the  center  of  the  height. 

1004.  The  most  instructive  results  of  the  experiments  with  high 
heads  of  grain  are:  (1)  the  pressure  increases  very  little  after  a  depth 
of  2^  to  3  times  the  diameter  of  the  bin  has  been  reached;  (2)  the 
lateral  pressure  is  from  0.3  to  0.6  of  the  vertical  pressure  according 
to  the  kind  of  grain,  its  moisture,  the  material  of  the  bin,  etc.;  and 
(3)  the  vertical  pressure  on  the  bottom  of  the  bin  is  greatest  near 
the  center  and  decreases  toward  the  side  of  the  bin,  where  it  is 

*  .1.  A.  Jamieson,  Trans.  Canadian  Soc.  of  C.  E.,  vol.  xvii,  p.  654-654;  abstract 
in  Engineering  Netos,  vol,  li,  p.  241. 
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practically  equal  to  the  lateral  pressure  on  the  side  of  the  bin.  These 
results  show  that  the  only  pressure  on  the  bottom  of  the  bin  and  also 
on  the  sides  of  the  bin  near  the  bottom  is  that  due  to  a  dome-shaped 
mass  of  grain  immediately  above  the  bottom,  and  that  all  grain 
above  this  mass  is  carried  entirely  by  friction  between  the  grain  and 
the  sides  of  the  bin.  The  pressures  depend  upon  the  rise  of  this 
dome-shaped  mass,  which  varies  with  the  horizontal  dimensions  of 
the  bin,  the  kind  and  the  dryness  of  the  grain,  the  material  of  the 
bin,  etc.  When  grain  is  drawn  out  from  below  this  dome,  the  space 
is  filled  by  grains  dropping  from  the  under  side  of  the  dome,  and  as 
these  drop  others  take  their  place  in  the  dome. 

Th(B  knowledge  that  a  mass  consisting  of  comparatively  small 
and  smooth  particles  is  supported  by  arch-like  action  over  the  rela- 
tively large  space  between  the  walls  of  a  bin,  is  important  in  inter- 
preting the  results  of  experiments  on  retaining  walls  and  on  the  pres- 
sure of  grain  in  bins,  and  also  in  designing  structures  to  resist  the 
pressure  of  earth. 

1006.  Point  of  Application  Determined  Experimentally,  Several 
direct  experiments  have  been  made  to  determine,  among  other 
things,  the  point  of  application  of  the  resultant  earth  thrust  against 
a  retaining  wall.  M.  Leygue,*  Mr.  George  Darwin,t  and  M.  GobinJ: 
have  made  such  experiments,  but  their  apparatus  was  upon  such  a 
small  scale  and  of  such  a  character  that  their  results  are  not  trust- 
worthy, chiefly  on  account  of  the  possible  arch  action  of  the  sand  and 
millet  seed  experimented  with.  However,  according  to  Leygue*s 
experiments,  the  point  of  application  of  the  resultant  for  sand  varies 
from  0.38  h  to  0.50  h  and  for  millet  seed  from  0.382  h  to  0.450  h, 

1006.  Mr.  A.  A.  Steel^f  measured  the  pressure  against  two  boards 
12  inches  square,  due  to  earth  in  a  pit  which  at  the  bottom  was 
6  ft.  6  in.  from  front  to  rear  and  7  ft.  long,  and  at  the  top  was  7  ft. 
front  to  rear  and  9  ft.  long.  The  maximum  head  of  earth  against  the 
upper  board  was  12.5  ft.  The  pressures  were  measured  by  a  lever 
whose  long  arm  act^d  against  a  spring  balance.  The  curves  for  the 
lateral  pressure  for  dry  loam  were  uniformly  of  the  same  general 
form  as  the  curves  in  Fig.  Ill,  page  501.  The  observed  pressures 
upon  the  upper  board  were  from  70  to  80  per  cent  greater  than  those 
upon  the  lower  board,  probably  owing  to  greater  arch  action  at  the 
lower  board.  The  lower  edge  of  one  board  was  0.5  ft.  and  of  the 
other  1.5  ft.  above  the  bottom  of  the  pit.  For  dry  loam  weighing  80 
lb.  per  cu.  ft.  and  having  an  angle  of  repose  of  35°  29',  the  point  of 
application  of  the  resultant  pressure  was  0.40  of  the  head  above  the 

*  Annales  des  Fonts  ct  Chaiiss^ea,  Nov.  1885. 
t  Proc.  Inst,  of  C.  E.,  vol.  Ixxi,  p.  350. 
X  Annales  dps  Fonts  et  Chauss^es,  1883. 
if  Engineering  News,  vol.  xlii,  p.  261-63. 
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bottom;  for  the  same  earth  sUghtly  moist  0.39,  and  when  saturated 
0.38. 

1007.  Mr.  E.  P.  Goodrich*  by  using  a  box  3  ft.  by  3  ft.  square 
and  6  ft.  deep,  found  the  point  of  appUcation  for  slightly  moist  bank 
sand  to  be  0.38  of  the  head,  and  by  measuring  the  deflection  of  the 
sheeting  of  a  trench  in  fine  beach  sand  0.39  and  0.40  for  two  different 
days.  In  discussing  these  and  the  preceding  results,  Goodrich  says 
that  these  experiments  "tend  to  show  that  for  retaining  walls  from 
6  to  10  ft.  high,  the  resultant  should  be  considered  as  applied  at  a 
point  0.4  of  the  head  from  the  bottom;  and  with  walls  less  than 
6  ft.  high,  the  resultant  should  be  applied  still  higher;  while  with 
walls  more  than  10  ft.  high,  the  point  of  application  will  approach 
the  one  third  point." 

Another  conclusion  from  these  experiments  was  that  the  lateral 

thrust  decreased  with  time  and  with  repeated  applications  of  the  load. 

A  further  conclusion,  but  one  not  so  well  established,  was  that  in 

building  a  wall  to  restrain  quicksand  it  is  necessary  to  provide  only 

for  the  pressure  of  the  water. 

1008.  Dr.  H.  Miiller-Breslau,  Professor  in  the  Technical  High 
School,  Berlin,  in  an  elaborate  series  of  experiments  f  used  the  most 
scientific  and  most  sensitive  apparatus  yet  devised.  He  made  his 
experiments  with  sand  in  a  box  40  inches  wide  and  80  inches  long, 
having  one  end  30  inches  high  and  the  opposite  one  75  inches.  He 
measured  the  pressure  against  the  low  end,  which  was  30  inches  by 
40  inches.  The  sand  was  such  as  is  used  for  building  purposes  in 
Berlin,  and  was  sharp  and  thoroughly  dry.  The  apparatus  gave, 
simultaneously  and  with  great  accuracy  and  for  practically  an 
infinitesimal  movement,  the  horizontal  pressure  at  the  top  and  the 
bottom  of  the  pressed  surface  and  also  the  vertical  component  of 
the  pressure,  from  which  he  could  deduce  the  amount,  the  direction, 
and  the  point  of  application  of  the  resultant  pressure.  Observations 
were  made  (1)  with  the  upper  surface  of  the  sand  sloping  down  from 
the  top  of  the  "wall"  at  the  angle  of  repose  and  (2)  at  half  the  angle 
of  repose,  (3)  with  the  upper  surface  horizontal,  (4)  with  the  upper 
surface  horizontal  and  carrying  a  vertical  load  both  near  to  and  remote 
from  the  wall,  and  (5)  with  the  upper  surface  sloping  up  at  the  angle 
of  repose. 

Since  the  head  was  so  small,  i.e.,  since  the  observations  were  made 
so  near  the  origin  of  the  curves  shown  in  Fig.  110  and  111,  pages 
500  and  501,  the  results  are  not  of  much  value  as  showing  the  amount 
of  the  thrust;  but  the  experiments  give  important  information  con- 
cerning other  features  of  the  problem. 

♦Trans.  Amer.  Soc.  of  C.  E.,  vol.  liii,  p.  295. 

tZweiter  Abschnitt,  Erddruck  auf  StQtzmauem,  Alfred  Kroner,  Stuttgart,  19O0L 
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These  experiments  are  very  valuable  as  showing  the  position  of 
the  point  of  application  of  the  resultant.  For  sand  sloping  down 
from  the  wall  at  the  angle  of  repose,  the  point  of  application  was 
0.313 /fc  from  the  bottom;  when  sloping  down  at  half  the  angle  of 
repose,  0.331  h;  when  level,  0.352  h;  when  level  and  carrying  a 
vertical  load  remote  from  the  wall,  varied  from  0.380 /i  to  0.420  h; 
and  when  level  and  carrying  a  load  near  the  wall,  varied  from  0.360  h 
to  0.466  h.  In  other  ways,  the  observations  show  that  as  the  head 
increases  the  point  of  application  rises,  which  is  in  accordance  with 
the  results  recorded  in  Fig.  110  and  111,  pages  500  and  501. 

Dr.  Miiller-Breslau  says:  "It  is  especially  important  to  notice 
that,  contrary  to  the  Rankine  theory,  the  slope  of  the  upper  surface 
of  the  sand  has  no  effect  upon  the  direction  of  the  resultant." 

Another  interesting  feature  of  these  experiments  was  that  the 
angle  of  friction  of  the  sand  against  a  sheet  of  plate  glass  was  about 
three  fourths  of  the  angle  of  repose  of  the  sand,  which  shows  that  with 
a  very  smooth  back  to  the  wall,  the  resultant  makes  a  considerable 
angle  with  the  normal. 

The  experiments  also  show  that  as  an  external  load  is  succes- 
sively applied  and  removed,  the  point  of  application  rises. 

The  experiments  are  to  be  continued  with  the  view  of  deter- 
mining (1)  the  pressure  upon  oblique  walls  for  different  inclinations 
of  the  upper  surface,  (2)  the  pressure  for  different  kinds  of  soils, 
(3)  the  effect  of  repeatedly  loading  the  back  filling,  (4)  the  influence 
of  moving  loads,  and  (5)  the  effect  of  shocks. 

1009.  Direction  of  Resultant  Pressure.  The  results  by  the  dif- 
ferent theories  differ  chiefly  because  of  the  different  assumptions  as 
to  the  direction  of  the  resultant  earth  pressure. 

Rankine's  theory  assumes  that  the  pressure  is  always  parallel 
to  the  earth  slope;  but  this  does  not  seem  reasonable,  since  the 
direction  of  the  pressure  should  be  the  same  as  that  of  the  motion, 
which  is  parallel  to  the  plane  of  rupture  and  nearly  independent 
of  the  surface  slope.  According  to  this  theory,  a  wall  may  be  more 
stable  with  a  surcharge  than  with  a  level  top  surface,  because  of  the 
difference  in  direction  of  the  thrust.  Experiments  with  sand  (§  1008) 
and  with  grain  (§  1003-4)  show  that  the  surcharge  has  little  or  no 
effect  upon  the  lateral  pressure,  except  for  small  heads;  and  hence 
for  this  reason  Rankine's  theory  is  not  general.  Miiller-Breslau's 
experiments  (§  1008)  with  very  sensitive  apparatus  show  that  the 
slope  of  the  upper  surface  has  no  appreciable  effect  upon  the  direction 
of  the  pressure. 

By  both  Rankine's  and  Coulomb's  theory,  one  or  the  other  of 
which  is  generally  used  when  any  theory  is  employed,  when  the  back 
of  the  wall  is  vertical  and  the  upper  surface  of  the  earth  is  level,  the 
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usual  case  in  practice,  the  resultant  thrust  is  perpendicular  to  the 
back  of  the  wall,  which  seems  to  be  inconsistent  with  the  theory  of 
a  wedge  of  earth  sliding  down  the  back  of  the  wall.  Further,  ex- 
perience and  experiments  with  the  pressure  of  grain  in  bins  show 
that  the  pressure  against  the  side  of  the  bin  greatly  influences  the 
amount  of  the  resultant  pressure;  and  hence  it  is  safe  to  conclude 
that  the  friction  against  the  back  of  the  wall  is  an  important  factor 
in  the  stability  of  a  retaining  wall.  Including  the  friction  on  the 
back  of  the  wall  materially  increases  the  theoretical  stability  of 
the  wall. 

Some  authors,  in  deducing  the  formula  for  lateral  pressure,  con- 
sider the  wall  as  replacing  a  similar  mass  of  earth,  and  then  assume 
that  because  the  pressure  across  any  plane  in  a  homogeneous  mass 
of  earth  is  normal  to  that  plane,  the  resultant  pressure  will  be  normal 
to  the  back  of  a  wall.  But  whether  the  earth  is  thrown  in  loosely 
or  is  rammed  in  behind  a  retaining  wall,  the  settlement  or  the  com- 
pression causes  it  to  slide  down  the  back  of  the  wall  and  develop 
frictioti;  and  hence  the  state  of  stress  between  the  compressible 
earth  and  the  unyielding  wall  is  entirely  different  from  that  between 
any  two  adjacent  portions  of  the  imaginary  homogeneous  mass  of 
indefinite  extent.  Experience  uniformly  shows  that  earth,  whether 
deposited  loosely  or  rammed  behind  a  retaining  wall,  always  settles, 
and  hence  friction  against  the  back  of  the  wall  is  always  developed. 
This  friction  may  disappear  if  the  earth  shrinks  by  drying  out,  in 
which  case  it  is  probable  that  enough  cohesion  is  developed  to  render 
the  earth  self-supporting. 

1010.  Other  Objections  to  Theory.  All  of  the  theories  for  earth 
pressure  contain  logical  contradictions  or  inconsistencies.  For 
example,  all  of  them  assume  that  the  point  of  application  on  the  back 
of  the  wall  is  at  J  A  from  the  bottom,  while  the  other  conditions  of 
the  solution  give  the  point  of  application  on  the  plane  of  rupture  at 
a  different  point,  except  for  the  special  case  of  a  vertical  wall. 

Again,  Weyrauch's  formula,  of  which  several  others  are  special 
cases,  is  deduced  for  a  wall  leaning  away  from  the  earth  to  be  sup- 
ported, and  is  claimed  to  be  perfectly  general;  and  yet,  if  applied 
to  a  wall  leaning  toward  the  earth  to  be  supported,  it  gives  a  lateral 
thrust  which  increases  with  the  backward  inclination  of  the  wall. 

Nearly  all  of  the  theories  are  inconsistent  when  applied  to  special 
cases.  For  example,  according  to  Rankine's  theory*  for  a  vertical 
wall,  and  for  earth  standing  at  a  slope  of  1 J  to  1,  and  for  a  level  top 
surface,  E  =  0.28  (i  wK*);  and  for  a  surcharge  at  the  angle  of 
repose,  E  =  0.83  (i  w  K').  The  last  result  is  practically  three  times 
the  first;    and  if  the  back  of  the  wall  be  considered  to  lean  awav 

*  Howe's  Retaining  Walls  for  Earth,  4th  Edition,  1907. 
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from  the  earth  supported,  the  vahie  of  E  for  a  surcharge  as  above  is 
four  times  that  for  a  level  top  surface.  These  results  are  contrary 
to  reason,  to  ordinary  experience,  ami  to  careful  experiments  (see 
§  1008),  which  shows  that  the  theory  is  fundamentally  wrong. 
Ilankine,  who  proposed  tliis  theory,  said  of  it:  *'For  want  of  precise 
experimental  data,  its  practical  utility  is  doubtful." 

The  preceding  examples  illustrate  that  most,  if  not  all,  theories 
are  logically  self-contradictory,  either  in  their  fundamental  assump- 
tions or  in  their  application  to  spei'ial  cases.     These  inconsistencies 

crop  out  in  one  place  in  one  theory  and  in  another 
place  in  another  theory,  which  shows  that  the 
underlying  assumptions  are  inconsistent. 

1011.   Most  of  the  theories  are  at  variance 
with  experiments  and  experience.     For  example, 
all  theories  agree  that  for  a  level  earth  surface 
and  a  wall  with  a  vertical  back,  the  pressure  of 
112  ^^^  earth  against  the  wall  ACj  Fig.  112,  is  equal 

to  the  pressure  of  the  prism  ACE  sliding  down 
the  perfectly  smooth  plane,  CEj  which  bisects  the  angle  betwieen 
the  back  of  the  wall  and  the  natural  slope,  CD;  whereas  "experi- 
ments show  that  the  lateral  pressure  of  the  prism  ACE  between 
two  boards  AC  and  CE  against  AC  is  quite  as  much  when  the  board 
EC  is  at  the  slope  of  repose,  1\  to  1,  as  when  it  is  at  half  that  angle; 
and  there  was  hardlv  anv  difference  whether  the  board  was  hori- 
zontal  or  at  a  slope  of  A  to  1,  or  at  any  intermecUate  slope."* 

Sir  Benjamin  Baker  used  Coulomb's  formula,  equation  4,  page 
49.'^,  to  interpret  indirect  experiments,  and  regarded  the  theoretical 
pressure  of  the  earth  as  that  of  a  liquid  having  a  weight  per  cubic 
unit  =  w  tan2  (450  _  ^  ^^      jf  ^,  _  20^)  ^^  per  cu.  ft.,  and  (f>  =  34^ 

(natural  slope  1 V  :  1),  then  the  theoretical  presvsure  against  the  back 
of  the  wall  is  that  of  a  liquid  weighing  28  lb.  per  cu.  ft.  He  found  for 
his  different  practical  examples  that  the  pressure  producing,  over- 
turning was  equal  to  that  of  a  liquid  weighing  from  7.4  to  11  lb.  per 
cu.  ft.;  and  comparing  these  with  the  corresponding  theoretical 
pressure,  he  found  the  factor  of  safety  to  vary  from  2.1  to  3,  and 
(!onckided  that  a  wall  which  ])y  Coulomb's  formula  was  on  the  point 
of  overturning  has  a  factor  of  safety  of  at  least  two.*  One  of  the 
author's  students  experimented  with  fine  shot,  which  appears  to 

*  Sir  Benjamin  I^akor  in  "  Tho  Actual  Latenil  Frfssure  of  Eartli"  in  Ppoc.  Inst,  ol 
(\  K..  vol.  Ixv.  ]}.  140-241,  or  \'au  Nos-trand's  Sricnce  .S<'ni»s,  No.  oG,  or  Van  Nostrand's 
ErufintJiTing  Matjazine,  vol.  xxv,  p.  333-4*J,  3.53-71,  and  4!)2-o05,  This  is  an  inter- 
•  •sting  and  instnu-ti\c  account  of  twenly-thn'c  <lin»ct  or  prearranged  experiments  and 
t)f  »liirty-t\v<j  unintcnti<>nal  oxperimcnts  or  cxanif)lcs  oc«'uring  in  practice  showing  the 
actual  lateral  nn'»un*  of  earth,  'i'lie  most  inten'sting  feature  is  that  the  article  shows 
how  an  eminently  su<M'essful  engineer  sought  to  interpret  and  re<iuce  to  rule  the  eX' 
aniple>  roniing  within  his  kn«>wh.Mlgt?. 
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fulfill  the  fundamental  assumptions  of  this  theory,  and  found  that 
the  observed  resistance  was  1.97  times  that  computed  by  Coulomb's 
formula.*  The  uncertainties  of  the  fundamental  assumptions  and 
the  questionableness  of  a  portion  of  the  mathematical  process  are 
sufficient  explanation  of  the  difference  between  theory  and  practice. 

1012.  Conclusion.  It  is  generally  conceded  that  for  a  level  earth 
surface  and  a  vertical  back,  the  most  common  case,  the  ordinary 
theories  do  not  greatly  differ,  and  that  all  give  results  that  are  safe. 
Not  infrequently  a  wall  is  designed  according  to  some  one  of  the 
common  theories  without  any  factor  of  safety  on  the  assumption 
that  the  errors  in  the  theory  amount  to  a  sufficient  factor  of  safety. 
Apparently,  the  ordinary  formulas  give  a  value  for  the  lateral  pressure 
that  is  much  greater  than  the  real  pressure,  and  assume  the  point 
of  application  lower  than  it  is  in  fact,  the  error  in  the  one  case  neutral- 
izing, in  part  at  least,  that  in  the  other;  but  apparently  the  first  error 
is  so  great  that  the  net  overturning  moment  by  the  ordinary  theories 
is  two  or  three  times  greater  than  the  real  moment. 

The  ordinary  theoretical  formulas  are  of  but  little  value  in  design- 
ing retaining  walls.  The  problem  of  the  retaining  wall  is  not  one  that 
admits  of  an  exact  mathematical  solution,  since  the  conditions  can 
not  be  expressed  in  algebraic  formulas.  Something  must  be  assuiyied 
in  any  event,  and  it  is  far  more  simple  and  direct  to  assume  the 
thickness  of  the  wall  at  once  than  to  derive  the  latter  from  equa- 
tions based  upon  a  number  of  uncertain  assumptions. 

1013.  Theoretical  investigations  of  many  engineering  problems 
which  in  every-day  practice  need  not  be  solved  with  extreme  accu- 
racy, are  useful  in  determining  the  relations  of  the  various  elements 
involved,  and  thus  serve  as  a'guide  to  the  judgment  and  as  a  skeleton 
upon  which  to  group  the  results  of  experience;  but  the  preceding 
discussion  shows  that  the  present  theories  of  the  stabihty  of  retain- 
ing walls  are  not  sufficiently  exact  to  serve  even  this  purpose.  Furth- 
ermore, the  stability  of  a  retaining  wall  is  not  a  purely  mathematical 
problem.  Often  the  wall  is  designed  and  built  before  the  nature  of 
the  backing  is  known ;  and  the  variation  of  the  backing,  due  to  rain, 
frost,  shock,  extraneous  loads,  etc.,  can  not  be  included  in  any 
formula. 

1014.  Empirical  Rules  for  Thiokmess  of  Retaining  Walls. 

i 

Below  are  three  well-known  empirical  rules  for  the  thickness  of 
masonry  retaining  walls  which  are  also  applicable  to  walls  of  plain 
concrete.  Notice  that  the  first  gives  the  lightest  wall  and  the  last 
the  heaviest. 

1016.  Fanshawe's  Rule.  "Hundreds  of  revetments  have  been 
built  by  royal  engineer  officers  in  accordance  with  General  Fanshawe's 

*  See  M.  Fargusson's  Bachelor*;?  Thesis,  University  of  Illinois. 
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ilie  ii  some  "iftv  -ears  usd.  "vhich  vas  'o  'luike  'i\e  'hii'snssa  ^n  l 
reeranioii&r  thcic  Tail.  .*etaiiniiz  imimuT-  iiiitenui.  14-  per  •ent  ii 
"he  iiffight  :or  i  latter  Ji  *►.  25  per  •enr  'or  V.  -!b  per  -eni  :or  r.  ^ 
TftT  '^ent  for  ^.  JS  ner  '•em  :or  Ar,  iti  Der  -enT  :or  -rx-  -nni  •I'-i  ■'er  -ent 
r'or  :i  rpmictii  vail.  '* 

I01ff>  Bater^  Sd!*.  *^r  Benjamin  Baxer.  vhu  iiad  anse  '^oc- 
perieiure  in  ul  !ana  if  -ioiia  in  )iiii(dnic  '>  .-niies  n"  -etamina^  Tad*  if 
;i««rit8  ip  vi  46  :t.  ma  Tnh  14  rmiea  n  Tenrhes  if  lepths  lown  mi 
T4  :t.  '»av?:r  *  Iixp««ience  :iaa  shuwn  'hat  l  t;uI  tr»  sustain  '*arrii 
hsLvms^  i  !evei  "op  -iurfatej.  Thos«  'iucKness  :«  me  :(nirrh  '»f  vis 
aeieht.  mci  Thich  lattc^s  L  ir  2  mt-nea  per  foe  it  -m  'tie  :a4e.  pciaBesfie»- 
-iufficient  -taijiiitv  Then  "he  ;)ai-kinic  mil  rmmaaium  tre  x»th  r'avor- 
;Uiie.  TTua  vilowa  jl  r'acror  of  saierr  n  j.iviur  'to  'o  f  »ver  '*<mtin- 
'jencies.  It  :iaa  .uao  ^leen  prove*  i  iv  .^xpenence  'hai  miier  no  •  iniinar^ 
•fmcdticina  if  -iurrhansB  'ir  :iea\'v  lacicmi:,  :s  :t  :ie*r«ssan*  *ri  make  >* 
-etainine  vad  nn  -i  -ioiid  roimaarion  more  'han  loubie  'he  uLnive, 
>r  me  :iad  if  "he  leiimt  :n  'hitxnesH.  -Vittun  'hefse  limits  'he 
^fOidneer  miist  "ar^  'he  ^t^enia'h  u-f-nrrdni:  'o  -tie  *omdtions«  Jiifiwrtinic 
■  tie  parricuiar  -aie.  ')utsi(ie  -if  'tiefue  iimits.  'tie  -Tnicnire  reafies  "i» 
)ft  I  "erammi:  Tail  :n  'tie  irrdnar"  a*'*epranoii  ti  'he  'erm.  As  ^ 
:*es'Ut  if  iL5  nvn  '^xiiftnence.  *he  Tnrer  >nr  3e!iiaimn  Baker]  makes 
*iie  'tiicknefts  if  "etaimni:  vails  :n  :xro\ind  ii  m  ivenu»  '*haRii:rer 
•filial  'o  me  'tiirri  a  'tie  leiioit  rrom  'tie  'op  ii  *tie  :'(H.itini5S.  TTie 
vnoie  »i  tie  v:uls  m  "tie  Distnc*^  Tuhvav  "ttie  Me»nii)«»iitau  Distrit-r 
mdercTnund  Tuiwav.s  if  Loiuioni  vere  le^?ltale*i  »ii  *tiis  utais-,  :iini 
Miere  laa  ;iot  leen  i  sinide  iiiiiTaiicf^  »i  -e»Tie!iieiit  »r  ivemirnini!:  -t 
-iidiim  cirvarn.  ' 

1017.  TtBoaxwiBBf'^  Bale.  r/autTine .":  -f^-nminena^  *hat  '*rhe 
tiicKneHH  m  *tie  -op  ti  'tie  'oonni:  'ninHj  li  t  "erricai  or  rieariv 
•<*rricai  vrdl  vriich  s  'o  -ii^riun  ;  )uikiiii:  h"  -and.  Lcnivei,  ir  t^arfti, 
evp!  (in  -unac^*.  vm^n  'tie  lackmi:  .=e  iei)n!?iii*»i  (m^jeiy  :tjs  -vhen 
iiimne^i  'rom  an^.  -irr?.  trr.  ,  cir  Talniaii  'iraiMi^,  -nouki  not  :>e 
(f*H    hull  'he  '(nl(i^\int:: 

■Vuil   i:  Tit— rnTip'.   >r   »!    rrpt-iass    ±rcp-*iuucp*i  ~ntinie    ti    rionar,      I.>:wjroeiu. 

■    ^f.-xt    ornir.^n  -car.iMi*:*!   nurTar--Tiu»iie.  ir  Uiciv.  -W.*   wr  •■••m. 

vf-;I    rcnr>:*^i    ir"    lUiMe.  ')0  :»er  «*em. 

V^en  lu^  ):i(Miiii:  i  ^imewnai  •'•ii=r«idaLite«i  ii  lurizomai  iayen^. 
vM-ii  »i  Ue-e  ■  iiK  >;ne?-.sfr.^  ni.^'  )*i  •puiuhu;  v.n  m  tiie  ='aii  'le  liiven 
iw  111.'.,  -fiiic'"?  :*ii(i  •:■  xr:L"0!  i:;:*.  I'l  '•tif'rwni.  'lie  '"nil  iimeiisioii.'j- 
L.S    jj:nv»   j:i(.niia    )e    lifvi,    -^v-!!    ri'iMiCii    :ib    ».n.  kui;:    )y    iep«jsited  in 

'  jir    i'-rii     i.'iKt  r.    "•''»■■.    :•?.     •    *     !       «••.    \',    •.  ■^4. 
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layers.  A  mixture  of  sand,  or  earth  with  pebbles,  paving  stones, 
Ixjwlders,  etc.,  will  exert  a  greater  pressure  against  the  wall  than 
the  materials  ordinarily  used  for  backing;  and  hence  when  such 
backing  has  to  be  used,  the  above  thicknesses  should  be  increased, 
say,  about  i  to  J  part.'* 

1018.  Factor  of  Safety.  Since  the  applied  force  is  not  known 
definitely,  it  is  impossible  to  compute  the  factor  of  safety  with  any 
considerable  accuracy. 

1019.  Overtuming.  Some  designers  consider  a  wall  as  safe 
against  overturning  if  the  theoretical  factor  of  safety  as  computed 
by  equation  12,  page  467,  is  three  or  more;  or  if  the  theo- 
retical center  of  pressure  lies  within  the  middle  third  of  the  base, 
i.e.,  if  the  approximate  theoretical  factor  of  safety  as  computed  by 
e<|uation  13,  page  468,  is  three  or  more.  Not  infrequently  walls 
are  built  which  by  the  ordinary  theories  are  on  the  point  of  overtum- 
ing, under  the  belief  that  the  error  in  the  theory  provides  a  sufficient 
factor  of  safety;  and  such  walls  seem  to  stand  satisfactorily. 

1020.  Sliding.  There  is  but  little  danger  of  a  stone-  or  brick- 
masonry  retaining  wall's  failing  by  sliding.  For  example,  as- 
suming the  coefficient  of  friction  to  l)e  0.65  (Table  75,  page  495), 
a  wall  10  ft,  high,  having  an  average  thickness  of  25  per  cent  of  the 
height,  and  weighing  150  lb.  per  cu.  ft.,  will  have  a  resistance  to 
sliding  due  to  friction  alone  =  0.25  X  10  X  150  X  0.65  =  2,437  lb.  per 
lin.  ft.;  while  according  to  Coulomb's  theory  (eq.  4,  page  493) 
the  horizontal  thrust  is  only  about  1,400  lb.,  or  the  factor  of  safety 
is  nearly  two.  But  there  is  certainly  a  vertical  component  of  the 
earth  pressure  which  is  neglected  in  the  above  computation;  and 
besides  the  effect  of  the  cohesion  of  the  mortar  has  been  neglected. 
Further,  it  is  claimed,  with  a  considerable  show  of  reason,  that 
equation  4  gives  a  result  twice  or  more  too  great.  Hence  the  real 
factor  of  safety  against  sliding  is  probably  considerably  more  than  four. 

Upon  the  showing  of  some  such  investigation  as  above,  it  has 
been  customary  to  pay  little  or  no  attention  to  the  factor  of  safety 
against  sliding  for  stone  or  brick  masonry  walls;  and  now  that 
retaining  walls  are  usually  built  of  concrete,  there  is  still  less  need  of 
considering  the  stability  against  sliding,  unless  perhaps  upon  the 
foundation,  a  subject  which  will  be  investigated  presently  (§  1025- 
28). 

1021.  Crushing.  As  a  rule,  it  seems  to  be  customary  to  assume 
that  the  only  load  upon  the  base  of  the  wall  is  the  weight  of  the 
masonr>%  and  also  to  assume  that  the  center  of  pressure  is  to  be  kept 
within  the  middle  third  of  the  base,  and  that  consequently  the 
maximum  pressure  is  not  more  than  twice  the  mean.  Computed  in 
this  way,  there  is  no  likelihood  that  the  masonry  of  an  ordinary 


.510  Rbt.uxing  W.vlls.  [Chap,   x  v  1 1  i 

retiiinint^  wail  \v\\l  fail  by  «*nisiiini£.  For  example,  ''he  base  oi  a 
prismatic  **()iiimn  ronsistim:  -if  L  :  -  : »)  p(»rriand  ''ement  ''oncretB 
one  month  iiiii  .vouid  aiiout  ?>e  ipon  'he  nomt  n  iummc  by  trnishinj^ 
if  *he  <'oiiimn  -.vere  iliMMI  :c^t  iiiioi  T;u)ie  ]] .  paise  IDT* :  and  henL-e 
such  ••oncrete  -.vouid  be  ipon  'lie  point  <»i  -nishim:  mder  a  iBtamiiu: 
wail  LjJM)  :eet  liiirh.  ;uid  a  prismatic  Tail  mie  renth  as  liixdi  wnuid 
have  a  fact  or  of  saiety  oi  'en,  :md  a  wail  rhieker  at  rhe  Ixittom  rhiui 
at  'lie  'op  wouiii  :iave  a  .plater  factor  of  safety,  which  shows  rhut 
^vith  any  ordinan'  retaining  wail  'iiere  is  ao  probability  «it  rhe 
masonrr-'s  faiiim:  ny  ■•rushing. 

On  accoimtof  'hesho^vini:  of  somesuch  -*oinputationsiid  *-heai)ave. 
little  or  ao  attention  :s  isuaily  iven  in  'he  desiim  of  a  netainini^ 
wail  :o  rhe  factor  of  safety  curainst  '•nisiiuur.  Apparently,  '■liis  has 
frequently  eti  'o  *"he  .leidect  of  :m  :ide<niate  <*onsideration  of  'he 
maximum  nressure  on  'he  soil  mder  'tie  foimdation  -  §  l()26-28\ 

1022.   SCABUJTY   of   HllIlifUJICIHD''Ci[lliCJJ4MB    BaXAZSIBKI^   WMSL 

'Hie  prece^iini:  empirical  niies  for  'lie  'iucivuess  of  ;i  .•etaining  wail 
are  ippiicaiiie  primarily  'o  srone-oiock  mas^jnn'.  aim  'fniid  be  safeiy 

ised  for  piam-*'oncrete  nBtiunuiir  vails:  but  ut*  nut  applicable  'o 
reiiuoroeit-'oncrete  vails,  md  'here  iias  :iot  vot  been  sulficient  ex- 
perience vith  'ins  foiiii  of  'onstncriun  'o  'srauiish  simuar  .^npiricai 
niles.  Hie  staiiiiitv  of  a  :'eimbiT»<*<.i-*onci*ere  vail  may  be  ietermineil 
in  i*!tlier  of  'wo  vavi?.  .'iz.:  1  bv  isinir  i  'heoi-encai  formuia  rnr  rlie 
rimist  of  'lie  '^lurh:  >r  2'  bv  nakmi;  'iie  stahiiitv  ijaunst  i-rnation 
ecniai  "o  'hat  )f  i  soiici  vail  'tiat  :a  i^no^vn  'o  be  safe. 

IQ23.  By  ThBoreticai  Fommia  for  Barth  Fnomre.  Hie  'iinosr 
•)f  'he  '^airli  mainst  'he  )aciv  n  'he  vail  iiav  be  nmptited  by  any  »ii 
rhe  'lieoreticai  'ormuais.  lie  di-e^-ricni  jeuiir  ^akeu  :ii  accorriaui're 
\vith  'lie  'heor'.  mil  'iie  ron-f*  )emi:  ipuiie^.i  at  \  of  'he  beitdit  of  the 
wail.     For  .^xamcie.    f  "'ouiomi)  s  oi-muia  for   i    evei  '^aitii  surtai^ 

inci  I  -.'errictd  mu-k.  'o  'iie  vail  (*'iuatioii  1,  pai»  ^i^i)  he  ised. 
'lie  pressure  s  issumea  'o  )e  U)nzontai  uui  'o  be  tppile^i  at  \  of 
'he  leurht  rom  iie  on  )i  •  :ie  ooniiir  X:iow:nic  'iie  imuunr, 
.iii-e^Tion.  am  loim  »i  inuiic:u:(ni  )f  iie '*;tr:i  iiriji! .  lie  limensiom^ 
of     iie    vail    •rm     :ie*i    )p    nn.uneo    u:    v:il    )e  oxDiainea    aior    see 

>  :():-;s-4;:\ 

bisre:ut  )i  -omuuriiur  :u*  •r^-ult:ulr  *ar":i  on*^'jun*  is  ibove,  'iie 
•nerficipnt  n  r'  n  iw.  -«»^v*rra  di-iiuiai:  or  v.u-^n  ':)mv5un5  -nay  be 
•eirarae^i  l<  :iv  \'f^ii::n  ")«-'•  "inu*  uur  n  i  ionm  ^i^uiic  .m  ^jqual 
arerni  ")n»s>uiT«-  nm  'a^  v  al  lui*  ^p  le-uaitJ'i  ^o  suppoit  rhis- 
idum  uT»><!irn.  "^Mr  »\.iinnuv  '  )»iinmn  -.  ornmut  (filiation  4, 
laire  AV-V  ir*/^-  t  im--uiT»  «:ur'.'a(MH  o  :kh  u  i  iumu  veiiuiinj^ 
IT'    o  2>    1j.    )er  "i.    r..   uvMraim:    .i    .il*   vi^iirni    u    :iti  rar^b  and  rhe 
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1024.  By  Comparison  with  a  Solid  Wall.  The  overturning  resist- 
ance of  the  lightest  wall  which  experience  has  shown  to  be  safe,  may 
be  regarded  as  the  maximum  overturning  moment  of  the  earth; 
and  a  reinforced-concrete  wall,  or  other  new  form  of  construction  for 
which  experience  has  not  established  safe  dimensions,  may  be  de- 
signed to  have  an  equal  stability.  For  an  example  of  this  method, 
see  §  1051. 

Art.  2.     Details  of  Construction. 

1026.  Foundation.  It  is  universally  admitted  that  a  large 
majority — by  some  put  at  nine  out  of  ten,  and  by  others  at  ninety- 
nine  out  of  a  hundred — of  failures  of  retaining  walls  are  due  to  de- 
fects in  the  foundation.  The  general  method  of  securing  a  good 
foundation  has  already  been  considered  in  Part  III,  and  has  been 
referred  to  incidentally  in  §  930. 

The  most  frequent  cause  of  the  failure  of  retaining  walls  is  the 
unequal  settlement  of  the  foundation.  Since  the  height  is  much 
greater  than  its  thickness,  a  comparatively  small  inequality  of 
settlement  at  the  two  edges  of  the  foundation  produces  a  relatively 
large  lateral  displacement  of  the  top  of  the  wall,  which  is  at  least 
unsightly  and  which  may  change  the  conditions  under  which  the 
stability  was  determined;  and  therefore  the  utmost  care  must  be 
taken  to  secure  a  nearly  uniform  distribution  of  pressure  on  the 
foundation,  and  consequently  a  nearly  equal  settlement.  Of  course, 
if  the  soil  is  incompressible,  or  if  the  retaining  wall  rests  upon  a  sub- 
stantial pile  foundation,  a  uniform  distribution  of  the  pressure  on 
the  foundation  is  unimportant;   but  otherwise  it  is  very  important. 

1026.  The  projection  of  the  footing  should  be  determined  pri- 
marily with  reference  to  the  bearing  power  of  the  soil.  When  the 
foundation  is  compressible,  the  width  of  the  footing  may  properly  be 
considerably  wider  than  the  base  of  the  wall  proper.  Apparently 
the  failure  to  appreciate  this  principle  has  caused  retaining  walls  to 
be  made  heavier  than  was  necessary.  Because  the  top  of  a  retaining 
wall  tips  forward  does  not  prove  that  the  body  of  the  wall  is  too 
light,  since  the  tilting  may  be  due  to  the  footing's  being  too  narrow. 
If  a  wall  tips  forward,  an  examination  should  be  made  to  determine 
whether  the  movement  is  due  to  overturning  at  the  top  of  the  footing 
or  to  an  unequal  settlement  of  the  soil  under  the  footing.  If  the 
former,  the  body  of  the  wall  is  not  heavy  enough;  but  if  the  latter, 
the  footing  does  not  project  far  enough  in  front. 

It  is  not  uncommon  to  find  cases  \\here  a  wall  without  a  footing 
upon  a  compressible  soil  has  tipped  forward;  and  a  second  wall, 
designed  in  the  light  of  the  experience  with  the  first  one,  has  been 
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made  heavier  but  also  without  a  footing.  If,  instead  of  enlarging  the 
body  of  the  first  wall,  part  of  the  masonrj'  had  been  placed  in  a  foot- 
ing, its  stability  would  have  l^een  increased  without  additional 
masonr\'  and  perhaps  with  less.  By  the  alxjve  pn>«*esB  of  reasoning 
walls  without  footings  and  having  a  width  at  the  lx)ttom  equal  to 
45  per  cent  of  their  height  have  been  declared  to  be  too  light:  while 
wdls  having  a  width  of  25  per  cent  on  top  of  an  ample  footing  have 
stood  successfully  in  similar  soil.  Of  course,  the  weight  of  the  wal' 
is  useful  in  resisting  overturning  and  sliding;  but  it  is  aa  useful  for 
this  purpose  in  the  footing  as  in  the  body  of  the  wall,  and  far  more 
economical  of  material.  Sometimes,  on  account  of  the  high  price 
of  land,  it  is  desirable  to  place  the  front  of  the  wall  on,  or  at  least  near, 
the  property  line,  in  which  case  the  footing  can  not  project  in  front. 
Under  these  circumstances,  an  eccentric  footing  (§702)  wide  enou^ 
to  reduce  the  pressure  on  the  soil  to  a  reasonable  amount  must  be 
constructed)  or  land  ties  (§  1033)  or  relieving  arches  (§  1034)  must  be 
employed. 

1027.  Retaining  walls  founded  upon  a  iiompressible  soil  have 
tipped  fonvard,  apparently  partly  at  least  i:)ei!ause  of  an  error  in  the 
earth  pressure  fonnula  useil.  The  most  cf)iniiion  case  in  practice  is 
a  wall  to  retain  earth  having  a  level  top  surface:  and  for  these  con- 
ditions, the  fornuilas  ordinarily  employed  assume  that  the  earth 
pressure  is  horizontal.  This  assumption  tails  to  take  account  of  the 
vertical  component  of  the  earth  pressure,  which  oompanitively 
recent  experiments  (nee  particularly  §1002.  §HK)8-4,  and  §1008) 
have  shown  to  exist:  and  conse<iuentlv  the  oniinarv  method  of 
solution  makes  the  pressure  on  the  soil,  particularly  under  the  toe 
of  the  wall,  less  than  it  reallv  is.  In  other  words,  it  is  usuallv  assumed, 
in  effect  at  least,  that  the  total  pressure  on  the  foundation  of  a  re- 
taining wall  is  only  the  weight  of  the  wall:  while  in  reality  it  includes 
also  a  consiileraI)le  part  of  the  weight  of  the  retained  earth — not  only 
of  the  earth  vertically  above  the  footing,  but  also  part  of  the  earth 
i)eyon(l  the  vertical  throimh  rim  iieel  of  the  footing.  Of  course,  if 
the  o<|uivaleiit  miifonn  pressure  is  uniierestimated  by  a  certain  p)er 
cent,  rlie  maximum  pressure  is  uiuier-estinuited  i)v  considerably 
morn  ttian  tluit  per  '-eiit.  possibly  more  than  twice  us  tnucii. 

1028.  Tlie  mattei-s  ••onsidered  in  the  two  preceding  sections 
(}  1()2t)  and  1027'  probablv  explain  why  uumy  retaining  walls 
founde'i  ipoii  a  '-ompn^ssihie  -<»il  have  tilted  forward.  The  tilting 
of  ';ucii  wails  ''an  be  nrevpiitcu  oy  placing  the  foolinj:  so  that  the 
•  •euu"-  '»f  :)n-.-un*  on  rhc  s<iil  siiall  !)e  inside  or  back  of  the  center  of 
the  '(xHimr,  'hus  :iiak:iiij:  'in^  pro-sure  under  Mie  heel  of  the  footing 
a  maximum  mo  onKlucinir  a  '(^iKiency  -»i  :he  ^op  of  tjie  wall  to  crowd 
again.-'  'he  uacK-iiilimr.  The  ♦*an!i  has  a  -greater  passive  i*esistance 
than  an  active    iirist;    and  hence  the  crowding  inward  of  the  wall 
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is  not  likely  to  do  any  harm,  and  in  any  case  is  preferable  to  a  ten- 
dency to  tilt  outward. 

Unfortunately,  in  the  present  state  of  our  knowledge  of  the 
theory  of  earth  pressure,  it  is  not  possible  to  determine  certainly 
the  center  of  pressure;  and  hence  all  that  can  be  done  is  to  determine 
it  as  accurately  as  possible,  and  then  provide  a  liberal  factor  of  safety 
by  making  the  footing  large  enough  to  reduce  the  uniform  pressure 
on  the  soil  to  a  reasonably  safe  value.  The  center  of  the  footing 
should  be  placed  as  near  the  center  of  pressure  as  possible,  but  pre- 
ferably on  the  outside, — ^for  the  reason  stated  in  the  preceding 
paragraph. 

Sometimes  it  is  impossible  to  extend  the  footing  in  front  of  the 
face  of  the  wall  on  account  of  conflicting  property  interests,  in  which 
case  it  is  necessary  (1)  to  use  piles  or  their  equivalent  under  the  toe 
of  the  wall,  or  (2)  to  build  relieving  arches  (§  1034)  against  the  back 
of  the  wall,  or  (3)  to  build  the  back  of  the  wall  on  a  batter  so  flat  as 
to  throw  the  center  of  pressure  at  a  considerable  distance  from  the 
toe  of  the  wall.  It  is  hardly  possible  to  secure  the  last  solution  with- 
out building  a  hollow  wall  or  using  a  reinforced-concrete  counter- 
forted  wall  (§  1051). 

1029.  Drainage.  Next  to  a  settlement  of  the  foundation, 
water  behind  the  wall  is  the  most  frequent  cause  of  the  failure  of 
retaining  walls.  The  water  not  only  adds  to  the  weight  of  the  backing 
material,  but  also  softens  the  material  and  changes  the  angle  of 
repose  so  as  to  greatly  increase  its  lateral  thrust.  With  clayey  soil, 
or  any  material  resting  upon  a  stratum  of  clay,  this  action  becomes 
of  the  greatest  importance.  Further,  the  freezing  of  undrained  back- 
filling and  the  consequent  expansion  is  a  potent  cause  of  the  failure 
of  retaining  walls. 

To  guard  against  the  possibility  of  the  backing's  becoming 
saturated  with  water,  holes,  called  weepers,  or  weep  holesy  are  left 
through  the  wall.  When  retaining  walls  were  built  of  stone-block 
masonry,  the  usual  rule  was  to  allow  one  weep-hole,  two  or  three 
inches  wide  and  the  depth  of  a  course  of  masonry,  for  each  four  or 
five  square  yards  of  front  of  the  wall.  When  the  wall  is  constructed 
of  concrete,  a  3-  or  4-inch  tile  should  be  built  into  the  wall  at  intervals 
along  the  base  of  the  wall  according  to  the  climate  and  the  reten- 
tiveness  of  the  back-filling — in  the  north  Central  States  not  usually 
more  than  10  or  15  feet  apart. 

When  the  backing  is  clean  sand,  the  weep-holes  will  allow  all  the 
water  to  eiscape;  but  if  the  backing  is  retentive  of  water,  a  vertical 
layer  of  broken  stone  or  coarse  gravel  or  cinders  is  sometimes 
placed  next  to  the  wall  to  act  as  a  drain.  Sometimes  vertical  lines 
of  tiles  witli  open  joints  or  of  perforated  wrought-iron  pipe  are  in- 
33 
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It  is  always  more  economical  to  increase  the  stability  of  a  retain- 
ing wall  by  drainage  and  care  in  depositing  the  back-filling  than  by 
increasing  the  cross  section. 

1033.  Land  Tibs.  Retaining  walls  may  have  their  stability 
increased  by  being  tied  or  anchored  by  iron  rods  to  blocks  of  concrete 
imbedded  in  a  firm  stratum  of  earth  at  a  distance  behind  the  wall. 
"The  holding  power,  per  foot  of  breadth,  of  a  rectangular  vertical 
anchoring  plate,  the  depths  of  whose  upper  and  lower  edges  below 
the  surface  are  respectively  xi,  and  ij,  may  be  approximately  cal- 
culated from  the  following  formula: 


H     : 


-  x,^  A.S 


cos  2  V 


(u) 


in  which  H  is  the  holding-power  of  the  plate  in  pounds  per  foot  of 
breadth,  w  is  the  weight  in  pounds  of  a  cubic  foot  of  the  earth,  and 
^  its  angle  of  repose.  The  center  of  pressure  of  the  plate  is  about 
two  thirds  [roally  between  two  thirds  anil  one  half]  of  its  height  below 
its  upper  edge, — at  which  point, the  tie-rod  should  be  attached. 

"  If  the  retaining  wall  depends  on  the  tie-rods  alone  for  its  security 
against  sliding  forward,  they  should  be  fastened  to  plates  on  the  face 
of  the  wall  in  the  line  of  the  resultant  pressure  of  the  earth  behind 
the  wall,  that  is,  at  one  third  [see  S  1001]  of  the  height  of  the  wall 
above  its  base.  But  if  the  resistance  to  sliding  forward  is  to  be  dis- 
tributed between  the  foundation  and  the  tie-rods,  the  latter  should 
be  placed  at  a  higher  level.  For  example,  if  half  the  horizontal 
thrust  is  to  be  t)orne  by  the  foundation  and  half  by  the  tie-rods,  the 
latter  should  he  fixed  to  the  wall 
at  two  thirds  of  its  height  above 
the  base.*" 

1034.  RELIEVIKa  AaOHES.  In 
extreme  cases,  the  pressure  of 
the  earth  may  lje  sustained  by 
relieving  arches.  These  consist 
of  a  row  of  arches  having  their 
axes  and  the  faces  of  their  jAers 
at  right  angles  to  the  face  of  a 
bank  of  earth.  There  may  be 
either  a  single  row  of    them  or 

several  tiers;  and  their  front  ends  may  be  closed  by  a  vertical  wall,— 
which  then  presents  the  appearance  of  a  retaining  wall,  although  the 
length  of  the  archways  is  such  as  to  prevent  the  earth  from  abutting 
against  it.  Fig,  1 13  represents  a  front  view  and  a  vertical  transverse 
section  of  such  a  wall,  with  two  tiers  of  relieving  arches  behind  it. 
•  Rsnkiue's  Civil  Engineering,  p.  411. 
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To  determine  the  conditions  of  stability  of  such  a  structure  as  a 
whole,  the  horizontal  pressure  against  the  vertical  plane  OD  may  be 
determined,  and  compounded  with  the  weight  of  the  combined  mass 
of  masonry  and  earth  OAED,  to  find  the  resultant  pressure  on  the 
foundation. 

1036.  EOONOMIOAL  VlBRTlOAL  Seotion.  The  resistance  to  slid- 
ing depends  only  upon  the  weight  of  the  wall  and  the  coefficient  of 
friction,  and  hence  is  independent  of  the  form  of  the  vertical  cross 
section.  The  resistance  to  crushing  depends  upon  the  relative 
position  of  the  center  of  pressure  and  the  center  of  the  base,  and 
varies  approximately  as  the  stability  against  rotation;  and  hence 
the  form  of  the  vertical  cross  section  that  gives  greatest  stability 
against  rotation  also  gives  the  greatest  stability  against  crushing. 
The  resistance  to  overturning  depends  upon  the  moment  of  the  weight 
of  the  wall,  and  for  a  given  amount  of  masonry  the  longer  the  moment 
arm  the  greater  the  stability;  and  hence  the  nearer  the  center  of 
gravity  of  the  wall  is  to  the  earth  to  be  supported,  the  greater  is  the 
economy  of  material,  which  requires  that  the  back  of  the  wall  shall 
lean  toward  the  earth.  But  in  order  that  the  wall  may  be  self-sup- 
porting before  the  back-filling  is  deposited,  the  center  of  pressure 
should  preferably  fall  within  the  base,  although  with  care,  particu- 
larly with  monolithic  concrete,  the  center  of  pressure  may  safely 
fall  a  little  outside  of  the  base.  However,  in  localities  where  the 
ground  freezes,  it  would  not  l)e  wise  to  build  a  retaining  wall  leaning 
toward  the  earth,  on  account  of  the  heaving  action  of  the  frost — 
unless  the  back-filling  is  thoroughly  drained. 

The  above  shows  that  in  discussing  the  stability  of  a  retaining 
wall,  it  is  not  suflficient  to  give  simply  the  thickness  at  the  base  in 
terms  of  the  height,  as  is  usually  done.  A  wall  whose  vertical  cross 
section  is  a  right-angled  triangle  has  exactly  twice  as  much  stability 
when  the  earth  is  against  the  vertical  side  as  when  it  is  against  the  hy- 
potenuse, if  the  vertical  component  of  the  earth  pressure  be  neglected. 

1036.  Sometimes  attention  must  be  given  to  the  available  area 
above  and  behind  the  retaining  wall,  and  then  the  cost  of  land  also 
must  be  considered.  It  may  be  that  the  price  of  land  is  such  as  to 
make  a  wall  with  vertical  fmnt  and  inclined  back  on  the  whole  the 
most  economical,  for  the  saving  in  the  cost  of  land  may  more  than 
balance  the  expense  of  the  extra  masonry. 

It  is  usual  to  l)uild  the  face  of  the  wall  with  a  small  batter  and  to 
step  or  slope  the  back  so  as  to  maintain  a  constant  ratio  between  the 
width  at  any  point  and  tlx.  height  of  the  wall  above  that  point.  Re- 
taining walls  usually  have  a  top  width  of  18  inches  or  2  feet  to 
give  resistance  a<!;ainst  frost  and  hiteral  l)l()ws. 

1037.  Frost  Batter.     In  the  days  when  retaining  walls  were  built 
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of  stone  or  brick  masonry,  it  was  necessary,  in  localities  where  there 
was  considerable  freezing,  to  build  the  upper  portion  of  the  wall  with 
a  considerable  slope  away  from  the  supported  earth,  to  prevent  the 
freezing  earth  from  lifting  the  top  courses  of  the  masonry.  A  batter 
of  2  or  3  inches  to  the  foot  was  usually  enough  to  prevent  damage, 
the  frozen  earth  then  sliding  up  the  slope  instead  of  lifting  the  stones 
and  breaking  the  joints. 

Some  engineers  use  the  frost  batter  with  concrete  walls  (see  Fig. 
130,  page  540,  and  Fig.  132,  page  541),  but  it  does  not  seem  neces- 
sary where  there  is  only  moderate  freezing,  provided  the  concrete  is 
good  or  the  top  of  the  back  of  the  wall  is  finished  with  a  solid  surface.  It 
is  claimed  that  when  ordinary  earth  freezes  to  a  depth  of  5  ft.,  its 
grip  upon  concrete  is  equivalent  to  a  vertical  lifting  force  of  1000  lb. 
per  sq.  ft.  of  surface  of  concrete  in  contact  with  the  frozen  earth.* 

1038.  Design   of   REiNFOR0ED-Ck>N0BETE  Retaining   Walls. 

There  are  two  types  of  reinforced-concrete  retaining  walls,  viz.: 
(1)  a  vertical  stem  which  resists  the  thrust  of  the  earth  by  virtue  of 
its  strength  as  a  cantilever  beam;  and  (2)  a  comparatively  thin  face 
or  curtain  wall  which  is  supported  at  intervals  by  counterforts.  The 
first  is  ordinarily  called  a  cantilever  retaining  vxill,  and  the  second  a 
counterforted  retaining  wall.  The  first  type  is  most  suitable  for  com- 
paratively low  walls,  and  the  second  for  high  ones. 

A  wall  of  each  of  these  types  will  be  designed — the  cantilever 
wall  by  use  of  a  formula  for  the  earth  pressure  (§  1022-23)  and  the 
counterforted  wall  by  giving  it  a  stability  equal  to  that  of  a  solid 
wall  (§1022  and  §  1024). 

1039.  Design  of  a  Cantilever  Reinforced-Ooncrete  Retaining  Wall. 
Assume  that  a  wall  is  to  be  designed  to  restrain  an  earth  bank  10  ft. 
high,  and  assume  also  that  the  foundation  is  to  be  3  ft.  below  the 
natural  surface.  Assume  that  the  width  on  top,  exclusive  of  the 
projection  of  the  coping,  is  to  be  12  inches,  and  also  that  the  face  of 
the  wall  is  to  have  a  batter  of  i  an  inch  to  1  foot;  then  the  thickness 
at  the  bottom  of  the  stem  will  be  18  inches.  The  appearance  of  the 
wall  requires  a  coping,  but  that  does  not  materially  affect  the  stability 
which  alone  is  under  consideration  here.  The  thickness  of  the  footing 
can  not  l)e  determined  in  advance  of  the  solution  of  the  remainder 
of  the  problem;  but  for  the  present  it  will  be  assumed  to  be  12  inches. 
Then  the  height  of  the  stem  above  the  top  of  the  footing  will  be  12  ft. 
The  lenp:th  of  the  footing  can  not  be  determined  in  advance,  but  it 
will  be  tentatively  assumed  at  6.0  feet.  The  most  economical  position 
of  the  back  of  the  wall  along  the  line  A  B,  Fig.  114,  can  not  be  determined 
except  by  trial.  As  the  stem  is  moved  nearer  the  front  of  the  footing, 
the  resisting  moment  of  the  weight  of  the  stem  is  decreased,  and  the 

♦  Engineering  Nnvs,  vol.  lix,  p.  260. 
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Fimximum  preswiirp  on  the  *)il  iiniler  the  fuoting  w  increanetl;  but 
;M>metim«(  it  ia  neirerwary  to  place  the  face  of  the  wall  an  near  the  prop- 
erty line  aH  poHHible.  in  which  case  it  ia  not  poHnible  to  have  the  foot- 
ing project  in  fn>nt.  In  the  r.an^  in  band,  it  will  ht;  at<Aumed  that 
the  footing  projet'ta  2.5  ft.,  i.e.,  BL  =2.5  ft. 
The  effect  of  the  earth  above  AF  ia  oegleGtedr 
which  iucreafies  the  stability  of  the  walL 

We  will  o.'isiimer  th^t  the  sei'tion  ia  perfectly 
rigid,  and  determine  irs  .stal)ility  as  a  unit:  and 
later  inquire  into  its  structural  inteKrity. 

1040.  .'^tahilUi/  aijfiin.it  0'-rr(uming.  To  find 
the  thrust  of  the  earth  ajiainst  the  wall.  Cou- 
lomb's formula  (equation  4.  paije  A^i)  will  be 
used.  It  will  be  assumed  d'  that  the  surface 
of  the  bark-tillinii  ia  level :  ('2'*  that  the  natural 
slope  is  U  to  1.  i.e..  0  =  :i4'':  (Z)  that  w=  100 
lb.  pernu.  ft.;  (4)  that  A  =  12  ft.:  and  dy'  that  the 
weight  of  concrete  =  l-iO  lb.  per  rit.  ft.    Then 

E  =  \wh^  tan-  (4.5'^  -  i  ^J  =  2.040  lb. 

The   weight   of   the  concrete    in    the  stem 
FLIH  =  11  X  12  X  150  =2.250  lb.    Thisfon;e 
Fm.  114.  acts  10.41)  inches  =  0.S7  ft.   fmm   F,   or  2.S7 

feet  from  ,L  The  weifrlit  of  the  earth  verticallv 
aliove  tS  =  2i  X  12  X  100  =  :J.()00  lb.,  and  ir  acts  1.25  ft.  to  the 
riiiht  of  L,  or  4.75  ft.  from  .1.  The  weight  of  the  concrete  in  the 
f'ooring  =  fi  X  1  X  150  -  000  lb.,  and  it  acts  ;!.'H»  ft.  fnmi  .1.  Taking 
moment.-t  about  ''  and  ilividinir  liv  the  sum  of  the  weights,  it  i.s 
found  that  the    resultant  vertical  force  acts  :!.S1  ft.  from  C. 

The  tangent  of  the  angle  which  the  resultant  makes  with  the 
vertical  is  2.040  -^  B.l.iO  =  0.:t;5;  and  rhe  horizontal  distance  from 
K  to  the  point  i:i  which  the  resultant  pierces  tlie  line  CD  -  (4,00  + 
1.00)  X  0.:{:i  =  l.iili  ft.;  or  tlie  distance  from  C  =  3.81  -  1.66  = 
2.15  ft.,  which  iff  areater  than  \  of  (i,(H).  i.e..  rhan  2.00:  and  hence  the 
resultant  cut.s  the  l)a.se  of  the  footinii  within  rhe  middle  third.  There- 
fore, rhe  approximate  factor  of  safety  aiiainirt  overturning  (equation 
Vi.  paire  4li8i  i.s  more  tlian  ii. 

1041.  Pri'Huuri:  on  Ihi-  ,'■''111.  To  dererniiiie  ihe  pressure  on  the 
soil,  use  eiiuation  22,  pai:e  47'S, 


in  which   IF  =  R,|.501K.  /  =  6.0  ft.. 
=  0,8r>  ft.     The  maximum  pressure 


2.1.')  =  3.00  -  2-15 
.  that  at  (.',  is  found 
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by  using  the  plus  sign;  and  the  minimum,  that  at  D,  by  using  the 
minus  sign.  The  pressure  at  C  =  1,897  lb.  per  sq.  ft.,  and  that  at 
D  =  153  lb.  per  sq.  ft.  Whether  or  not  this  maximum  pressure  is 
safe  depends  upon  the  character  of  the  soil;  but  as  almost  any  soil 
will  bear  a  ton  per  sq.  ft.  (see  Table  59,  page  342),  it  will  be  as- 
sumed that  it  is  safe.  One  advantage  of  a  reinforced-concrete  re- 
taining wall  is  that  the  wall  itself  is  light,  and  hence  the  pressure  upon 
the  soil  is  less  than  that  of  a  solid  wall. 

1042.  If,  as  is  claimed,  the  ordinary  theory  of  earth  pressure 
gives  the  overturning  moment  greater  than  it  is  in  fact,  the  difference 
between  the  computed  maximum  and  minimum  pressure  under  the 
footing  as  computed  above  is  too  great.  For  example,  for  a  particular 
retaining  wall  the  maximum  pressure  according  to  the  ordinary  theory 
is  5,600  lb.  per  sq.  ft.,  and  the  minimum  0.0;  but  if  the  theory  is 
assumed  to  give  a  moment  twice  too  great,  then  the  maximum  pres- 
sure is  4,2001b.  per  sq.  ft.,  and  the  minimum  1,400.  The  two  solu- 
tions give  a  marked  difference  between  the  pressures  at  the  heel  and 
the  toe;  and  the  tendency  of  the  wall  to  tip  would  be  very  different 
in  the  two  cases. 

1043.  Stability  against  Sliding.  The  horizontal  thrust  of  the 
earth  is  2,040  lb.  If  the  soil  is  dry  clay,  the  coefficient  of  friction 
may  be  taken  at  0.50  (Table  75,  page  495);  and  the  frictional  re- 
sistance to  sliding  will  then  be  (2,250  +  3,000  +  900)  X  0.50  = 
3,075  lb.  Under  this  assumption,  the  wall  is  reasonably  safe,  particu- 
larly since  no  account  has  been  taken  of  the  resistance  of  the  soil  in 
front  of  the  wall. 

However,  if  the  soil  is  clay  and  should  become  wet,  the  coefficient 
of  friction  would  then  be  0.31,  in  which  case  the  frictional  resistance 
to  sliding  would  be  only  1,906  lb.  Under  this  condition,  the  wall 
would  barely  be  safe;  and  therefore  it  would  probably  be  wise  to 
construct  a  projection  on  the  under  side  of  the  footing  as  shown  in 
Fig.  114,  page  518,  to  increase  the  bearing  against  the  soil  in  front 
of  the  w^all.  To  determine  the  ultimate  resistance  of  the  soil  in  front 
of  the  wall,  draw  from  the  lowest  point  of  the  foundation  an  indefi- 
nite straight  line  making  an  angle  with  the  horizontal  equal  to  the 
angle  of  internal  friction  (§  1,000),  and  then  the  resistance  is  equal 
to  the  weight  of  the  soil  above  this  line  multiplied  by  the  coefficient 
of  friction.  To  make  this  force  effective,  the  soil  in  front  of  the  pro- 
jection, the  footing,  and  the  wall  should  be  solidly  tamped. 

The  lack  of  stability  against  sliding  in  this  case  illustrates  a  dis- 
advantage of  a  reinforced-concrete  retaining  wall,  viz.:  that  the 
wall  is  so  light  that  there  is  a  lack  of  frictional  resistance  to  resist 
sliding. 

1044.  Reinforcement  in  the  Stem,     The  bending  moment  of  a 


jfK'tiun  <}C  nhe  stem  t  ft.  lomc  jhiyut  nnj  point  in  the  plane  JB'.  Fiz. 
U4»  i»  11)4*3  \  4  -  SloJ)  r>.-]b.  =  i^JT.D^J)  in.Hh.  The  momcnn 
of  clie  '«nsn)a  in  rhe  <ttft»l.  T.  ii*  f /li  ei^iiariDn  >.  pu^  '.£17:  or 
X  =  r  ;«i.  ^.Viiniinly  ;  ran  be  ^aken  ac  ^  .-see  eqiiociun  -t  gmat  ^ST  :. 
;uiii  'i  =  IS  —  i  =  to  Laches,  ^ubtfticiirinu:  nhe  aiMve  vaiuas  *s£ 
H.  /,  :ind  'i  Ln  The  ibove  «*uiiurion  f»)r  T.  inves  T  =  7.001)  lb.  pw^Tm 
tt.  of  \v:uL  Lf  ,\  =  LI.IXW.  rhere  will  be  ri»qiiirwi  7.iHW  -^  Lif)l*)^  = 
<).3S  -sq.  :n.  of  -sceei  per  iineiir  rwr  of  wail.  Tbi»  (;omiiidun  <:uuiii  be- 
TRiDumeii  by  usuuc  |-+nch  plain  rrjund  r'xis  iput:eii  ti  inuhes  «flHrcer 
tx;  trenrer.  or  V  ^nch  -^jiind  rrj»i»  -jpace^i  4  juihes. 

\l^j  nnd  "he  iber  ^rres*  in  ':he  -Mjniirete  'Ji»  a^uiicion  'i^w 
whiuk  iii 

IX 


'  <r 


^  ■  7  i* 


SubijntutiniC  ~he  ^aiuef  in-  ibu^e   mii  *)i''Tni£  Taut  etiuiiiiibii;.  c: 
/i,    =  UW   b.  ler  m.   n. 

Pie  ibuvfj  value  n  .,  i*  -^mail  n  ;«}mpan»ja  witii  The  Tuiue 
4«Huneu  n  !onipunnu:  j:  :ar  i  !omparin''ei^'^  -Knail  siumiSK  in.  ine- 
-hit;ti:ie«^  ji  "iie  burnjni  n  "he  ireai  Tiaiie*  i  anrs  iiiiiinsnue  in.  r,^ 
?<ir  ixanipie,  i  -rie  vrum  it  "iie  burrom  vere  -^MUiieu  ^i  LL  inuiue^v. 
,.  vnuiii  )e  in;r«ui*e«i  Lm  •~inie>K  *V-ier;ier  )r  ivv  lit  lif  nimRttfinRi: 
-5UHJ  o  ^«mr«  lie  vnita  ji  ~:ib  burrrjin  n  •^le  itvm  ^j  !I1  jiuiiesfi. 
lepeiiub-  ip»)ii  "iie  iniuiiiir  n  :ui:i  n  Tie  ""nwirr  •finpioywi^n  iiERUuhnir 
•:ie  riuineui  n  'le  fui'^n  ■:lrl^^r  !£i)vv«*'»*r  Tjimcinicae  vnitU  it  The 
-Rum  iir'T*utj«>r  :iH  iinuuin  ii  m*^\  rt*vnn**i.  uiu  leime  n"'iiv»«f  "die* 
^*»ai:"«  -''sM  n  r'iiii:!*»-«u  uvi  -^a^i*,  tiiu  na  '  ir  ria*'  iuf  )u -Ktfinuniii:ai! 
II   lU"   jur-.i-uiar  -abe. 

for  I  mcM  v:al,  r  ^^  ;'itMoinar"  "o  iiH*r  t  iilnt —tinier  itupneul 
ir  s(jpe«i-  11  :ie  :oi-Ie!'^«-  it  -  iiia  '*'  tiiu  ?<nneniiie*i-  iia<i  "ii  .m«m 
nau»MKu  "'JUS  II  rie  iile»  n  -.  ♦or  ui  ix;»xn|}ie.  i«f  lEic  UIL. 
tint   *~i:     :i2!.   )imw  T.y 

'JlWr.     *J    u     :ie   "»f»iii»M*'-«nie»n    le^i    im    )«   :ai'^e»i    u  'lie  *xin   ir 
\^    iiiUMiiii    ii    111  '    juiiii.    St  '    lail    v:i^'    ip.    :oui(l.  )e   «lin- 

iiaiu*»iUii'r-u    T*»iii:i»ii^;iip     )e»'\v^M      le    noinefn     iiiu    lie    Tttiu'!JiT«f^ 

uk:*u       "*iti  :iinniiii    n   -n'*r»   leoH'iu^  Tittinr*    ipou    -iw  miftieut;  'V/lii:!!. 

.•tr*i*>^    :^     :\\*     'inv*    m     'u*    n*n\'\       niu    nr»i« '^     rie    ^iwiini^rtiineur   tuil. 

it'*"-»'ii^!     •■•» unoh"      '»\v::i"'i      'H*     Ml).       '^m'-     :i«    this,  iiiluuiu:    le- 

■'ini:iunMi>    tir    -umi"   *m«*it?    eni:''!.    u    t'^i^^     ii    t    v:ul    n  'iii»-  Itttidir, 
:it«     IV*  'f>:i:<r     I!     'w    ■'•Mnni-»-v'rn*»n     ^     i>;i;:il*-     niiue     )v    -Ruuiniiu:   I. 
*!r?fr    •:     ■'■■i^    n     -/IT"-    )".r:«  Mi::i"    if»^Mi       um     :iii    mim  ^lUiniHTiiitf^ 
rit*    '■  .-  -M*    m:  ,!.■'•     -w    Tiv    i--;^:t,    'H;    iMM>i   lunnv  "lie  luituu. 
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If  |-inch  rods  spaced  6  inches  apart  are  used,  one  series  of  rods  12 
inches  apart  may  run  to  the  top  of  the  wall,  and  a  second  series  may 
run  only  half  way  up;  or  if  i-inch  rods  4  inches  apart  are  used,  one 
series  12.  inches  apart  may  run  to  the  top,  a  second  series  two  thirds 
of  the  way  up,  and  a  third  one  third  up. 

For  the  value  of  /g  used  above,  the  rods  should  be  embedded  forty 
diameters  below  the  base  of  the  stem  in  order  to  develop  the  requisite 
amount  of  bond  stress,  which  for  the  i-inch  rods  would  require  an 
embedment  of  20  inches — more  than  the  thickness  of  the  footing. 
Sometimes  the  rods  are  anchored  by  bending  them  at  right  angles 
about  one  of  the  horizontal  reinforcing  rods,  but  this  is  very  unsat- 
isfactory. A  better  method  is  to  form  a  complete  loop  about  the 
horizontal  rod;  but  the  best  method  is  to  pass  them  through  a 
horizontal  plate  or  angle,  and  put  a  nut  above  and  below  the  angle, 
the  former  to  insure  that  the  latter  has  a  firm  bearing  against  the 
angle.  The  plate  or  angle  has  the  further  advantage  of  locating  the 
rod  properly  and  holding  them  in  position  during  the  placing  of  the 
concrete.  In  the  particular  case  shown  in  Fig.  114,  page  518,  the 
vertical  rods  would  be  sufficiently  anchored  by  being  extended 
through  the  projection  on  the  bottom  of  the  footing. 

1046.  Reinforcement  in  Front  Part  of  Footing.  The  portion 
AFQC,  Fig.  114,  page  518,  of  the  footing  acts  as  a  cantilever  to 
transmit  pressure  to  the  soil;  and  should  therefore  be  reinforced  on 
the  lower  side.  Strictly,  the  whole  footing  should  be  considered  as  a 
continuous  beam;  but  considering  the  portion  AF  sa  a,  cantilever 
is  sufficiently  exact,  and  the  error  is  on  the  safe  side.  The  unit 
pressure  at  C  is  1,947  lb.  per  sq.  ft.,  and  at  D  is  103  lb.  per  sq.  ft. 
(§  1041);  and  therefore  the  pressure  at  Q  is: 

153  +  (1,897  -  153)  X  1^  =  153  +  1,162  =  1,315  lb.  per  sq.  ft. 

The  center  of  gravity  of  the  pressure  on  CQ  is  1.06  ft.  from  Q,  and 
the  moment  alx)ut  Q  is: 

M  =  1,606  X  2  X  1.06  =  3,405  ft.-lb.  =  40,860  in.-lb. 

As  before,  T  =  M  -^  jd.  d  =  12  -  2  =  10  inches,  j  =  0.875  as 
before.  Hence  T  =  40,860  ^  (0.875  X  10)  =  4,670  lb.  per  linear 
ft.  of  wall.  The  area  of  steel  required  =  4,670  -^  12,000  =  0.39  sq. 
n.  per  linear  foot  of  wall,  which  can  be  satisfied  by  using  §-inch 
round  rods  spaced  6  inches  center  to  center.  These  rods  can  be 
sufficiently  anchored  by  allowing  them  to  project  into  the  concrete 
to  the  right  of  Q  20  inches. 

The  fiber  stress  in  the  concrete,* /«,  computed  as  in  §  1044,  is 
208  lb.  per  sq.  in. 
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1047.  To  provide  for  the  differences  in  the  bearing  power  of  the 
soil  longitudinally  along  the  wall,  reinforcing  rods  are  frequently- 
inserted  in  the  bottom  of  the  footing  parallel  to  the  face  of  the  wall. 
The  amount  of  this  reinforcement  is  wholly  a  matter  of  judgment; 
and  not  infrequently  the  longitudinal  reinforcement  in  the  footing  is 
one  third  to  one  half  as  much  as  the  transverse  reinforcement. 

1048.  Reinforcement  in  Rear  Part  of  Footing.  The  portion  BDNL, 
Fig.  114,  page  518,  of  the  footing  will  be  assumed  to  act  as  a  canti- 
lever, and  not  as  part  of  a  continuous  beam.  This  cantilever  carries 
a  uniform  downward  pressure  upon  its  upper  face,  in  addition  to  its 
own  weight;  and  also  a  uniformly  varying  upward  pressure  on  its 
lower  face.  The  moment  of  the  downward  pressure  about  L  =  3,000 
X  li  =  3,750  ft. -lb.  The  weight  of  the  footing  is  1  X  2i  X  150  = 
375  lb.;  and  its  moment  about  L  =  375  X  U  =  469  ft.-lb.  The 
total  downward  moment  then  is  3,750  +  469  =  4,219  ft.-lb. 

The  upward  pressure  at  D  is  (§  1041)  153  lb.  per  sq.  ft.,  and  the 

pressure  at  AT  =  153  +  (1,897  -  153)  X  |^  =  153  -f  728  =  881  lb. 

per  sq.  ft.  The  center  of  this  pressure  is  0.96  ft.  from  N,  The  up- 
ward moment  then  is,  M  =  517  X  2§  X  0.96  =  1,234  ft.-lb.  The 
downward  moment  being  4,219  and  the  upward  1,234,  the  net  down- 
ward moment  at  L  is  4,219  -  1,234  =  2,985  ft.-lb.  =  35,820  in.-lb. 
The  area  of  steel  required  =  M  h-  {jd  X  12,000)  =  35,820  -i- 
(0.875  X  10  X  12,000)  =  0.34  sq.  in.  per  linear  ft.  of  wall,  which  is 
satisfied  by  using  |-inch  round  rods  spaced  6  inches  center  to  center. 
These  rods  will  develop  enough  bond  stress,  if  they  project  10  inches 
to  the  left  of  the  L. 

1049.  Resistance  to  Shear.  To  prevent  the  stem  from  shearing 
along  the  top  of  the  footing,  there  is  an  area  of  concrete  =  12  X 
18  =  216  sq.  in.;  and  the  safe  unit  shearing  strength  is  at  least  25  lb. 
per  sq.  in.  (§  476-77  and  also  §  458),  giving  a  safe  resistance  of  216 
X  25  =  5,400  lb.  per  Unear  foot  of  wall,  which  is  more  than  2|  times 
the  computed  sliding  force,  and  therefore  there  is  no  danger  of 
failure  in  this  respect. 

To  prevent  the  footing  from  shearing  vertically  at  the  face  of  the 
stem,  there  is  a  shearing  resistance  of  12  X  12  X  25  =  3,600  lb.  per 
linear  foot  of  wall,  while  the  shearing  force  is  3,212  lb.;  and  hence 
there  is  no  danger  of  failure.  Since  there  is  no  danger  of  failure  by 
shear  at  the  face  of  the  wall,  there  is  none  at  the  back. 

1050.  Temperature  Reinforcement.  To  prevent  unsightly  tem- 
perature cracks,  the  wall  should  be  provided  either  with  contraction 
joints  (§  385-87)  to  localize  the  cracks,  or  with  longitudinal  rein- 
forcement sufficient  to  resist  temperature  stresses  and  thereby 
equalize  the  strain  between  different  sections  along  the  length  of  the 
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wall  and  cause  it  to  stretch  as  a  homogeneous  material  (§  503-6). 
The  percentage  of  steel  required  to  prevent  temperature  cracks  will 
depend  upon  probable  range  of  temperature,  the  thickness  of  the 
wall,  and  the  position  of  the  exposed  surface.  In  §  504,  it  was  .shown 
that  a  change  of  temperature  of  100°  F.  in  the  concrete  would  require 
0.5  per  cent  of  steel  having  an  elastic  limit  of  60,000  lb.  per  sq.  in. 
It  is  usually  assumed  that  high-carbon  steel  equal  to  0.3  to  0.4  per 
cent  of  the  cross  section  of  the  wall  is  sufficient  to  prevent  objection- 
able contraction  cracks  in  the  North  Centra!  States.  The  tempera- 
ture reinforcement  should  be  placed  near  the  exposed  face;  and  an 
equal  amount  is  required  both  hori- 
zontally and  vertically. 

1061.  Design  of  ft  CoGnterfort«d 
Beintoiced-Concrete  Betalsing  Wall. 
A  wall  of  this  type  consists  of  a 
thin  vertical  curtain  wall  supported 
at  intervals  by  vertical  ribs  or 
counterforts,  both  the  curtain  wall  =' s 
and  the  counterforts  resting  upon  ^,  ' 
and  being  connected  to  a  base 
plate  or  footing.  The  curtain  wall 
is  usually  only  6  or  8  inches 
thick  at  the  top  and  10  or  12  at 
the  bottom;  and  the  counterforts 
are  usually  of  about  the  same  di- 
men-sions  as  the  curtain  wall,  and 
are  spaced  5  to  10  feet  center  to 
center.  For  high  walls  the  counter- 
forted  type  is  more  economical  of 
material  than  the  cantilever  type; 
but  the  cost    of  constructing   the 

forms  is  more,  the  net  result  being,  " — '■*  -° ^ 

however,  in  favor  of  the   counter-  ^'^'  "^^ 

forted  type  for  walls  more  than  about  20  ft.  high. 

1062.  It  will  be  assumed  (1)  that  a  wall  28  feet  high  is  to  be  de- 
signed, (2)  that  the  face  of  the  wall  is  to  be  brought  as  close  as  pos- 
sible to  the  property  line,  and  (3)  that  the  stability  is  to  be  equal  to 
that  of  a  standard  solid  wall.  It  will  be  assumed  also  that  both  the 
.standard  solid  wall  and  the  proposed  wall  rest  upon  piles,  as  is  neaily 
necessary  if  the  strueture  stands  upon  compressible  soil  and  the  foot- 
ing can  net  project  in  front.  Fig.  115  shows  the  trial  dimensions  of 
the  proposed  counterforted  wall  which  is  to  have  the  same  stability 
as  the  standard  plain  concrete  wall  of  the  New  York  Central  Rail- 
road shown  in  Fig.  116,  page  527. 
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rods  are  sometimes  so  bent  that  a  single  rod  serves  both  purposes^ 
its  end  being  near  the  back  of  the  wall  next  to  the  counterfort  and 
its  middle  portion  being  near  the  face  of  the  wall  midway  between 
the  counterforts. 

The  footing  or  floor  of  the  bay  may  be  regarded  as  being  made  up 
of  horizontal  beams  fixed  at  the  ends,  carrying  the  downward  weight 
of  the  earth  upon  their  upper  face  and  the  upward  reaction  of  the  soil 
on  their  lower  face.  The  reaction  of  the  soil  below  the  footing  in- 
creases from  D  toward  C,  and  is  computed  as  in  §  1041. 

1066.  The  reinforcement  in  the  counterforts  which  ties  together 
the  face  wall  and  the  footing  may  be  placed  either  vertically  and 
horizontally,  or  diagonally.  The  first  is  the  more  common,  but  the 
latter  is  the  more  scientific  and  the  more  economical  of  material. 

According  to  the  first  method,  the  coimterfort  may  be  regarded 
as  a  cantilever  anchored  to  the  footing  and  also  as  a  T-beam  the 
flange  of  which  is  the  curtain  wall.  Under  this  assumption  the 
horizontal  rods  bind  together  the  curtain  wall  and  the  coimterfort, 
and  the  vertical  rods  connect  the  footing  and  the  coimterfort,  and 
the  reinforcement  parallel  to  the  long  side  of  the  coimterfort  resists 
the  bending  of  the  counterfort.  For  an  example  of  this  method  of 
construction,  see  Fig.  124,  page  531.  The  amount  of  steel  required 
at  any  point  of  the  free  edge  of  the  cantilever  can  be  determined 
approximately  by  erecting  a  perpendicular  at  the  point  and  taking 
moments  about  the  point  where  this  perpendicular  intersects  the 
center  line  of  the  front  wall. 

The  second  method  is  to  regard  the  counterfort  as  bdng  made 
up  of  diagonal  beams,  each  carrying  one  or  more  longitudinal  rods 
which  tie  the  vertical  curtain  wail  to  the  footing,  these  beams  being 
wider  at  tbeir  junction  with  the  front  wall  than  at  their  connection 
with  the  footing.  For  example,  for  each  foot  of  width  on  the  footing, 
these  tie-beams  will  be  30  -^  9  =  3.3  ft.  deep  at  the  front  wall.  The 
equivalent  liquid  pressure  against  each  successive  3.3-foot  section 
of  the  front  wall  can  readily  be  computed,  and  from  that  the  area 
of  the  steel  required  to  resist  this  stress  can  easily  be  determined. 
The  rod  at  its  connection  with  the  curtain  wall  may  be  diagonal,  or 
may  start  horizontal  and  be  curved  to  a  direction  parallel  to  the 
outer  edge  of  the  counterfort  on  a  radius  of  about  20  times  its  diameter 
since  with  this  curvature  the  side  pressure  of  the  rod  upon  the  con- 
crete will  not  exceed  a  safe  limit.  At  the  lower  end,  the  rod  mav  be 
diagonal  or  may  start  vertically  and  be  curved  to  a  line  parallel 
to  the  outer  edge  of  the  counterfort  to  the  same  radius  as  above. 
The  vertical  pressure  is  always  greater  than  the  horizontal,  and 
hence  there  is  plenty  of  resistance  to  hold  the  lower  end  of  these  lods. 
The  ends  of  these  rods  should  be  looped  around  the  reinforcinc: 
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rods  in  the  footing  and  the  face,  or,  better,  should  be  passed  through 
a  plate  or  an  angle  to  give  sufficient  anchorage.  For  an  example  of 
this  form  of  construction,  isee  Fig.  125,  page  532. 

Both  horizontal  and  vertical  temperature  reinforcement  should 
be  placed  in  the  face  of  the  curtain  wall  (see  §  1()5<)^ 

1066.  EZAMFLBS      OF       PLAIK-CONCBZTB       RKTAIimia      WALLS. 

New  York  Central  Standard.  Fi<;.  116  shows  the  standard  plain- 
concrete  retaining  wall  of  the  New  York  Central  and  Hudson  River 
Railroad.*  This  type  is  used  for  track  elevation,  and  hence  carries 
a  train  on  the  back-filling  near  the  wall.  The  official  drawing  con- 
tains the  following  notes.  '*  1.  The  coping  is  to  be  made  of  1  :  2  :  4 
Portland  cement  concrete,  the  body  of  the  wall  of  1  : 3  : 6,  and  the 
footing  (the  lower  4  ft.)  of  1  :4  :  7^.  2.  The  foundation  is  to  be  made 
to  suit  local  conditions,  but  is  never  to  be  less  than  4  ft.  deep,  unless 
good  rock  is  found.  Old  railroad  rails,  10  to  12  inches  centers,  are  to 
\:>e  used  when  soft  material  is  encountered.  When  piles  are  used  in 
soft  material,  the  outside  pile  under  the  toe  is  to  be  battered  out  1  to 
6.  3.  Four-inch  weep  holes  are  to  be  left  not  more  than  15  ft.  apart, 
and  are  to  have  vertical  blind  drains  nmning  to  the  top  of  the  wall. 
4.  The  top  of  the  coping  is  to  slope  \  inch  to  the  rear.  5.  All  exposed 
comers  and  edges  are  to  \ye  rounded  to  1-inch  radius.  6.  Expansion 
joints  are  to  lie  provided  50  ft.  apart  by  inserting  one  layer  of  tarred 
paper  between  the  sections,  the  edges  of  the  paper  being  kept  |  inch 
from  the  face  of  the  wall  and  the  ]<  int  being  marked  on  the  face  by 
a  triangular  groove  \  inch  deep  made  by  nailing  a  strip  on  the 
inside  of  the  form.''  / 

1067.  Fig.  117  shows  the  forms  used  in  constructing  a  consider- 
able length  of  the  wall  shown  in  Fig.  116.  The  sheeting  was  2-ineh 
yellow  pine  laid  with  a  ship-lap  of  ^  inch  and  an  open  joint  of 
jt  inch.  The  form  for  the  front  of  the  wall  was  lined  with  thin  sheet 
steel.  The  forms  were  made  in  panels  51  feet  long,  were  shifted  by  a 
locomotive  crane,  and  were  removed  after  the  concrete  had  set  over 
night. 

1068.  Ulinois  Central  Wall.  Fig.  US.  page  52vS.  shows  the  wall 
used  by  the  Illinois  Ontral  Railroad  on  one  side  of  its  depressed  line 
throuyih  Grant  Park,  formerly  Lake  Front  Park,  Chicago;  and  Fig. 
119  shows  the  forms  used  in  constructing  the  walLf  The  wall  was 
designed  for  an  S-foot  surcharire.  The  concrete  was  laid  in  three 
courses,  as  shown  by  the  dotted  line  in  Fig.  119.  The  lower  course 
was  laid  without  joints,  the  second  course  had  tongue  and  groove 
contraction  joints  every  lOS  ft.,  and  the  third  course  every  54  ft. 
A  sheet  of  hydrex  felt  was  inserted  in  the  contracticm  joint  to  prevent 

*  By  <'(>urt»-sy  of  (it'o.  W.    IvirTn^iluc  chief  f'tigineer. 
t  By  «-ourt«'<y  of  {{.  K.  (Jaiit.  briil^«'  ♦'n»iiii(*«»r. 
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adhesion  between  the  two  sections.     The  horizontal  sectioiw  were 

keyed  by  a  tongue  and  grooved  joint  as  shown  in  Fig.  119,  page  529. 

It  is  claimed  that  a  wall  stepped  on  the  back,  as  shown  in  Fig.  119, 

is  more  advantageous  than  one  ha\'ing  a  straight  back,  since  with  the 


former  the  lower  part  of  the  form  can  be  more  easily  taken  down  and 
be  moved  ahead  before  the  upper  part  can  be  removed.  Thia  advaa- 
tage  is  greatest  in  cool  weather  when  the  cement  sets  slowly. 

1069.  Chicago  and  North  Westam  Wall.  Fig.  120,  page  530,  shows 
the  forms  and,  incidentally,  the  dimensions  of  the  wait  employed  by 
the  Chicago  and  North  Western  Railroad  in  track  elevation  in  Chicago 
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»nd  elsewhere.*  A  horizontiil  seetiim  H5  ft.  lonR  waa  Imilt  complete 
from  top  to  bottom  in  a  day;  and  on  account  of  the  pressure  due  to 
this  height  of  wet  concrete,  frequent  tie  rods  and  strong  bracing  were 


•  Concrfte-hmjiittfring,  Jan.  1,  liM)7,  p.  12. 
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required  to  keep  the  forms  from  spreading.  The  rods  and  bracing 
shown  in  Fig.  120  were  entirely  satisfactory.  The  2-inch  pipe 
were  old  boiler  flues,  and  consequently  cost  but  little  more  than  the 
expense  of  cutting.  The  end  of  the  pipe  was  2  inches  from  the  surface 
of  the  wall. 

Compare  Fig.  117,  119,  and  120  as  to  the  maimer  of  building  the 
forms  to  secure  the  off-sets  on  the 
back  of  the  wall. 

1060.  Examples  of  Bkin- 
roboed-oonobete  retaining 
Walls.  0.  B.  &  Q.  litandard.  Fig. 
121,  page  531,  shows  the  typical 
cross-section  of  the  retaining  wall 
employed  by  the  Chicago,  Bur- 
lington and  Quincy  Railway  in 
track  elevation  in  Chicago.*  The 
portion  above  the  angle  in  the 
back  is  the  same  for  all  heights. 
Fig.  122,  page  531,  shows  the 
method  of  constructing  and  brac- 
ing the  forms  used  in  building  the 
wall  shown  in  Fig.  121.* 

A  retaining  wall  having  a  sec- 
tion similar  to  that  in  Fig.  121  has 
frequently  been  used.  Notice  that 
this  type  is  really  intermediate  be- 
tween a  reinforced-concrete  can- 
tilever wall  (Fig.  114,  page  518, 
or  Fig.  123,  page  531)  and  a  plain 
concrete  wall  (Fig.  116,  page  527, 
or  Fig.  118,  page  528). 

The  forms  are  a  combination 
of  continuous  and  sectional.    The 
sectional  portion  consists  of  two    Fig.  HQ.—Forms  for  III.  Cent.  Wall. 
parts:    (1)  the  studding  for  the 

face,  and  the  forms  for  the  coping  and  for  the  flat  slope  near  the 
}x)ttom ;  and  (2)  the  form  for  the  back  of  the  wall.  Ordinary  sheeting 
is  used  on  the  face  between  the  forms  for  the  coping  and  for  the  flat 
slope  at  the  bottom.  No  attempt  was  made  to  use  sectional  forms 
for  the  main  part  of  the  face,  because  the  sections  become  battered 
and  warped  with  use  and  do  not  fit  well,  and  hence  leave  the  wall 
rough. 

*  L.  J.  Hotohkiss,  aast.  engineer,   in   Jour.  West   Soa  of  Eng'is,  vol   xli   p. 
349-53. 
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section  of  the  stem  1  ft.  long  about  any  point  in  the  plane  AB,  Fig. 
114,  is  2,040  X  4  =  8,160  ft.-lb.  =  97,920  in.-lb.  The  moment 
of  the  tension  in  the  steel,  T,  is  T.jd  (equation  5,  page  227);  or 
M  =  T.jd.  Ordinarily  /  can  be  taken  at  J  (see  equation  4,  page  227) ; 
and  d  =  18  —  2  =  16  inches.  Substituting  the  above  values  of 
Af ,  ;,  and  d  in  the  above  equation  for  T,  gives  T  =  7,000  lb.  per  lin. 
ft.  of  wall.  If  /a  =  12,000,  there  will  be  required  7,000  -^  12,000  = 
0.58  sq.  in.  of  steel  per  linear  foot  of  wall.  This  condition  could  be 
satisfied  by  using  f-inch  plain  round  rods  spaced  6  inches  center 
to  center,  or  ^  -inch  round  rods  spaced  4  inches. 

To  find  the  fiber  stress  in  the  concrete  use  equati  on  8,  page  227, 
which  is 

*  _    2M 

/c 


kjhdP 


Substituting  the  values  as  above  and  solving  this  equation,  gives 
/c  =  193  lb.  per  sq.  in. 

The  above  value  of  /c  is  small  in  comparison  with  the  value 
assumed  in  computing  k]  but  a  comparatively  small  change  in  the 
thickness  of  the  bottom  of  the  stem  makes  a  large  difference  in  f^. 
For  example,  if  the  width  at  the  bottom  were  reduced  to  12  inches, 
/c  would  be  increased  2.56  times.  Whether  or  not  it  is  considered 
safe  to  reduce  the  width  of  the  bottom  of  the  stem  to  12  inches, 
depends  upon  the  amount  of  faith  in  the  theory  employed  in  deducing 
the  moment  of  the  earth  thrust.  However,  reducing  the  width  of  the 
stem  increases  the  amount  of  steel  required,  and  hence  involves  the 
relative  cost  of  concrete  and  steel,  and  may  or  may  not  be  economical 
in  any  particular  case. 

For  a  high  wall,  it  is  customary  to  insert  a  fillet — either  stepped 
or  sloped — in  the  comers  at  L  and  F,  and  sometimes  also  to  insert 
diagonal  rods  in  the  fillet  at  L.  For  an  example,  see  Fig.  121, 
and  Fig.  123,  page  531. 

1046.  All  of  the  reinforcement  need  not  be  carried  to  the  top  of 
the  wall.  The  amount  at  any  point,  say  half  way  up,  could  be  com- 
puted as  above;  but  it  is  not  possible  in  practice  to  secure  an  exact 
mathematical  relationship  between  the  moment  and  the  reinforce- 
ment. The  amount  of  st^el  depends  mainly  upon  the  moment,  which 
varies  as  the  cube  of  the  depth;  and  hence  the  reinforcement  can 
decrease  very  rapidly  toward  the  top.  Since  the  rods  should  be 
continuous  for  their  entire  length,  at  least  in  a  wall  of  this  height, 
the  decrease  in  the  reinforcement  is  usually  made  by  stopping  a 
series  of  rods  at  son^e  particular  height;  and  the  more  numerous 
the  rods,  i.e.,  the  smaller  the  rods  used,  the  more  nearly  the  actual 
amount  of  steel  can  Ije  made  to  conform  to  the  theoretical  amount. 
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If  f4Dch  rods  spmoed  6  inebes  spurt  m^e  used,  tme  mrvm  of  rodi  12 
inches  apart  may  run  to  the  top  of  the  wall,  and  a  iieeofid  nerkK  mi^ 
run  onhr  half  way  up;  or  if  f4neb  rods  4  inches  apart  a/«  used,  one 
series  12  inches  apart  may  run  to  the  top,  a  seKxiud  series  two  thirds 
of  the  way  up,  and  a  third  one  third  up. 

For  tlMe  value  of  /.  uaed  abore^  the  rcMk  should  \Mt  efnl^eddbd  ifjfiy 
<fiain0KerE  below  the  faaae  of  the  stem  in  ordtsr  to  devdop  the  roquisile 
imoum  of  bcicid  stress,  wfaieh  for  the  f4ndb  rods  would  f^uire  a«i 
embedment  of  20  inches — more  than  the  thkknes^ti  of  the  fo^xini^. 
Sometimes  the  rods  are  andKired  by  l^endin^  thex»  at  rii^  aiu^ 
abcrat  out  oi  the  horijK«rta]  reinforeina^  rvd^.  but  this  is  very  uuttssi' 
isCacftarr.  A  better  method  is  to  form  a  ^^ompleU;  Joop  ai>out  the 
hmmxaibi  rod:  but  tiie  best  metibod  k  to  paift  theou  thfx<nMgh  a 
hosiMmuil  jAKue  or  an^,  aaod  put  a  nut  abcnie  a«ud  bidow  the  aiuagle, 
the  former  i<o  J20u?e  that  ibe  jMUear  has  a  &m  bearaiir  a^fiabost  the 
asEkeicL  Tlie  pucbcf  or  amde  has  tiie  f  unher  iMdraaotaiBie  of  ]o<aiittitnf  tlie 
rod  prtig^erJj  and  bcddtnjc  ibecu  in  yumiosx  dunxu^  the  fAmi»f  <i  the 
tiu&crebe.  jx  niifr  j;iiJErU(:uittr  traae  ^Uown  juu  f*!^.  IH.  pa^  $1^,.  the 
-pemenl  rocb  uvuuld  be  sufiKdeotjr  ttutdioodd  by  b^boi^  eict^bdidd 
lioxrufdi  the  prujwruiuii  on  tA*  btrtruoBu  of  ibe  f ooUtt^. 

IMfi.  Eemforotmnemt  -an  t'rif^d  tuert  if)  t^vtiktig.  I'he  }#ortiik«u 
AfKiC.  Fie.  334.  pttfK-  51b.  of  the  footawr  an3t*  atf  a  t:t«uulever  i* 
traiffimi:  pressupc  -vo  'Tihe  iiuiJ :  uud  tthouid  iiheD(9{u»r  be  scauloriidd  osu 
xbe  Jitwer  sidfe.  ^tewfliiy.  ^ue  »bok  foouiir  should  W  tnj««ide9«l  ^  a 
ffaDtinmiuf'  beutt :  but  ^swm^t&rnx^  liiie  yoriofi  Af^  ut  tx  <:iiiUUk!^v«r 
»  «ufi&«iemtv  *-i:ifc: .  auti  t/he  ^srror  i^  ot  ^be  bafe  «ide  The  unit 
jneeaitTt  u'  ^   it  Z M^  Iv   yv:  mj  fv.  unc  u:  Jj  it  1U<5  It.  pef  i»q.  ft. 

awJ  -^    1,W7  ^  ISJ    >^  Jt!  *  1^5  -  l.i®  »  LIJlv  Hi.  pw  #ti.  ft. 

Tb*-  wfiiv^  ot  |rn*vh.y  of  libe  pr«iMUf»r  tit  C^  it  I.Ut  K.  imit  U  ttuc 
i;b%  iifunf*nr  auorn  V  ^- 

iV  ^  :,bi^»  >  i  X  i.w  •  iM^h^h  ^  at',wi'  tt.^k 

if^tiTh     JB'fU^^  7   -^  4t^i'  "^    il'.^Ci.  y    iU    *=  ^,tj7l'  K    pef  ttueitr 

nfUSJ(    tvlir    ti\MM*:»ii   i    tliCK^ar    •^•fltl**'    11    ^:»TUX^       tJ'trtfw^^   TOO^    ^Wj   b*- 

^ilfb*:«iiti»   au'^iiiMvt   vt^  alnw^n^-'  tti*ffi-  ii  vrujF-fr:  ttni   tu«-  trowrwvn 
Jflt^  It    v^  «<i.   II. 
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ment  in  the  counterfort  consists  of  plain  round  rods  varying  from  1 
to  1|  inches  in  diameter,  connected  to  plat«s  bedded  in  the  floor 
and  in  the  curtain  wall  by  pins  through 
forked  ends.  These  anchor  plates  are 
f  inch  thick  and  from  8  (o  11  inches 
wide,  and  have  three  lines  of  holes  in 
them,  one  for  the  rods  in  the  counter- 
fort, and  the  two  others  for  the  rods 
in  the  floor  on  each  side  of  the  coun- 
terfort. Two  nuts  are  used  on  each 
end  of  each  rod  in  the  floor  and  in 
the  face  wall. 

1063.  Cost  of  Oorobxti  Rktaik- 
mo  Waixs.  Plain  Concrete.  For  a 
discussion  of  the  various  items  in  the 
cost  of  concrete,  see  i  412-19;  and 
for  an  example  of  the  cost  of  a  plain 
concrete  retaining  wall,  see  i  423. 
Table  78  shows  the  cost  (exclusive  of 
excavation)  of  a  plain  concrete  retain- 
ing wall  containing  427  cubic  yards, 
built  by  the  Delaware,  Lackawanna 
and  Western  R,  R,  at  Scranton,  Pa., 
in  1907. 

1064.  Reinforced  Concrete.     Table 
79  gives  the  average  cost  of  the  reinforced-concrete  retaining  walls 

TABLE  78. 
Cost  op  a  Plain  Concrete  Re.taininq  Wall. 


Broken  Btone  at  10.70  per  ton 

Sand  at  10.55  per  cu.  yd 

Cement  at  |0 .  85  per  bbl 

Lumber — charged  at  J  value    

Labor^mixing  and  placing  concrete  . 

Labor — building  forms 

Labor — unloadine  materials 

Depreciation  of  wheelbarrows   

Su^rintendence — 30hr.  atSOct 

Office  expense— J20. 00 

Total 


SO. 72 
0.24 

1.06 


24.6 
11.3 
23.4 
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of  the  type  shown  in  Fig.  121,  page  531,  built  in  Chicago  by  a 
railroad  in  connection  with  track  elevation  during  the  year  1907. 
The  work  was  done  by  company  force. 

TABLE  79. 
Cost  of  Reinforced-Concrete  Retaining  Wall. 

Items  or  Expense.  P»b  Cu.  Yd.  or 

Concrete 

Excavation:  4  528  cu.  yd., 

Removing  earth,  0 .  48  ct.  per  cu.  yd.  of  excavation 10 .  384 

Shoreing,  0.06  per  cu.  yd.  of  excavation 045 

Pumping,  0.03  ct.  per  cu.  yd.  of  excavation .021 

Cutting  off  piles,  0.01  ct.  per  cu.  yd.  excavation 004 

Engine  service,  0.02  ct.  per  cu.  yd.  of  excavation 013 

Total  for  labor $0,467 

Sheet  piling,  0.07  ct.  per  cu.  yd.  of  excavation .057 

Total  for  excavation $0. 5.*i4 

PHe  Foundation:   14,  616  lin.  feet.  ~ 

Cost  of  piles,  10  ct.  per  lin.  ft 10. 26 

Driving  piles,  18  ct.  per  lin.  ft .46 

Total  for  foundation 10. 72 

Concrete:  5  608  cu.  vd. 

Materials — lumber  SO .  49 

form  materials  other  than  lumber .07 

cement 1 .  75 

gravel .03 

steel  reinforcement .62 

Total  for  materials $2.96 

Labor — building  forms $1 .  10 

removing  forms .23 

placing  reinforcement    .05 

Dandling  concrete  materials .23 

mixing  and  placing  concrete .72 

cleaning  concrete .03 

fininshing  surface   .03 

frost  protection .01 

track  chants .03 

engine  services .05 

equipment .26 

Total  for  labor $2.74 

■  I  —^  ■■  ^ 

Grand  Total $6.95 

1066.  Cost  of  Plain-  vs.  Beinforced-Ooncrete  Betaining  Wall.  Of 
course,  to  make  a  fair  comparison  both  forrtis  of  wall  should  be 
equally  well  designed  and  both  should  be  equally  stable.  The 
concrete  in  the  reinforced  wall  will  cost  more  per  cubic  yard  because 
of  the  greater  cost  of  the  forms  (particularly  for  the  counterforted 
wall)  and  also  because  of  the  interference  of  the  steel  in  placing  the 
concrete.     Further,  the  cost  of  the  excavation  per  cubic  yard  of 
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concrete  is  considerably  more  for  the  reinforced  wafl  than  for  tie 
plain  wall,  because  of  the  smaller  number  of  cubic  yards  in  the  former 
and  also  because  the  base  of  the  former  is  usually  considerably  longer 
than  that  of  the  latter  and  consequently  the  excavation  is  pro- 
portionally greater.  A  reinforced  wall  will,  of  course,  cost  more  per 
cubic  yard,  because  steel  costs  more  than  an  equivalent  volume  of 
concrete.  On  the  other  hand,  a  reinforced  wall  will  contain  con- 
siderably less  concrete  than  a  plain  wall. 

Not  infrequently,  the  costs  of  the  concrete  in  these  two  forms  of 
walls  are  compared  as  being  proportional  to  the  areas  of  the  two 
cross  sections,  and  the  claim  is  made  that  the  reinforced-concrete  wall 
is  40  to  60  per  cent  the  cheaper,  varying  with  the  height;  but  such 
a  method  of  comparison  is  greatly  in  error.  Again,  the  cost  of  the 
concrete  in  these  two  forms  of  walls  is  sometimes  compared  by  adding 
from  10  to  50  cents  per  cubic  yard  to  cover  the  extra  cost  of  the  rein- 
forced concrete,  and  the  claim  is  made  that  the  reinforced  wall  is 
from  35  to  45  per  cent  the  cheaper;  but  such  an  allowance  for  extra 
cost  is  entirely  too  small.  Because  of  one  or  the  other  of  the  above 
errors,  many  of  the  estimates  of  the  relative  cost  of  these  two  forms 
of  walls  are  misleading. 

On  a  leading  railroad  the  cost  of  a  large  amount  of  work  showed 
that,  exclusive  of  excavation  and  of  company  haul  on  materials, 
the  cantilever  reinforced-concrete  retaining  wail  was  19  per  cent 
cheaper  than  the  plain  concrete  wall;  and  two  other  prominent 
railroads  estimate  that  high  count  erf orted  reinforced  retaining  walls 
are  25  per  cent  cheaper  than  plain  concrete  ones. 


CHAPTER  XIX 
BRIDGE  ABUTMENTS 

1067.  DEFINITIONS.  There  are  four  forms  of  abutments  in 
more  or  less  general  use.  1.  A  plain  wall  parallel  to  the  current, 
shown  in  elevation  at  Fig.  126,  with  or  without  the  wings  ADF  and 
BEG,  The  slopes. may  be  finished  with  an  incHned  coping,  as  AD, 
or  offset  at  intervals,  as  BE.  When  abutments  were  made  of  stone 
masonr}",  the  latter  was  the  usual  method  of  finishing;  but  since 
abutments  are  generally  built  of  concrete,  the  former  is  the  more 
common.  The  abutment  shown  in  Fig.  126  is  called  a  straight  abut- 
ment  or  less  appropriately  an  abutment  with  straight  wings.  2.  The 
>^ings  may  l^e  swung  around  into  the  bank  at  any  angle,  as  shown 
(in  plan)  in  Fig.  127.    The  angle  9  is  usually  about  30°.    This  form 


JI 


B 


n 


dC 


_k 


r      G 

B 

D        E 

D        E 

Elevation. 

Plan. 

Plan. 

Plan. 

Fk;.  IJT,. 

Fio.  127. 

Fiu.  128. 

Fi«.  129. 

is  known  as  the  wing  abutment  or  an  abutment  with  splayed  wings. 
3.  When  ^  of  Fig.  127  becomes  90®,  the  result  is  Fig.  128,  which  Ls 
called  the  U  abutraetiL  4.  If  the  wings  of  Fig.  128  are  moved  to  the 
center  of  the  head-wall  the  result  is  Fig.  129,  which  is  known  as  the 
T  abutment, 

1068.  COBfPABlSON  OF  FORMS.  The  form  of  the  abutment  to  be 
adopted  for  an}'  i  articular  case  will  depend  upon  the  locality, — 
whether  the  bridge  is  over  a  waterway  or  over  a  street  or  railway. 
If  for  the  former,  the  form  of  abutment  depends  upon  whether  the 
banks  are  low  and  flat,  or  steep  and  rocky;  whether  the  current  is 
swift  or  slow;  and  also  upon  the  relative  cost  of  earthwork  and  of 
masonry. 

Fig.  126  is  the  usual  form  for  a  street  or  railway  crossing;  but  is 
not  suitable  for  a  stream  crossing,  owing  to  the  danger  of  the  water's 
flowing  along  immediately  behind  the  wall. 
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Fig.  127  is  the  usual  form  for  a  stream  crossing,  particularly  where 
there  is  a  contraction  of  the  waterway  at  the  bridge  site,  since  de- 
flecting the  wing  walls,  on  both  the  up-stream  and  downnstream  side, 
slightly  increases  the  amount  of  water  that  can  pass.  This  advantage 
can  be  obtained,  to  some  degree,  with  the  straight  abutment  (Fig. 
126)  by  thinning  the  wings  on  the  front  and  leaving  the  back  of  the 
wings  and  abutments  in  one  straight  line.  Not  only  there  is  no 
hydraulic  advantage,  but  there  is  a  positive  disadvantage,  in  in- 
creasing the  deflection  of  the  wings  beyond,  say,  10°  or  15°.  The 
more  the  wing  departs  from  the  face  line  as  it  swings  round  into  the 
embankment,  the  greater  its  length  and  also  the  greater  is  the  thrust 
upon  it.  The  wings  are  not  usually  extended  to  the  toe,  B,  of  the 
embankment  slope,  but  stop  at  a  height,  depending  upon  the  angle 
of  deflection  of  the  wing  and  the  slope  of  the  embankment,  such  that 
the  earth  in  flowing  around  the  end  of  the  wall  will  not  get  into  the 
channel  of  the  stream.  It  can  be  shown  mathematically  that,  if  the 
toe  of  the  earth  which  flows  around  the  end  of  the  wing  is  to  be  kept 
three  or  four  feet  back  from  the  straight  line  through  the  face  of  the 
abutment,  an  angle  of  25°  to  35°  is  best  for  economy  of  the  material 
in  the  wing  walls.  This  angle  varies  slightly  with  the  proportions 
adopted  for  the  wing  wall  and  with  the  details  of  the  masonry.  This 
form  of  construction  is  objectionable,  since  the  foot  of  the  slope  in 
front  of  the  wing  is  liable  to  be  washed  away;  but  this  could  be  rem^ 
edied  somewhat  by  riprapping  the  slope,  or,  better,  by  making  the 
wing  longer. 

Fig.  126  is  one  extreme  of  Fig.  127,  and  Fig.  128  is  the  other.  As 
the  wing  swings  back  into  the  embankment  the  thrust  upon  it  in- 
creases, reaching  its  maximum  at  an  angle  of  about  45°;  when  the 
wing  is  thrown  farther  back  the  outward  thrust  decreases,  owing  to 
the  filling  up  of  the  slope  in  front  of  the  wing.  Bringing  the  wings 
perpendicular  to  the  face  of  the  abutment,  as  in  Fig.  128  also  de- 
creases the  lateral  pressure  of  the  earth,  owing  to  the  intersection  of 
the  surfaces  of  rupture  for  the  two  sides,  which  is  equivalent  to 
removing  part  of  the  *' prism  of  maximum  thrust.'^  If  the  banks  of 
the  stream  are  steep,  the  base  of  the  wing  walls  of  Fig.  128  may  be 
stepped  to  fit  the  ground,  thereby  saving  masonry.  Under  these 
conditions,  also  the  wing  abutment,  Fig.  127,  can  be  treated  in  the 
same  way;  but  the  saving  is  considerably  less.  When  the  masonry- 
is  stepped  off  in  this  way,  the  angle  thus  formed  becomes  the  weakest 
part  of  the  masonry;  but,  as  the  masonry  has  a  large  excess  of 
strength,  there  is  not  much  probability  of  danger  from  this  cause, 
provided  the  work  is  executed  with  reasonable  care. 

Fig.  129  contains  more  masonry  than  any  of  the  other  forms. 
The  more  massive  the  masonry,  the  cheaper  it  can  be  constructed; 
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and,  for  this  reason,  it  is  probable  that  the  simple  T  abutment  is 
cheaper  than  the  U  abutment,  although  the  latter  may  have  less 
masonry  in  it.  However,  if  built  of  concrete  the  cost  of  forms  will 
be  considerably  more  for  the  U  abutment  than  for  the  T  abutment. 
For  equal  amounts  of  masonry,  wing  abutments  give  better  pro- 
tection to  the  embankments  than  T  abutments.  The  latter  are  more 
stable,  because  the  center  of  gravity  of  the  masonry  is  farther  back 
from  the  line  of  the  face  of  the  abutment,  about  which  line  the 
abutment  must  turn  or  along  which  it  will  first  crush.  The  amount 
of  masonry  in  tall  T  abutments  can  be  decreased  by  building  the 
tail  wall  hollow  or  by  introducing  either  transverse  or  longitudinal 
arches  in  it.  (Fig.  137  and  138,  page  547.)  High  T  abutments  are 
sometimes  built  of  reinforced  concrete  with  comparatively  thin 
outside  walls  and  with  vertical  and  horizontal  partitions,  thus 
securing  a  very  light  and  comparatively  cheap  structure. 

1069.  Theory  of  Stabilitt  of  an  ABUTBOBirr.  The  abutment 
of  an  ordinary  bridge  has  two  oflSces  to  perform,  viz.:  (1)  to  support 
one  end  of  the  bridge,  and  (2)  to  keep  the  earth  embankment  from 
sliding  into  the  water.  In  Fig.  126,  the  portion  DEGF  serves  both 
these  purposes,  while  the  wings  ADF  and  BEG  act  only  as  retaining 
walls.  In  Fig.  127  and  128,  the  portion  DE  performs  both  offices, 
while  the  wings  AD  and  BE  are  merely  retaining  walls.  In  Fig.  129 
the  head  DE  supports  the  bridge,  and  the  tail,  or  stem,  AB  carries 
the  train;  hence  the  whole  structure  acts  as  a  retaining  wall  and  also 
supports  the  load.  The  abutment  proper  may  fail  (1)  by  sliding 
forward,  (2)  by  overturning,  or  (3)  by  crushing. 

The  top  dimensions  of  the  body  of  the  abutment  must  be  sufficient 
for  the  bridge  seats,  which  will  vary  with  the  style  and  the  span 
of  the  bridge,  and  must  also  allow  room  for  a  vertical  wall  on  the 
back  edge  of  the  abutment  to  sustain  the  roadway,  which  wall  is 
variously  called  a  dirt  wallj  a  parapet  vxlU,  or  a  hack  wall.  Theoretic- 
ally, the  bottom  dimensions  of  the  body  may  be  determined  by  a 
consideration  of  the  lateral  pressure  of  the  earth;  but  the  mathe- 
matical theory  of  the  pressure  of  earth  is  a  much  less  perfect  guide 
for  designing  bridge  abutments  than  for  simple  retaining  walls 
owing  to  the  effect  of  the  moving  load — both  on  account  of  its  weight 
and  its  motion,  particularly  of  a  railway  train — to  increase  the 
lateral  pressure  against  the  abutment.  Obviously,  the  effect  of  the 
weight  of  the  bridge  in  resisting  the  overturning  of  the  abutment  is 
greater  for  low  abutments  than  high  ones,  and  for  long  spans  than 
short  ones. 

Again,  the  bridge  acts  more  or  less  as  a  strut  between  the  two 
abutments  to  prevent  sliding  or  overturning,  the  exact  effect  depend- 
ing upon  the  weight  of  the  bridge  and  upon  whether  one  end  rests 
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upon  sliding  plates  or  expansion  rollei*s.     Further,  the  wings  assist 
in  preventing  overturning^,  except  in  the  straight  abutment. 

In  view  of  the  uncertainties  of  tlie  mathematical  theorv  of  the 
pressure  of  eartli  (§  99S-l()13),it  is  not  custoniar>'  to  attempt  to  com- 
pute the  stability  of  an  abutment,  but  to  take  the  thickness  of  the 
body  at  the  top  of  the  footing  at  0.40  or  0.45  of  the  height  of  the 
earth  fill.  In  applying  this  empirical  rule,  little  or  no  distinction  is 
made  between  highway  and  railway  bridges,  i.e.,  little  or  no  account 
is  taken  of  the  effect  of  the  moving  load;  and  no  account  is  ever 
taken  of  the  difference  in  weight  of  different  bridges,  or  of  the  strut- 
like action  of  the  bridge.  Apparently,  it  is  more  common  to  make 
the  thickness  0.40  of  the  height  than  0.45:  but  the  latter  is  em- 
ployed by  some  of  the  largest  and  l^est  railway  systems  in  this  country 
(see  Fig.  182,  page  541).  In  several  cases,  abutments  having  a 
thickness  of  §  the  height  have  failed.  The  thickness  of  wing  walls  is 
frequently  made  0.3  of  the  height  of  the  earth  alx)ve  the  point,  and 
seem  to  stand  satisfactorily. 

1070.  Foundation.  Ordinarily,  only  comparatively  little  dif- 
ficulty is  encountered  in  securing  a  foundation  for  a  bridge  abutment. 
Frequently,  by  doing  the  work  at  the  time  of  low  water,  the  founda- 
tion can  l>e  put  down  without  the  use  of  a  coffer-dam  or  at  most  by 
the  use  of  a  light  curbing.  When  the  ground  is  soft  or  likely  to  scour, 
a  pile  foundation  and  grillage  may  be  employed.  For  the  method  of 
procedure  in  such  cases,  see  Art.  4,  Chapter  XV;  and  for  examples 
of  this  kind  of  foundation,  see  Fig.  134  (page  544),  Fig.  136  (page 
540),  Fig.  148  (page  501 ),  Fig.  149  (page  562). 

Where  there  is  no  danger  of  imderwashing,  and  where  the  foun- 
dation will  at  all  times  be  under  water,  the  masonry  may  be  started 
upon  a  timber  platform  consisting  of  timber's  from,  say,  8  to  12 
inches  thick,  laid  side  by  side  upon  sills,  and  covered  by  one  or  more 
layers  of  timbers  or  thick  planks,  according  to  the  depth  of  the 
foundation  and  the  magnitude  of  the  structure.  For  an  example 
of  a  foundation  of  this  class,  see  Fig.  149  page  562.  For  a  discussion 
of  the  method  of  failure  by  sliding  on  the  foundation,  see  §  930  and 
1043. 

1071.  Experience  has  determined  the  safe  thickness  of  an  abut- 
ment at  the  top  of  the  footing  within  comparatively  narrow  limits; 
but  the  width  of  the  footing  is  su])ject  to  wide  variation,  as  it  depends 
upon  tlie  l)earing  power  of  the  soil.  Since  the  moment  tending  to 
overturn  the  abutment  is  not  definitelv  known,  neither  the  dis- 
tribution  of  the  pressure  on  the  soil  under  the  footing  nor  the  max- 
imum pressure  can  l)e  found  with  any  considerable  accuracy;  and 
therefore,  if  the  soil  is  even  slightly  compressible,  the  dimensions  of 
the  footing  must  l)e  determined  with  the  utmost  care.    The  decision 
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as  to  what  will  l>e  a  safe  and  not  extravagant  area  of  the  footing,  or 
rather  what  will  Ix*  a  safe  and  not  extravagant  j)roje('tion  of  the 
footing  in  front  of  the  wall,  is  a  matter  of  judgment  based  upon  piust 
experience  and  a  careful  study  of  all  the  conditions  of  the  particular 
case  in  hand.  For  a  few  suggestions,  applicable  in  this  connection, 
see  §  1025-28. 

1072.  Kind  op  Masonbt.  Formerly  bridge  abutments  were 
usually  built  of  either  range  ashlar  (§  560)  or  squared-stonc  masonry 
(§  569)  according  to  the  importance  of  the  structure,  although 
occasionally  rubble  (§  574)  was  employed;  but  at  preaent  concrete 
is  nearly  always  used — partly  because  it  is  ordinarily  cheaper,  and 
partly  because  the  monolithic  construction  is  less  affec^ted  by  frost 
and  the  shock  of  passing  loads.  In  the  past  it  has  been  quite  common 
for  masonry  railroad  abutments  to  he  shaken  to  pieces  by  the  passage 
of  trains. 

Bridge  abutments  are  usually  built  of  massive  plain  concrete, — 
sometimes  with  a  comparatively  small  amount  of  steel  reinforcement 
under  the  bridge  seats,  at  reentrant  angles,  and  at  other  places  where 
there  is  danger  of  cracks.  Different  parts  of  an  abutment  are  some- 
times built  of  different  grades  of  concrete  according  to  the  stress 
imposed — see  Fig.  135»  page  545,  for  example.  Ordinarily  bridge 
abutments  depend  for  their  stabihty  mainly  upon  the  weight  of  the 
concrete;  but  occasionally  abutments  are  constructed  of  com- 
paratively thin  walls  and  buttresses  of  reinforced  concrete  (see  Fig. 
133,  page  543),  and  such  abutments  depend  for  their  stability  mainly 
upon  the  strength  of  the  reinforced  concrete. 

1073.  Straight  ABUTBOBirrs.  Fig.  130,  page  540,  shows  a 
straight  abutment  used  by  the  I/chigh  Valley  Railroad,  for  an  over- 
head railway  crossing.*  The  drawing  shows  the  dimensions  of  the 
abutment  proper,  and  also  the  arrangement  of  the  parapet  or  back- 
wall  for  a  skew  crossing. 

For  another  straight  abutment  for  a  steam  railway,  see  §  1076 
and  Fig.  132,  page  541. 

1074.  Note  that  the  wings  in  Fig.  130  have  a  plane  top,  while 
those  in  Fig.  132  have  a  curved  upper  surface. 

1076.  WiNO  ABUTBOBiiTS.  Oooper's  standard.  Fig.  131,  page 
541,  shows  an  abutment  with  splayed  wings  recommended  for  country 
highway  and  electric  railway  bridges. t  The  variable  dimensions  of 
the  top  of  the  abiitment  are  given  in  Table  80,  page  540.  This  form 
is  intended  to  be  built  of  either  masonry  or  plain  concrete. 

1076.  New  Tork  Oentral  Standard.    Fig.  132,  page  541,  shows 

*  By  courtesy  of  Walter  Q.  Berg,  chief  engineer. 

t  Cooper's  Specifications  for  Foundations  and  Substructures  of  Highway  and 
Electric  Railway  Bridges. 
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TABLE  80. 

loss    JOB  THK    AbITTMENT   ShOWX    IN    FiG.    131. 

Urta. 

DiBiisat   a.                1                             Di«T:i.scB  I. 

For  Country  Highnay  and  SingU-Track  Electric  Raiticay  Bridget: 


2  feet  6  incbes 


Clear  roadwBy  +  4  feet  0  incbes. 


For  Dotible-Traek  BUdrie  RaHway  Bridget:     Add  1  foot  to  the  above  values  of  I. 


the  standard  straight  and  also  the  splayed-wing,  plain-concrete 
abutments  of  the  New  York  Central  and  Hudson  River  Railroad,* 
Ordinarily  the  form  with  straight  wings  is  used  for  street  crossings  and 
that  with  splayed  wings  for  stream  crossings.    Notice  that  the  wing 
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has  a  coping  and  that  the  top  face  is  curved.    Compare  the  finiafa  of 
this  wing  with  that  of  Fig.  130. 

The  following  are  notes  from  the  official  drawing:   "  1.  The  dimen- 
son  y,  see  top  of  Section,  varies  with  the  superstructure,  but  ifi  not 
■  By  coutiesy  of  W.  J.  Wilgus,  vice  preadent  and  fonner  chief  en^eer. 
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3  than  3  feet  for  girders  and  trusses  or  2  feet  6  inches  for  solid 
)rs.    2.  The  dimension  x,  see  top  of  Section,  is  at  least  half  the 
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distance  from  the  bridge  seat  to  the  base  of  the  rail.    3.  The  frost 
batter,  see  upper  right-hand  comer  of  Section,  is  to  slope  6  inches  in 
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5  feet.    4.  The  angle  of  the  face  of  the  wing  with  the  face  of  the 
abutment  is  varied  to  Buit  the  local  conditions.    5.  The  foundation  is 
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made  to  suit  local  conditions,  but  must  not  be  less  than  4  feet  deep 
unless  good  rock  is  found.  6.  Old  rails  10  to  12  inches  center  to 
center  are  to  be  used  where  a  soft  foundation  is  found;  and  where 
piles  are  not  used,  the  base  of  the  rails  is  to  be  6  inches  from  the 
bottom.  Where  splicing  of  rails  in  the  foundation  is  necessary,  they 
shall  be  fully  bolted  with  two  splice  bars,  and  be  laid  with  broken 
joints.    7.  The  back  filling  is  to  be  cinders  or  other  porous  material. 

8.  All  exposed  corners  and  edges  are  to  be  rounded  to  a  1-inch  radius. 

9.  The  bridge  seat  is  reinforced  ^ith  a  sheet  of  Clinton  galvanized 
wire  cloth,  having  3-  by  8-inch  mesh,  made  of  No.  8  and  10  wires,  or 
with  No.  8  Clinton  wire  netting  having  1-  by  2-inch  mesh." 

1077.  Beinlorced-Ooncrete  Wing  Abutment.  Fig.  133  shows  a 
typical  form  of  reinforced-concrete  bridge  abutment  built  by  the 
Wabash  Railway  at  Monticello,  111.*  The  figure  shows  the  dimen- 
sions and  th€  general  form  of  construction.  On  the  face  of  the  abut- 
ment proper  and  of  the  wings  is  a  little  ornamentation,  in  the  shape 
of  a  rectangle,  produced  by  nailing  a  half-round  strip  on  the  inside 
of  the  forms.  This  ornamentation  is  not  shown  in  Fig.  133.  In 
this  particular  structure  the  counterforts  (the  vertical  walls  behind 
the  face  wall)  are  parallel  to  the  roadway,  but  sometimes  the  coun- 
terforts to  the  wings  are  perpendicular  to  the  face  wall. 

One  of  the  two  abutments  like  that  shown  in  Fig.  133^  contains 
160  cu.  yd.  of  concrete  and  9,581  lb.  of  }-inch  square  corrugated  steel 
reinforcing  bars,  and  the  other  182  cu.  yd.  of  concrete  and  13,043 
lb.  of  steel,  both  being  practically  60  lb.  per  cu.  yd. 

1078.  In  §  1065  is  a  discussion  of  the  relative  cost  of  plain-  and 
reinforced-concrete  retaining  walls,  all  of  which  is  applicable  to 
abutments;  but  the  more  complicated  form  of  the  reinforced-concrete 
abutment  makes  the  additional  cost  of  forms  and  the  extra  trouble 
of  depositing  concrete  around  the  reinforcement  greater  for  abutments 
than  for  retaining  walls;  and  hence  it  is  probable  that  under  ordinary 
conditions  the  plain-concrete  abutment  is  the  cheaper.  Further,  on 
account  of  the  possibility  of  the  rusting  of  the  reinforcement,  the 
plain-concrete  abutment  is  more  durable. 

1079.  U  Abutment.  A.  T.  &  S.  F.  Standard.  Fig.  134,  page 
544,  shows  the  standard  U  abutment  employed  by  the  Atchison, 
Topeka  and  Santa  Fe  Railroad  System. f  This  design  was  made 
when  abutments  were  constructed  of  block-stone  masonry;  but  it  has 
been  used  without  material  modification  since  abutments  are  usually 
built  of  plain  concrete.  In  the  early  history  of  this  road  the  T  abut- 
ment was  the  standard,  l)ut  it  was  abandoned  and  the  U  al:)utraent 
was  adopted.     At  present  the  U  abutment  is  preferred  for  a  new 

*  By  courtesy  of  A.  ().  Cunningham,  cliief  engineer, 
t  By  courtesy  of  W.  B.  Storey,  Jr.,  cliief  engineer. 
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line;  but  when  an  abutment  is  required  under  a  track  in  operation, 
the  wing  abutment  is  preferred,  since  the  track  can  be  supported 
more  easily. 

The  specifications  under  which  these  abutments  were  built,  when 
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block-stone  masonry  was  the  material  of  construction,  required 
as  follo^*s:  "1.  Bed-plate  pedestal  blocks  to  be  2  feet  thick,  and 
placed  8>Tnmetrically  with  regard  to  the  plates.  2.  Coping  under 
pedestal  blocks  to  be  18  inches  thick  for  all  spans  exceeding  100 
feet,  16  inches  for  90  feet,  and  14  inches  for  spans  under  90  feet, — 
said  coping  to  be  through  stones,  and  spaced  alike  from  both  sides 
of  abutment.    3.  Distances  from  front  of  dirt  wall  to  front  of  bridge 
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Fig.  136.— U  Abutment.     N.  Y.  C.  A  H.  R.  R.  R. 

seat,  and  from  grade  line  to  top  of  bridge  seat,  and  thickness  of  dirt 
wall,  to  vary  for  different  styles  and  lengths  of  bridges.  4.  Front 
walls  to  be  22  feet  wide  unaer  bridge  seat  for  all  spans  of  100  to  160 
feet  inclusive.  5.  Total  width  of  bridge  seat  to  be  5^  feet,  for  all 
spans.  6.  Steps  on  back  of  walls  to  be  used  only  when  necessary  to 
keep  thickness  ^  of  the  height.  7.  In  case  piling  is  not  used,  footing 
courses  may  be  added  to  give  secure  foundation.  8.  Length  of  wing 
walls  to  be  determined  by  a  slope  of  1 J  to  1  at  the  back  end  of  the 
wails — as  shown  by  dotted  line  in  front  elevation, — thence  by  a  slope 
of  1  to  1  down  the  outside — as  shown  on  si(^e  elevation — to  the 
36 
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intersection  of  the  ground  line  with  face  of  abutmeat.  This  rule  may 
be  modified  in  special  cases.  9.  Dimensions  not  pven  on  the  drawing 
are  determined  bj-  the  style  and  length  of  bridge,  and  are  to  be  found 
on  special  sheet." 

1080.  Abundant  drainage  should  be  provided  for  the  material 
between  the  wings  of  the  U  abutment,  by  inserting  farm  tile  or  per- 
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fnrated  iron  pipe  vertically  al  intervals  along  the  back  of  the  win(£s 
and  allowing  them  to  discharge  through  weep  holes  through  the  face 
of  the  wing  or  connecting  lliem  to  bi>rizonlal  tiie  or  pipes  in  the 
filling  ncur  the  ln>ll<)in  which  Ciui  dischnrgo  at  the  free  end  of  the 
wings.  Cindoi-s  or  s:md  iind  gravel  are  sometimes  used  to  fill  in 
l»etween  the  wing  widlsto  give  a  liolter  drainage,  and  alsotodecrea.se 
(he  lateral  tliniKl  of  the  filling. 


1081.  K«w  Twk  Central  Standud.  Fig.  135,  page  545,  shows 
the  standard  U  abutment  of  the  New  York  Central  and  Hudson 
River  Railroad.* 


The  ofticiul  drawing  contain^*  the  fiilhrtvinn  notes:    "1.  For  depth 
of  9  ft.  from  (lie  lop  of  the  cftpinfr,  fhe  t!iickne.-w  of  tlie  wing  is  to  be 
in  accordance  with  the  standard  retaining  wall  [J  105C];    and  from 
•  By  courteiy  ot  W.  J.  Wilgua,  vice  preMdcut  and  former  chief  engineer. 
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that  point  down,  the  back  of  the  wing  is  to  be  plumb.  2.  The  back 
filling  is  to  be  cinders  or  other  porous  material.  3.  Weep  holes  are 
to  be  provided  with  vertical  blind  drains  in  the  rear." 

In  addition  to  the  items  in  the  preceding  paragraph,  it«ms  1 
and  5  to  9  of  5  1076  also  apply  to  this  abutment. 

1082.  T  Abutmeht.  Fig.  136,  page  546,  shows  the  type  of  T 
abutment  ordinarily  used  by  railroads  when  such  structures  were 
made  of  coursed  stone  masonry.  The  tail  wall  is  usually  10  or  12  ft. 
wide,  and  of  such  length  that  the  foot  of  the  slope  of  the  embankment 
will  just  reach  to  the  back  of  the  head  wall.    The  batter  on  the  head 

wall  is  1  to  12  or  1  to  24  all 
around.  The  tail  wall  is  gen- 
erally built  vertical  on  the 
sides  andthe  end.  Notice  the 
batter  at  the  top  of  the  free 
end  of  the  tail  wall.  This  is 
known  as  the  "frost  batter," 
and  is  to  prevent  the  frost 
from  dislocating  the  comer  of 
the  masonry.  The  drainage 
of  the  balljist  pocket  should 
be  provided  for  by  leaving  a 
space  between  the  ends  of 
two  stones.  Formerly  the 
tail  wall  was  sometimes  only 
7  or  8  feet  wide,  in  which 
case  the  ties  were  laid  directly  upon  the  masonry  without  the  in- 
tervention of  ballast;  but  this  practice  has  been  abandoned,  as  being 
very  destructive  of  both  rolling  stock  and  masonry. 

According  to  the  common  theories  for  retaining  walls,  T  abut- 
ments with  dimensions  as  above  have  very  large  factors  of  stability 
against  sliding,  overturning,  and  crushing. 

1083.  Fig.  137  and  13X,  page  547,  show  two  methods  of  decreasing 
the  amount  of  masonry  in  a  T  abutment.  The  designs  were  made  for 
an  abutment  in  the  Cairo  Bridge  approach  on  the  Illinois  Central 
Railroad  to  be  built  against  a  pier  already  constructed.*  The  plan 
and  the  front  elevation  of  these  two  designs  are  identical,  and  the 
earth  fill  required  is  almost  exactly  the  same.  Fig.  137  was  adopted. 
The  estimate  for  Fig.  137  was  as  follows: 

Concrete,  2660  cii.  yd.  at  87.25 $19  285.00 

Piles,  337  at  $8.50 2  864.60 

Reinfoicing  bars 300.00 

Total $23  449.50 

•W.  M.  Torraiiuf,  Kngineering  Newt,  voL  Iv,  p.  3ft-10.  . 
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The  estimate  for  Fig.  138  was  as  follows: 

Concrete,  1  935  eu.  yd.  at  »7. 50  $U  512.00 

PUes,  337at  $8.50 2  864.50 

Reinforcbg  bars 600 .  00 

Total $17  976. 50 

Another  modificatioD  of  the  U  abutment  proposed  for  the  same 
position  consisted  in  making  the  side  walls  lighter  than  in  the  ordinary 
U  abutment  and  in  tying  them  together  at  intervals  with  rods.    The 


Fio.  140. — Pier  Abctment. 

rods  were  to  be  encased  in  concrete  which  was  to  be  supported  by 
tight  concrete  arches  resting  on  the  side  walls.  The  estimate  for  this 
design  was: 

Concrete,  3  636  cu.  yd.  at  $6.00  $21  876.00 

Pilea,  420at  $8.50 3  570.00 

Reinforcing  rods 50.00 

Earth  mi,  4  000  cu  yd.  at  30  ct 1  200.00 

Total $26  663.00 

1084.  Beinforeed'OoBcrete  T  Abntmeat.  Fig.  139  shows  a  mod- 
ified form  of  T  abutment  employed  on  the  South  Bend  and  Southern 
Michigan  Railway  (electric  interurban).* 

*  A.  J.  HBnunond,  chief  engineer,  in  Engintering  Nem,  vol.  Ivii,  p.  187. 
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1086.  Pier  Abutbient.  Fig.  140,  page  549,  shows  what  may 
l)e  called  a  pier  abutineiit,  i.e.,  a  pier  that  takes  the  place  of  an 
abutment.  Fig.  140  is  tlie  design  prepared  by  the  State  Engineer  of 
New  York  for  highway  bridges  crossing  the  Barge  (the  enlarged 
Erie)  Canal.  The  unshaded  portion  of  the  pier  consists  of  two 
pyramidal  pedestals,  each  supporting  a  corner  of  the  reinforced- 
concrete  slab  which  constitutes  the  approach  span.  Each  of  the  two 
comers  of  the  shore  end  of  the  approach  span  rests  upon  a  square 
column.  The  general  form  of  this  design  has  long  been  used  with 
highway  bridges  to  obviate  the  use  of  either  a  longer  span  or  a  more 
expensive  abutment;  and  the  only  new  feature  in  Fig.  140  is  the  use 
of  a  reinforced-concrete  slab  for  an  approach  span,  which  made 
possible  the  use  of  columns  under  each  corner  of  the  approach  span 
instead  of  a  continuous  wall  under  each  end. 

Table  81  gives  the  cost  of  the  approaches  and  the  piers  for  two 
bridges  built  under  one  contract  in  1907,  exclusive  of  the  cost  of 
plant.  The  copings,  girders,  columns,  and  the  slab  were  made  of 
1:2:4  concrete;  and  the  remainder  of  the  structure  of  a  1  : 2  : 5 
mixture. 

TABLE  81. 

Cost  of  Approach  Span  and  Pier  Abutment  on  Erie  Canal.* 


Items  of  Expense. 

Roberts  Road  Bridge 

Bendicx  Road  Bridge 

Rbf. 
No. 

Quantity. 

Cost 

per 

Cu.  Yd. 

Quantity. 

Cost 

per 

Cu.  Yd. 

1 
2 

AfateriaU:    . 

Lumber  at  $25  per  M 

Cement  at  $1 .  50  per  bbl 

7  000  ft.  B.  M. 

340  bbl. 

100  cu.  yd. 

200  cu.  yd 
9  884  lb. 

$0.60 
2.01 

.50 
1.10 

.97 

7  000  ft.  B.  M. 
370  bbl. 
110  cu.  yd. 
220  cu.  yd. 
10  616  lb. 

$0.64 
2  02 

3 

Sand  at  SI   25  Dcr  cu.  vd 

50 

4 
5 

Broken  Stone  at  $1 .  40  per  cu.  yd. . . 
Steel  at  2k  eta.  per  lb 

1.12 
.97 

Total  for  materials 

$6.27 

1.98 

2.20 
.48 
.91 

$5.25 

6 

Labor: 

Construction,  erection,  and  removal 

of  forms  at  $35.93  per  M  ft.  B.  M. 
Mixing    and    placing    concrete,    ami 
olacinflT  steel 

« 

2.06 

7 

2.25 

8 

Excavating,  and  driving  42  piles  .  .  . 
Hauling  materials 

Total  for  labor 

Total  for  labor  and  materials 

.48 

9 

1.03 

10 

$5.57 

$5  82 

2  535  cu.  yd. 

2  535  ou.  yd 

11 

$10.84 

$11.07 

*  Em  11  Low,  in  Engineering-Contracting,  vol.  xxvii,  p.  212-lfi. 


CHAPTER  XX 
BRIDGE  PIERS 

1087.  The  selection  of  the  site  of  the  bridge  and  the  arrangement 
of  the  spans,  although  important  in  themselves,  do  not  properly 
belong  to  the  part  of  the  problem  here  considered;  therefore  they 
win  be  discussed  only  briefly.  The  location  of  the  bridge  is  usually 
a  compromise  between  the  interests  of  the  railroad  or  the  highway, 
and  of  the  river.  On  navigable  streams,  the  location  of  a  bridge,  its 
height,  position  of  piers,  etc.,  are  subject  to  the  approval  of  engineers 
appointed  for  the  purpose  by  the  United  States  Government.  The 
law  requires  that  the  bridge  shall  cross  the  main  channel  nearly  at 
right  angles,  and  that  the  abutments  shall  not  contract  nor  the  piers 
obstruct  the  waterway.  For  the  regulations  governing  the  various 
streams,  and  also  reports  made  on  special  cases,  see  the  various 
annual  reports  of  the  Chief  of  Engineers,  U.  S.  A. 

The  arrangement  of  the  spans  is  determined  mainly  by  the  rela- 
tive expense  for  foundations,  and  the  increased  expense  per  linear 
foot  of  long  spans.  Where  the  piers  are  low  and  foundations  easily 
secured,  with  a  correspondingly  light  cost ,  short  spans  and  an  increased 
number  of  piers  are  generally  economical,  provided  the  piers  do  not 
dangerously  ol)struct  the  current  or  the  stream  is  not  navigable. 
On  the  other  hand,  where  the  cost  of  securing  proper  foundations  is 
great  and  much  difficulty  is  likely  to  be  encountered,  long  spans  and 
the  minimum  number  of  piers  is  best.  Sound  judgment  and  large 
experience  are  required  in  comparing  and  deciding  upon  the  plan  best 
adapted  to  the  local  conditions. 

Within  a  few  years  it  has  become  necessarj^  to  build  bridge  piers 
of  ver\'  great  height,  and  for  economical  considerations  steel  has 
l)een  sul>stituted  for  stone.  The  determination  of  the  stability  of 
such  piers  is  wholly  a  question  of  finding  the  stresses  in  frame  struc- 
tures,— the  consideration  of  which  is  foreign  to  our  subject. 

1088.  FuiroTiONS  OF  A  Bbidge  Pier.  A  bridge  pier  has  two 
functions:  (1)  it  must  support  the  bridge,  and  (2)  it  must  permit 
water  to  pass  with  the  least  possible  disturbance  to  that  water.  The 
first  concerns  the  stability  of  the  pier,  which  depends  upon  its  vertical 
cross  se(?tion;  and  the  second  concerns  the  form  of  the  horizontal 
cross  section  of  the  pier. 
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1089.  Theory  of  Stability.  A  bridge  pier  may  fail  in  either 
of  two  ways:  (1)  by  sliding  or  overturning  down  stream,  Le.,  longi- 
tudinally, or  (2)  by  sliding  or  overturning  laterally.  ' 

1090.  Longitudinal  Stability.  The  forces  that  tend  to  slide  or 
overturn  a  pier  down  stream  are  the  wind,  the  current  of  water,  and 
a  floating  field  of  ice. 

1091.  Effect  of  Wind.  The  pressure  of  the  wind  against  the 
truss  alone  is  usually  taken  at  50  lb.  per  sq.  ft.  against  twice  the 
vertical  projection  of  one  truss,  which  for  well-proportioned  trusses 
will  average  about  10  sq.  ft.  per  linear  foot  of  span.  The  pressure  of 
the  wind  against  the  truss  and  train  together  is  usually  taken  at 
30  lb.  per  sq.  ft.  of  truss  and  train.  The  train  exposes  about  10  sq.  ft. 
of  surface  per^linear  foot.  The  pressure  of  the  wind  against  any  other 
than  a  flat  surface  is  not  known  with  any  certainty;  for  a  cylinder, 
it  is  usually  assumed  that  the  pressure  is  two  thirds  of  that  against 
its  vertical  projection. 

The  center  of  pressure  of  the  wind  on  the  truss  is  practically  at 
the  middle  of  its  height;  that  of  the  wind  on  the  train  is  7  to  9  feet 
above  the  top  of  the  rail,  according  to  whether  the  train  is  for  freight 
or  passengers;  and  that  of  the  wind  on  the  pier  is  at  the  middle  of 
the  exposed  part. 

1092.  Effect  of  Current.  For  the  pressure  of  the  current  of  water 
against  an  obstruction,  Weisbach's  Mechanics  of  Engineering  (page 
1,030  of  Coxe's  edition)  gives  the  formula, 

P^swkY^, (1) 

in  which  P  is  the  pressure  in  pounds,  s  the  exposed  surface  in  sq.  ft., 
fc  a  coeflScient  depending  upon  the  ratio  of  width  to  length  of  the 
pier,  w  the  weight  of  a  cubic  foot  of  water,  v  the  velocity  in  ft.  per 
sec,  and  g  the  acceleration  of  gravity.  For  piers  with  rectangular 
cross  section,  k  varies  between  1.47  and  1.33,  the  first  being  for 
square  piers  and  the  latter  for  those  3  times  as  long  as  wide;  for 
cylinders,  k  =  about  0.73.  The  law  of  the  variation  of  the  velocity 
with  depth  is  not  certainly  known;  but  it  is  probable  that  the  velocity 
varies  as  the  ordinates  of  an  ellipse,  the  greatest  velocity  being  a 
little  below  the  surface.  Of  course,  the  water  has  its  maximum 
effect  when  at  its  highest  stage. 

The  center  of  pressure  of  the  current  is  not  easily  determined, 
since  the  law  of  the  variation  of  the  velocity  with  the  depth  is  not 
accurately  known;  but  it  will  probably  be  safe  to  take  it  at  one 
third  the  depth. 

1093.  Floating  Ice.  The  pier  is  also  liable  to  a  horizoni^al  pressure 
due  to  floating  ice.    The  formulas  for  impact  are  not  applicable  to 
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this  case.  The  assumption  is  sometimes  made  that  the  field  of  ice 
which  may  rest  against  the  pier  will  simply  increase  the  surface 
exposed  to  the  pressure  of  the  current.  The  greatest  pressure  possible 
will  occur  when  a  field  of  ice,  so  large  that  it  is  not  stopped  by  the 
impact,  strikes  the  pier  and  plows  past,  crushing  a  channel  through 
it  equal  to  the  greatest  width  of  the  pier.  The  resulting  horizontal 
pressure  is  equal  to  the  area  crushed  multipUed  by  the  crushing 
strength  of  the  ice.  The  latter  varies  with  the  temperature;  but 
since  ice  will  move  down  stream  in  fields  only  when  melting,  we  desire 
its  minimum  strength.  The  crushing  strength  of  floating  ice  is  some- 
times put  at  20  tons  per  sq.  ft.  (300  lb.  per  sq.  in.);  but  in  com- 
puting the  stability  of  the  piers  of  the  St.  Louis  steel-arch  bridge, 
it  was  taken  at  600  lb.  per  sq.  in.  (43  tons  per  sq.  ft.).  According 
to  experiments  made  under  the  author's  direction,*  the  crushing 
strength  of  ice  at  23®  F.,  varies  between  370  and  760  lbs. 
per  sq.  in. 

The  arm  for  the  pressure  of  the  ice  should  be  measured  from  high 
water. 

Occasionally  a  gorge  of  ice  may  form  between  the  piers  and  dam 
the  water  back.  The  resulting  horizontal  pressure  on  a  pier  will  then 
be  equal  to  the  hydrostatic  pressure  on  the  width  of  the  pier  and  half 
the  span  on  either  side,  due  to  the  difference  between  the  level  of  the 
water  immediately  above  and  below  the  bridge  opening.  A  pier  is 
also  liable  to  blows  from  rafts,  boats,  etc.;  but  as  these  can  not 
occur  simultaneously  with  a  field  of  ice,  and  will  probably  be  smaller 
than  that,  it  will  not  generally  be  necessary  to  consider  them. 

1094.  Sometimes  a  bridge  pier  is  subjected  to  a  heavy  shove  from 
the  expansion  of  freezing  ice;  but  the  usual  method  of  protecting  the 
pier  is  to  break  up  the  ice  immediately  around  the  pier. 

1096.  Resisting  Forces.  The  force  resisting  sliding  is  the  friction 
due  to  the  combined  weight  of  the  train,  the  bridge,  and  the  part  of 
the  pier  above  the  section  considered.  For  the  greatest  refinement, 
it  would  be  necessary  to  compute  the  forces  tending  to  slide  the  pier 
for  two  conditions,  viz.:  (1)  with  a  wind  of  50  lb.  per  sq.  ft.  on  truss 
and  pier,  in  which  case  the  weight  of.  the  train  should  be  omitted 
from  the  resisting  forces;  and  (2)  with  a  wind  of  30  lb.  per  sq.  ft.  on 
truss,  train,  and  pier,  in  which  case  the  weight  of  a  train  of  empty 
box  cars  should  be  included  in  the  resisting  forces.  If  the  water  can 
find  its  way  under  the  foundation  in  hydrostatic  condition,  the 
weight  of  the  part  of  the  pier  that  is  immersed  in  the  water  will  be 
diminished  by  62^  lb.  per  cu.  ft.  by  buoyancy;  but  if  it  finds  its  way 
under  any  section  by  absorption  only,  then  no  allowance  need  be 
made  for  buoyancy. 

•  The  Technograph,  University  of  Illinoia,  No.  9  (1894-95),  p.  38-48. 
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The  forces  resisting  overturning  are  the  weight  of  the  pier  above 
the  section  considered  and  the  combined  weight  of  the  truss  and 
the  train. 

1096.  Condusion,  The  factor  of  safety  against  sliding  and  over- 
turning can  easily  be  computed  similarly  as  for  dams.  However,  in 
computing  the  maximum  compressive  stress  in  bridge  piers  the 
formulas  employed  for  dams  can  not  be  applied,  since  they  are  appli- 
cable only  to  elementary  rectangular  sections,  while  in  computing  the 
maximum  compressive  stress  in  bridge  piers  the  entire  cross  section 
must  be  considered,  and  as  a  rule  it  is  not  a  rectangle.  Equations 
1  and  2,  page  354,  are  applicable  to  bridge  piers,  in  which  case  /  is 
the  moment  of  inertia  of  the  horizontal  cross  section  about  an  axis 
through  its  center  of  gravity  and  perpendicular  to  its  long  axis. 

1097.  In  the  former  editions  of  this  book  an  example  was  given 
of  the  method  of  computing  the  stability  of  a  bridge  pier.  That 
investigation  was  made  for  an  unusually  high  pier  standing  between 
two  unusually  long  single-track  railroad  spans  (Fig.  143,  page  558), 
and  the  most  dangerous  conditions  were  assumed.  The  result  of 
that  computation  was  that  any  pier  which  has  sufficient  room  on  top 
for  the  bridge  seat  and  which  has  a  batter  of  1  in  12  or  1  in  24  is 
safe  against  any  mode  of  failure  from  longitudinal  forces;  in  other 
words,  the  length  required  on  the  top  for  the  bridge  seat,  together 
with  a  slight  batter  for  appearance,  generally  give  sufficient  longi- 
tudinal stability  of  a  single-track  pier  against  sliding,  overturning, 
and  crushing.  This  conclusion  is  especially  true  for  a  double-track 
bridge,  and  for  a  pier  of  truly  monolithic  concrete. 

1098.  Transverse  Stability.  The  forces  that  tend  to  produce 
sliding  or  overturning  transverse  to  the  length  of  the  pier,  i.e., 
parallel  to  the  bridge,  are:  (1)  the  dynamic  action  of  the  moving 
load,  (2)  the  expansion  of  the  bridge,  and  (3)  the  action  of  the  wind 
against  the  side  of  the  pier.  The  first  applies  only  to  railroad  bridges, 
but  the  second  and  third  occur  with  all  bridges.  The  possibility  of  a 
pier's  failing  by  sliding  or  overturning  laterally  is  usually  considerably 
gi-eater  than  that  of  its  failing  by  sliding  or  overturning  longi- 
tudinally. 

1099.  Dynamic  Action  of  Train,  The  locomotive  in  drawing  a 
train,  particularly  up  a  steep  approach,  exerts  a  pull  which  must 
finally  be  balanced  by  the  resistance  of  a  pier  to  sUding  and  over- 
turning in  a  direction  opposite  to  the  motion  of  the  train;  and  if 
brakes  are  applied  to  the  moving  train  while  upon  the  bridge^  a 
force  will  be  developed  which  tends  to  slide  and  overturn  a  pier  in 
the  same  direction  {is  the  motion  of  the  train.  The  latter  is  the 
larger,  since  it  may  be  one  fifth  of  the  weight  of  the  entire  train 
upon  any  one  span.    This  force  acts  at  the  level  of  the  rail.    The 
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moment  of  this  force  about  the  edge  of  any  horizontal  cross  section 
is  resisted  by  the  moment  of  the  combined  weight  of  the  truss,  the 
train,  and  the  pier. 

.  1100.  Expansion  of  Bridge.  The  expansion  or  contraction  of  the 
bridge  may  exert  a  lateral  pull  on  the  pier.  If  the  rollers  or  sliding 
plates  at  the  free  end  of  the  bridge  are  in  good  working  condition,  this 
force  is.  comparatively  unimportant;  but  if  the  rollers  become 
blocked  by  cinders  and  rust,  as  they  frequently  do,  or  if  the  sliding 
plates  become  rusted,  as  they  often  do,  the  force  develof)ed  by  the 
expansion  or  contraction  of  the  bridge  may  be  quite  important.  The 
force  developed  is  equal  to  the  weight  of  the  bridge  multiplied  by  the 
coefficient  of  friction.  This  force  may  act  either  with  or  against  the 
dynamic  action  of  the  train;  but  of  course  the  former  is  the  condition 
to  be  considered. 

The  coefficient  of  rolling  friction  for  bridge  rollers  in  good  con- 
dition, or  of  sliding  plates  in  good  condition  is  comparatively  small; 
but  if  the  rollers  fail  to  work  or  the  plates  become  rusted,  the  bridge 
is  compelled  to  slide,  when  the  coefficient  of  friction  may  become 
0.15  to  0.20  or  even  more  for  high  unit  pressures. 

1101.  Wind  on  Side  of  Pier,  The  amount  and  point  of  applica- 
tion of  the  force  of  the  wind  against  a  pier  has  been  considered  in 
§  1091,  and  hence  nothing  need  be  said  here  on  that  subject. 

1102.  Resultant  Stability.  The  resultant  tendency  to  slide  is 
equal  to  the  square  root  of  the  sum  of  the  squares  of  the  longitudinal 
and  of  the  transverse  forces  tending  to  produce  sliding. 

Similarly,  the  resultant  force  tending  to  overturn  the  pier  is 
equal  to  the  square  root  of  the  sum  of  the  squares  of  the  longitudinal 
and  of  the  transverse  forces;  but  ordinarily  the  factor  of  safety  for 
the  resultant  moment  will  be  greater  than  that  for  the  transverse 
moment,  because  the  arm  of  the  resisting  moment  is  considerably 
greater,  being  half  of  a  diagonal  diameter  of  the  pier  instead  of  half 
of  the  shortest  diameter. 

Strictly,  the  formula  for  the  maximum  crushing  stress  (equation 
1,  page  354)  should  be  applied  in  the  plane  of  the  resultant  moment, 
in  which  case  /  would  represent  the,  moment  of  inertia  of  the  hori- 
zontal cross  section  with  reference  to  an  axis  through  the  center  of 
gravity  of  the  section  and  perpendicular  to  the  plane  of  the  resultant 
moment;  but  ordinarily  the  following  approximate  solution  is 
sufficient.  The  maximum  compressive  stress  due  to  the  forces  acting 
longitudinally  upon  the  pier  occurs  at  the  down-stream  end  of  a 
horizontal  section,  and  that  due  to  the  forces  acting  transversely 
upon  the  pier  occur  at  one  side  of  a  horizontal  section;  and  there- 
fore the  resultant  compressive  stress  will  be  approximately  the  sum 
of  the  maximum  longitudinal  and  of  the  maximum  transverse  forces. 
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[f  the  down-stream  end  of  the  horizontal  cross  section  is  square, 
this  approximate  solution  will  be  more  nearly  correct  than  if  the 
down-stream  end  is  pointed. 

1103.  Form  of  Gross  Section.  The  dimensions  on  the  top 
will  depend  somewhat  upon  the  form  of  the  cross  section  of  the  pier, 
and  also  upon  the  style  and  span  of  the  bridge.  The  examples  pre- 
sented later  give  representative  dimensions.  Theoretically  the 
dimensions  at  the  bottom  are  determined  by  the  area  necessary  for 
stability;  but  the  top  dimensions  required  for  the  bridge  seat, 
together  with  a  slight  batter  for  the  sake  of  appearance,  usually 
gives  sufficient  stability. 

In  a  sluggish  stream,  the  form  of  the  horizontal  cross  section  is 
not  of  much  moment ;  but  in  a  strong  current  it  is  important. 

The  up-stream  end  of  a  pier,  and  to  a  considerable  extent  the 
down-stream  end  also,  should  be  rounded  or  pointed  to  serve  as  a 
cut-water  to  turn  the  current  aside  and  to  prevent  the  formation  of 
whirls  which  act  upon  the  bed  of  the  stream  around  the  foundation, 
and  also  to  prevent  shock  from  ice,  logs,  boats,  etc.  In  some  respects 
the  semi-ellipse  is  the  best  form  for  the  ends;  but  as  it  is  more  expen- 
sive to  form,  the  ends  are  usually  finished  to  intersecting  arcs  of 
circles  or  with  semicircular  ends.  For  an  example  of  the  former, 
see  Fig.  143  (page  558);  and  of  the  latter,  see  Fig.  145  (page  559). 
Above  the  high-water  line  a  rectangular  cross  section  is  as  good  as  a 
curved  outline,  except  possibly  for  appearance. 

A  cheaper,  but  not  quite  as  efficient,  construction  is  to  form  the 
two  ends,  called  starlings,  of  two  inclined  planes.    As  seen  in  plan, 

the  sides  of  the  starlings 
usually  make  an  angle  of 
about  45°  with  the  sides  of 
the  pier  (see  Fig.  144,  page 
558).  A  still  cheaper  con- 
struction, and  the  one  most 
common  for  the  smaller 
piers,  is  to  finish  the  up- 
stream end,  below  the  high- 
water  line,  with  two  in- 
clined planes  which  inter- 
sect each  other  in  a  line 
having  a  batter  of  from 
3  or  4  inches  per  foot,  and  to  build  the  other  three  sides  and  the  part 
of  the  up-stream  face  above  the  high-water  line  with  a  batter  of  1 
in  12  or  1  in  24  (see  Fig.  141  and  142). 

1104.  The  portion  of  the  pier  above  high  water  is  sometimes 
built  as  two  independent  pedestals;    and  sometimes  the  pedestals 


Fig.  141. — Cooper's  Highway  Bridge  Pier. 
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are  connected  all  the  way  up  by  a  thin  vertical  wall,  but  sometimes 
only  at  the  top  by  an  arch. 

1106.  Examples  of  Masonry  or  Plain-Oonorete  Piers. 
Highway  and  Electric-Railway.  Fig.  141  shows  the  form  for  a  plain 
concrete  or  masonry  pier  for  highway  and  electric  railway  bridges, 
and  Table  82  gives  the  dimensions  for  various  spans.* 

TABLE  82. 
Top  Dimensions  for  the  Pier  Shown  in  Fig.  141. 


Span. 

Distance  o. 

:— : —            =3 

DiSTANCX  I. 

• 

For  Country  Highway  and  Single-Track  Electric  Railway  Bridges: 

50  feet                   2  feet  8  inches               Clear  roadway -f  4  feet  0  inches 
100     "                     3  "     2      "                         "           *'       +5     "    0     " 
150     "                     3  "     8      "                         "           "       +5    "   9       " 
200     "                    4  "     4      "                         "          "       +6    "   6       " 
250     "                     4  "   10      "                         "           "       +7     "   0       " 
300     "                    5  "     4      "                         "          "       +7    "   6       " 

For  Double-Track  Electric  Railways:  Add  1  foot  to  the  above  values  of  {. 

1106.  New  York  Central  Pier.  Fig.  142  shows  the  standard 
pier  employed  by  the  New  York  Central  and  Hudson  River  Rail- 
road for  piers  40  ft.  high  or  less.f    The  up-stream  end  is  the  same 


-7b  suit  supenrnKturt 
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!■■  ■  l^.d^d»^difc<» 


.i^ 


Plan.  drorfcwarer. 

Fig.  142.— Standard  Pier.     N.  Y.  C.  &  H.  R.  R.  R. 

♦Cooper's  Specifications  for  Foundations  and  Substructures  of  Highway  and 
Electrio-Railway  Bridges. 

t  By  courtesy  of  W.  J.  Wilgus,  Vice  President  and  former  Chief  Engineer. 


558 


Bridgr  Piers, 


[Chap.  XX. 

as  the  down-stream,  except  where  the  stark-water  is  necessary. 
The  coping  and  the  stark-water  cap  are  made  of  1  : 1  : 2  portland 
cement  concrete,  and  the  remainder  of  the  pier  of  1:3:6-  Items 
5,  6,  S,  and  9  of  the  specifications  for  standard  abutments  (see  the 
second  paragraph  of  S  1076)  apply  also  to  the  piers.  For  square 
crossings  and  spans  of  40  ft.  or  less,  the  width  on  top,  A,  is  4  ft.,  and 
it  increases  6  inches  for  each  20-ft.  increase  in  the  length  of  the  span 

Ptoailiif 


(E^ 


up  to  100  ft.,  and  then  the  same  amount  for  each  25-ft.  increase  up 
to  250  ft.  If  the  pier  is  more  than  30  ft.  high,  it  has  a  corbel  course 
under  the  coping;  or,  in  effect,  the  pier  has  one  coping  as  shown,  and 
upon  that  another  coping  which  projects  4  inches. 

1107.  Oalro  Bridge  Piei.  Fig.  143  shows  the  dimensions  of  a 
stone-block  masonry  pier  of  the  Illinois  Central  Railway's  single- 
track  bridge  over  the  Ohio  River  at  Cairo,  III.  This  pier  stands 
between  two  523-foot  spans,  and  stands  upon  a  bed  of  sand  of  in- 
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definite  depth.     This  is  the  pier  that  was  \ised  in  the  computations 
referrctl  to  in  E  1007. 

1108.    8ant»  Fs  B«Jliotd.      Fig.    144   shows  a   plain  concrete 
bridge  pier  built  on  the  Atchison,  Topeka,  and  Santa  F6  Ratlway 


rhanc  6'  betow  Top. 
Pio.  146.— Forms  ( 


Nowd  Ends 

R   CONCBETE    PlEB.       K,-C,    M.    A   O.    R.R. 


System  in  an  uninhabited  mountain  region  of  New  Mexico.* 
The  pier  stands  between  two  100-foot  plate  girders.  The  stream  is 
ordinarily  dry,  but  is  subject  occasionally  to  severe  floods. 

1109.    Eansu    City,    Mexico    and  Orient    Bailroad.       Fig.    145 
shows  the  outlines  of  one  of  several   concrete  piers  for  a  railroad 

•  By  oourtet.}-  r)f  W.  n.  Ston>y,  -Pr.,  ChLcf  Kn^neer. 
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Fig.  147. — Form  for  Nose  of  Pier. 


plate  girder  bridge  on  the  Kansas  City,  Mexico  and  Orient  Railroad; 
and  Fig.  146  and  147  show  the  method  of  constructing  the  foms 
for  the  shaft  of  the  pier.*     For  the  cost  of  these  piers,  see  §  1110. 
The  curved  ends  of  these  piers  were  made  by  smooth  wood 

forms;  but  often  the  form  is  made 
polygonal,  and  a  sheet  of  ,thin  steel 
is  nailed  on  the  inside  of  the  wood 
form  to  give  a  uniform  curvature 
and  a  smooth  surface. 

1110.  Cost  of  Plain-Concrete  Piers. 
Below  is  the  cost  of  the  piers  shown 
in  Fig.  145-47.  The  piers  were  sunk 
in  coffer-dams  made  of  wood  sheet 
piles  through  12  to  18  feet  of  sand  to 
bed  rock.  The  concrete  was  mixed 
on  shore  by  machinery,  and  placed  in 
dump  boxes  on  push  cars  which  ran  by  gravity  to  the  pier.  The 
concrete  for  the  base  of  the  pier  was  deposited  in  the  coffer-dam. 
The  cost  per  cubic  yard  of  concrete  was  as  follows: 

Material  and  labor  for  coffer-dams  at  $57 .  67  per  1  000  ft.  B.  M.  .  $1 .  60 

Excavating  in  coffer-dam .49 

Materials  and  labor  for  forms  at  $52 .  12  per  1  000  ft.  B.  M .36 

Cement— 1.13  bbl.  at  $1.50 1.69 

Freight,  unloading  and  storing .32 

Sand— 0.48  cu.  yd.  at  20  cts 10 

Freight,  unloading  and  storing : .48 

Broken  stone — 0 .  80  cu.  yd.  at  45  cts .36 

Freight,  unloading,  and  storing .52 

Mixing  and  placing  concrete 1 .  53 

Machinery  and  supplies .69 

Miscellaneous .67 

« 

Total  cost,  per  cu.  yd.  of  concrete $8.80 

1111.  Example  of  Reinforced  Ck>NORETE  Pier,  niinois  Oen- 
tral  Railroad.  Fig.  148  shows  one  of  the  reinforced  concrete 
channel  piers  of  the  Illinois  Central  Railway^s  double-track  bridge 
across  the  Tennessee  River,  at  Gilbertsville,  Ky.f 

The  reinforcement  throughout  consists  of  J-inch  square  cor- 
rugated bars  (by  Fig.  28,  page  236).  In  the  foundation  the  bars  are 
placed  6  inches  above  the  bottom,  in  each  direction  midway  between 
consecutive  lines  of  piles.  The  entire  pier  is  reinforced  by  horizontal 
rings,  about  6  inches  from  the  outside  of  the  concrete,  spaced  ver- 


*  Engineerinff-CorUractingj  April  3,  1907,  p.  143. 
t  By  courtesy  of  R.  E.  Gaut,  Bridge  Engineer. 
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tically  2  ft.  center  to  center,  except  that  there  are  three  rinpa  in  the 
coping  atici  corl>el  ctmrse.  The  coping  has  bars  spaced  2  ft.  cente. 
to  center  each  way  6  inches  under  the  top  surface.  The  pier  also  has 
a  system  of  vertical  rotis  spaced  2  ft.  center  to  center  all  around  the 
pier,  except  iu  the  footing  and  foundation  where  the  spacing  is  a 
little  greater.  Joints  in  adjacent  lines  of  reinforcement  are  not  less 
than  5  ft.  apart.    At  their  junction  the  bars  are  lapped  at  least  18 


inches  and  are  tied  with  at  least  two  turns  of  a  No.  16  galvanized 
wire.    All  intersections  are  tied  hkewise. 

The  forms  were  constructed  of  sheeting,  studding,  and  horizontal 
wales.  The  opposite  waleing  pieces  were  bolted  together  with  rods 
running  through  the  pier,  each  rod  being  in  three  pieces  with  a 
sleeve-nut  near  the  surface  of  the  concrete  on  each  side.  The  curved 
ends  of  the  pier?)  were  formed  somewhat  as  shown  in  Pig.  145-47. 
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1112.  The  following  is  the  actual  cost  of  excavating  433  cu.  yd. 
of  earth  and  placing  130  cu.  yd.  of  plain  concrete  for  a  highway 
bridge  pier  near  Huntley,  Montana,  during  weather  so  cold  as  to 
necessitate  the  heating  of  the  water,  sand,  and  gravel.*  The  forms 
were  made  of  2-inch  lumber  dressed  on  one  side  and  beveled  on  the 
edges. 

Excavating  433  cu.  yd.  of  earth,  including  pumping  and  $37.58 

for  coffer-dam,  j)er  cu.  yd.  of  concrete $1 .04 

Lumber  for  forms — 6  600  ft.  B.  M.  at  one  third  cost .34 

Nails  for  forms — 2  kegs  at  $3 .  20 .05 

Labor  on  forms 1 .03 

Mixing  and  placing  concrete 1 .  30 

Cement— 1 .  18  hbl.  at  $1.86 2.20 

Sand— 0.39  cu.  yd.  at  10.66 26 

Gravel— 0.97  cu.  yd.  at  10.66 64 

Coal— 3  tons  at  $3.25 08 

Steel— 110  lb.  at  $2.88  ct ; 02 

Superintendence .21 

Total  cost  per  cu.  yd.  of  concrete   $6. 14 

1113.  Pivot  Piers.  Pivot  piers,  i.e.,  the  center  piers  for 
swing  bridges,  differ  from  piers  for  fixed  spans  only  in  that  they  are 


Fig.  149. — Pivot  Pier.     Northern  Pacific  R.R.,  Grand  Forks,  N.  D. 

circular,  are  larger  on  top,  and  usually  have  plumb  sides.    Pivot 
piers  are  protected  from  the  pressure  of  ice  and  from  shock  by  boats, 

*  Engineering-Contractinj,  vol.  xxx,  p.  445, — Dec.  30,  'OS. 


etc.,  by  an  ice  breaker  which  is  entirely  distinct  from  the  pier.  The 
ice  breaker  ia  usually  constructed  by  driving  a  group  of  60  or  70  piles 
intheforraofaV(thesharpendup 
stream),  at  a  short  distance  above 
the  pier.  On  and  alwve  these 
piles  a  strong  timber  crib-work 
is  framed  so  as  to  form  an  in- 
clined ridge  up  which  the  cakes 
of  ice  slide  and  break  in  two  of 
their  own  weight.  Between  the 
ice  breaker  and  the  pier  two  or 
three  rows  of  piles  are  driven, 
on  which  a  comparatively  light 
crib  is  constructed  for  the 
greater  security  of  the  pier  and 
also  for  the  protection  of  the 
river  craft. 

Fig.  149  shows  the  masonry 
of  the  pivot  pier  for  the  North- 
em  Pacific  R.  R.  bridge  over 
the  Red  River  at  Grand  Forks, 
N.  Dak.  The  specifications  for 
the  grillage  were  as  follows: 
"Fasten  the  first  course  of  tim- 
bers together  with  J-inch  by 
20-inch  drift  bolts,  18  inches 
apart;  fasten  second  course  to 
first  course  with  drift  bolts  of 
same  size  at  every  other  inter- 
section. Timbers  to  be  laid  with 
broken  joints.  Put  on  top  course 
of  4-inch  by  12-inch  plank,  nailed 
everj'  2  feet  with  -^inch  by 
^inch  boat  spikes.  The  last  c 
with  oakum." 

Fig.  150  shows  the  pier  of  the  swing  span  of  the  Illinois  Central 
Hailway's  bridge  across  the  Tennessee  River  at  Gilberts viile,  Ky.* 
The  pier  is  reinforced  the  same  as  the  piers  of  the  fixed  spans — 
sees  1111. 

•By  coiirte»y  of  R.  E.  Gsut,  Bridge  Engineer. 
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CHAPTER  XXI 
CULVERTS 

1116.  A  culvert  is  a  structure  through  a  railroad  or  highway 
embankment  to  carry  a  small  stream.  The  term  is  usually  restricted 
to  structures  that  are  built  according  to  general  plans  which  vary 
only  with  the  area  of  waterway  and  without  regard  to. the  height 
of  the  embankment.  When  the  span  is  more  than  15  or  20  feet,  a 
special  design  is  usually  made  for  the  structure;  and  therefore  the 
term  culvert  is  properly  applied  only  to  structures  having  a  water- 
way less  than  15  or  20  feet  wide. 

Art.     1.  Waterway  Required, 

1116.  The  determination  of  the  amount  of  waterway  required  in 
any  given  case  is  a  problem  that  does  not  admit  of  an  exact  mathe- 
matical solution.  Although  the  proportioning  of  culverts  is  in  a 
measure  indeterminate,  it  demands  an  intelligent  treatment.  If  the 
culvert  is  too  small,  it  is  likely  to  cause  a  washout,  entailing  possibly 
loss  of  life,  interruptions  of  traffic,  and  cost  of  repairs.  On  the  other 
hand,  if  the  culvert  is  made  unnecessarily  large,  the  cost  of  con- 
struction is  needlessly  increased.  Any  one  can  make  a  culvert 
large  enough;  but  it  is  the  province  of  the  engineer  to  design  one  of 
sufficient  but  not  extravagant  size. 

1117.  The  Factors.  The  area  of  the  waterway  required  depends 
upon  (1)  the  rate  of  rain-fall,  (2)  the  kind  and  condition  of  the 
soil,  (3)  the  character  and  inclination  of  the  surface,  (4)  the  condi- 
tion and  inclination  of  the  bed  of  the  stream,  (5)  the  shape  of  the 
area  to  be  drained  and  the  position  of  the  branches  of  the  stream, 
(6)  the  form  of  the  mouth  and  the  inclination  of  the  bed  of  the 
culvert,  and  (7)  whether  it  is  permissible  to  bapk  the  water  up  above 
the  culvert,  thereby  causing  it  to  discharge  under  a  head. 

1.  It  is  the  maximum  rate  of  rain-fall  during  the  severest 
storms  which  is  required  in  this  connection.  This  certainly  varies 
greatly  in  different  sections;  but  there  are  almost  no  data  to  show 
what  it  is  for  any  particular  locality,  since  records  generally  give  the 
amount  per  day,  and  rarely  per  hour,  while  the  duration  of  the  storm 
is  seldom  recorded.  Further,  probably  the  longer  the  series  of  ob- 
servations, the  larger  will  be  the  maximum  rate  recorded,  since  the 
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heavier  the  storm  the  less  frequent  its  occurrence;  and  hence  a 
record  for  a  short  period,  however  complete,  is  of  but  little  value 
in  this  connection.  Further,  the  severest  rain-falls  are  of  compara- 
tively limited  extent,  and  hence  the  smaller  the  area,  the  larger  the 
possible  maximum  precipitation.  Finally,  the  effect  of  the  rain-fall 
in  melting  snow  would  have  to  te  considered  in  determining  the 
maximum  amount  of  water  for  a  given  area. 

2.  The  amount  of  water  to  be  drained  off  \\ill  depend  upon  the 
permeability  of  the  surface  of  the  ground,  which  will  vary  greatly 
with  the  kind  of  soil,  the  degree  of  saturation,  the  condition  of 
cultivation,  the  amount  of  vegetation,  etc. 

3.  The  rapidity  with  which  the  water  will  reach  the  water  courses 
depends  upon  whether  the  surface  is  rough  or  smooth,  steep  or  flat, 
barren  or  covered  with  vegetation,  etc. 

4.  The  rapidity  with  which  the  water  \nll  reach  the  culvert 
depends  upon  whether  there  is  a  well-defined  and  unobstructed 
channel,  or  whether  the  water  finds  its  wav  in  a  broad  thin  sheet. 
If  the  water  course  is  unobstructed  and  has  a  considerable  inclina- 
tion, the  water  may  arrive  at  the  culvert  nearly  as  rapidly  as  it  falls; 
but  if  the  channel  is  obstructed,  the  water  may  be  much  longer  in 
passing  the  culvert  than  in  falling. 

5.  Of  course,  the  w^aterway  depends  upon  the  amount  of  area 
to  be  drained;  but  in  many  cases  the  shape  of  this  area  and  the 
position  of  the  branches  of  the  stream  are  of  more  importance  than 
the  amount  of  the  territorj'.  For  example,  if  the  area  is  long  and 
narrow,  the  water  from  the  lower  portion  may  pass  through  the 
culvert  before  that  from  the  upper  end  arrives;  or,  on  the  other 
hand,  if  the  upper  end  of  the  area  is  steeper  than  the  lower,  the 
water  from  the  former  may  arrive  simultaneously  with  that  from 
the  latter.  Again,  if  the  lower  part  of  the  area  is  l)etter  supplied 
with  branches  than  the  upper  portion,  the  water  from  the  former 
will  ]ye  carried  past  the  culvert  before  the  arrival  of  that  from  the 
latter;  or,  on  the  other  hand,  if  the  upper  portion  is  better  supplied 
with  branch  water  courses  than  the  lower,  the  water  from  the  whole 
area  may  arrive  at  the  culvert  at  nearly  the  same  time.  In  large 
areas  the  shape  of  the  area  and  the  position  of  the  water  courses  are 
very  important  considerations. 

G.  The  efficiency  of  a  culvert  may  be  materially  increased  by  so 
arranging  the  upper  end  that  the  water  may  enter  it  without  being 
retarded  (see  S  1127).  The  discharging  capacity  of  a  culvert  can 
also  be  increased  by  increasing  the  inclination  of  its  bed,  provided  the 
channel  l^elow  will  allow  the  water  to  flow  away  freely  after  having 
passed  the  culvert.  The  last,  although  very  important,  is  fre- 
quently overlooked. 
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7.  -The  discharging  capacity  of  a  culvert  can  be  greatly  increased 
by  allowing  the  water  to  dam  up  above  it.  A  culvert  will  discharge 
twice  as  much  under  a  head  of  4  feet  as  under  a  head  of  1  foot.  This 
can  safely  be  done  only  with  a  well-constructed  culvert  through  a 
water-tight  embankment. 

1118.  Methods  of  Determininq  Waterway.  There  are  two 
methods  of  determining  the  area  of  the  waterway  required:  (1)  by 
the  use  of  an  empirical  formula,  and  (2)  by  direct  observation.  The 
first  method  is  the  only  one  that  can  be  employed  in  a  new  country 
or  where  there  are  no  other  structures  over  the  stream;  while  the 
second  method  is  applicable  on  a  line  already  open  or  in  a  territory 
well  settled  up. 

The  determination  of  the  values  of  the  different  factors  entering 
into  the  problem  is  almost  wholly  a  matter  of  judgment.  An  esti- 
mate for  any  one  of  the  factors  mentioned  in  the  preceding  section 
may  be  in  error  from  100  to  200  per  cent,  or  even  more,  and  of 
course  any  result  deduced  from  such  data  must  be  very  uncertain. 
Fortunately,  mathematical  exactness  is  not  required  by  the  problem, 
nor  warranted  by  the  data.  The  question  is  not  one  of  10  or  20 
per  cent  of  increase;  for  if  a  2-foot  pipe  is  insufficient,  a  2^foot  pipe 
will  probably  be  the  next  size — an  increase  of  50  per  cent, — and  if 
a  6-foot  arch  culvert  is  too  small,  an  8-foot  will  be  used — an  increase 
of  80  per  cent.  The  real  question  is  whether  a  2-foot  pipe  or  an 
8-foot  arch  culvert  is  needed. 

1119.  Empirical  Formulas.  Numerous  empirical  formulas  have 
been  proposed;  but  at  best  they  are  all  only  approximate,  since  no 
formula  can  give  accurate  results  with  inaccurate  data.  The  several 
formulas  for  area  of  waterway,  when  applied  to  the  same  problem, 
give  very  discordant  results,  owing  (1)  to  unavoidable  errors  in 
estimating  the  various  factors  mentioned  in  §  1117  and  (2)  to  the 
formulas'  having  been  deduced  for  localities  differing  widely  in  the 
essential  characteristics  upon  which  the  results  depend.  For  ex- 
ample, a  formula  deduced  for  a  dry  climate,  as  India,  is  wholly 
inapplicable  to  a  humid  and  swampy  region,  as  Florida;  and  a  formula 
deduced  from  an  agricultural  region  is  inapplicable  in  a  city. 

However,  an  approximate  formula,  if  simple  and  easily  applied, 
may  be  valuable  as  a  nucleus  about  which  to  group  the  results  of 
personal  experience.  Such  a  formula  is  to  be  employed  more  as  a 
guide  to  the  judgment  than  as  a  working  rule;  and  its  form,  and  also 
the  value  of  the  constants  in  it,  should  be  changed  as  subsequent 
experience  seems  to  indicate. 

1120.  There  are  two  classes  of  these  formulas,  one  of  which 
purports  to  give  the  quantity  of  water  to  be  discharged  per  unit  of 
drainage  area,  and  the  other  the  area  of  the  waterway  in  terms  of 
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the  area  of  the  territory  to  be  drained.  The  former,  often  called 
run-oflf  formulas,  give  the  amount  of  water  supposed  to  reach  the 
culvert;  and  the  area,  slope,  form,  etc.,  of  the  culvert  must  be  ad- 
justed to  allow  this  amount  of  water  to  pass.  There  are  no  reliable 
data  by  which  to  determine  the  discharging  capacity  of  a  culvert  of 
any  given  form,  and  hence  the  use  of  the  formulas  of  the  first  class 
adds  complication  without  securing  any  compensating  reliability. 
Such  formulas  will  not  be  considered  here.* 

Of  the  formulas  giving  directly  the  area  of  the  waterway  in  terms 
of  the  territory  to  be  drained,  Myers's  and  Talbot's  are  the  only 
ones  in  common  use. 

1121.  Myers's  Formula,  This  formula  was  proposed  by  E.  T.  D. 
Myers  in  1887,  and  is  said  to  be  the  one  most  used  by  engineers  in 
the  New  England  and  Atlantic  States.     It  is: 


Area  of  waierway,  in  square  feet  =  C  V  Drainage  area,  in  acres, 

in  which  C  is  a  variable  coeflScient  to  be  assigned.  For  slightly 
rolling  prairie,  C  is  usually  taken  at  1;  for  hilly  ground  at  1.6;  and 
for  mountainous  and  rocky  ground  at  4.  For  most  localities,  at 
least,  this  formula  gives  too  large  results  for  small  drainage  areas. 
For  example,  according  to  the  formula,  a  culvert  having  a  waterway 
of  one  square  foot  will  carry  the  water  from  only  a  single  acre. 
Further,  if  the  preponderance  of  the  testimony  of  the  formulas  for 
the  quantity  of  water  reaching  the  culvert  from  a  given  area  can 
be  relied  upon,  the  area  of  waterway  increases  more  rapidly  than 
the  square  root  of  the  drainage  area  as  required  by  this  formula. 
Hence,  it  appears  that  neither  the  constants  nor  the  form  of  this 
formula  were  correctly  chosen;  and,  consequently,  for  small  drainage 
areas  it  gives  the  area  of  waterway  too  gr^at,  and  for  large  drainage 
areas  too  small. 

1122.  Talbot's  Formula,  This  formula  was  proposed  by  Prof. 
A.  N.  Talbot  in  1888,  f  and  is  the  one  most  generally  employed  by 
engineers.     It  is: 

Area  of  waterway,  in  square  feet  =  C  V  (Drainage  area,  in  acres), ^ 

*  For  several  such  fonnulas,  as  well  as  much  valuable  information  concerning 
the  relation  of  area  of  waterway  to  the  rain-fall  and  to  the  drainage  area,  see  any  one 
of  the  following  articles:  1.  Waterways  for  Culverts  and  Bridges,  by  G.  H.  Bremner 
and  others  in  Jour.  Western  Soc.  of  Engineers,  April,  1906,  p.  137-90.  2.  The  Requisite 
Waterway  for  Railway  Culverts  by  H.  W.  Parkhurst,  Bulletin  No.  75,  American  Rail- 
way Engineering  and  Maintenance  of  Way  Association,  May,  1906,  p.  10-19.  3.  The 
Best  Method  of  Determining  the  Size  of  Waterways,  Appendix  B  to  the  Report  of  the 
Committee  on  Roadway  of  the  American  Railway  Engineering  and  Muntenance  of 
Way  Association,  Bulletin  No.  108,  February,  1909,  p.  89-146. 

t  Selected  Papers  of  the  Civil  Engineers'  Club  of  the  University  of  Illinois,  No.  2, 
p.  14-17. 
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in  which  C  is  a  coefficient  which  varies  from  1  to  i.  Data  from  various 
States  give  values  for  C  as  follows:  "For  steep  and  rocky  ground,  C 
varies  from  J  to  1.  For  rolling  agricultural  country  subject  to 
floods  at  times  of  melting  of  snow,  and  with  the  length  of  valley  three 
or  four  times  its  width,  C  is  about  J;  and  if  the  stream  is  longer  in 
proportion  to  the  area,  decrease  C  In  districts  not  affected  by 
accumlated  snow,  and  where  the  length  of  the  valley  is  several  times 
the  width,  \  or  \,  or  even  less,  may  be  used.  C  should  be  increased 
for  steep  side  slopes,  especially  if  the  upper  part  of  the  valley  has  a 
much  greater  fall  than  the  channel  at  the  culvert." 

The  author  has  tested  the  above  formula  by  numerous  culverts 
and  small  bridges  in  a  small  city  and  also  by  culverts  under  high- 
ways in  the  country  (all  slightly  rolling  prairie),  and  finds  that  it 
agrees  fairly  well  with  the  experience  of  fifteen  to  twenty  years. 
In  these  tests,  it  was  found  that  waterways  proportioned  by  this 
formula  will  probably  be  slightly  flooded,  and  consequently  be  com- 
pelled to  discharge  under  a  small  head,  once  every  four  or  five  years. 

1123.  In  both  of  the  preceding  formulas  it  will  be  noticed  that 
the  large  range  of  the  "constant"  C  affords  ample  opportunity  for 
the  exercise  of  good  judgment,  and  makes  the  results  obtained  by 
either  formula  almost  wholly  a  matter  of  opinion;  in  other  words, 
the  above  formulas  with  their  variable  coefficients  should  be  regarded 
as  giving  the  probable  maximum  and  minimum  area  of  waterway, 
and  should  be  used  niore  as  a  guide  to  the  judgment  than  as  an 
infallible  mathematical  rule. 

1124.  Direct  Observation.  Valuable  data  on  the  proper  size  of 
any  particular  culvert  may  be  obtained  (1)  by  observing  the  existing 
openings  on  the  same  stream,  (2)  by  measuring — preferably  at  time 
of  high  water — a  cross  section  of  the  stream  at  some  narrow  place, 
and  (3)  by  determining  "the  height  of  high  water  as  indicated  by 
drift  and  the  evidence  of  the  inhabitants  of  the  neighborhood. 
With  these  data  and  a  careful  consideration  of  the  various  matters 
referred  to  in  §  1117,  it  is  possible  to  determine  the  proper  area  of 
waterway  with  a  reasonable  degree  of  accuracy. 

Ordinarily  it  is  wise  to  take  into  account  a  probable  increase  of 
flow  as  the  country  becomes  better  improved.  However,  in  con- 
structing any  structure,  it  is  not  wise  to  make  it  absolutely  safe 
against  every  possible  contingency  that  may  arise,  for  the  expen- 
diture necessitated  by  such  a  course  would  be  an  unjustifiable 
extravagance.  Washouts  can  not  be  prevented  altogether,  nor 
their  liability  reduced  to  a  minimum,  without  an  unreasonable 
expenditure.  It  has  been  said — and  within  reasonable  limits  it  is 
true — that  if  some  of  a  number  of  culverts  are  not  carried  away  each 
year,  they  are  not  well  designed :  that  is  to  say,  it  is  only  a  question 
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of  time  when  a  properly  proportioned  culvert  will  perish  in  some 
excessive  flood.  It  is  easy  to  make  a  culvert  large  enough  to  be  safe 
under  all  circumstances,  but  the  difference  in  cost  between  such  a 
structure  and  one  that  w^ould  be  reasonably  safe  w^ould  probably 
much  more  than  overbalance  the  losses  from  the  washing  out  of  an 
occasional  culvert.  It  is  seldom  justifiable  to  provide  for  all  that 
may  possibly  happen  in  the  course  of  fifty  or  one  hundred  years. 
One  dollar  at  5  per  cent  compound  interest  will  amount  to  $11.47 
in  50  years  and  to  $131.50  in  100  years.  Of  course,  the  question  is 
not  purely  one  of  finance,  but  also  one  of  safety  to  human  life;  but 
even  then  it  logically  follows  that,  unless  the  engineer  is  prepared 
to  spend  $131.50  to  avoid  a  given  danger  now,  he  is  not  justified  in 
spending  $1  to  avoid  a  similar  danger  100  years  hence.  This  phase 
of  the  problem  is  very  important,  but  is  foreign  to  the  subject  of 
this  volume. 

1126.  In  the  construction  of  a  new  railroad,  considerations  of 
first  cost,  time,  and  a  lack  of  knowledge  of  the  amount  of  future 
traffic  as  well  as  ignorance  of  the  physical  features  of  the  country, 
usually  require  that  temporary  structures  be  first  put  in,  to  be  re- 
placed by  permanent  ones  later.  In  the  meantime  an  incidental 
but  very  important  duty  of  the  engineer  is  to  make  a  careful  study 
of  the  requirement  of  the  permanent  structures  which  will  ulti- 
mately replace  the  temporary  ones.  The  high-water  mark  of  streams 
and  the  effect  of  floods,  even  in  water  courses  ordinarily  dry,  should 
be  recorded.  With  these  data  the  proper  proportioning  of  the  water- 
way of  the  permanent  structures  becomes  a  comparatively  easy  task. 

Most  of  the  older  railroads,  as  a  result  of  their  experience,  have 
tables  or  formulas  for  waterways  which  are  quite  accurate  for  their 
particular  territory  and  forms  of  culverts.  For  several  such  formulas 
and  tables,  see  Bulletin  No.  108  of  the  American  Railway  Engineer- 
ing and  Maintenance  of  Way  Association,  February,  1909,  page 
89-146. 

Art.  2.     Pipe  Culverts. 

1126.  General  Desiqn  of  Oulverts.  Any  culvert  consists  of 
two  distinct  parts,  the  trunk  and  the  head-walls  or  wings  at  the  ends 
of  the  trunk;  and  consequently  the  design  of  any  culvert  consists 
of  (1)  the  arrangement  of  the  head-walls  or  wings  so  as  to  protect 
the  embankment  and  facilitate  the  flow  of  the  water  through  the 
culvert,  and  (2)  the  proportioning  of  the  cross  section  of  the  trunk 
or  barrel  of  the  culvert.  The  first  is  substantially  the  same  for  all 
forms  of  culverts. 

1127.  Design  of  Ends.     There  are  three  methods  of  finishing 
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the  ends  of  culverts — either  box  or  arch.  1.  The  culvert  is  finished 
with  a  straight  wall  at  right  angles  to  the  axis  of  the  culvert  (see 
Fig.  151).  2.  The  wiHgs  are  placed  at  an  angle  of  30°  with  the  axis 
of  the  culvert  (see  Fig.  152).  3.  The  wing  walls  are  built  parallel  to 
the  axis  of  the  culvert,  the  back  of  the  wing  and  the  abutment  be- 
ing in  a  straight  line  and  the  only  splay  or  flare  being  derived  from 
thinning  the  wings  at  their  outer  ends    (see  Fig.  153).     The  first 
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method  is  shown  to  a  larger  scale  in  Fig.  154,  page  573,  and  Fig.  156, 
page  584;  the  second  at  the  up-stream  end  of  Fig.  157,  page  585; 
and  the  third  at  the  down-stream  end  of  Fig.  157,  and  in  Fig.  161, 
page  587. 

The  quantity  of  masonry  required  for  these  three  forms  of  wings 
does  not  differ  materially,  Fig  153  requiring  the  least  and  Fig.  151 
the  most.  The  ftiost  economical  angle  for  the  wings  of  Fig.  152  is 
about  30°  with  the  axis. 

The  position  of  the  wings  shown  in  Fig.  152  is  by  far  the  most 
common  and  is  better  than  either  of  the  others.  Fig.  151  is  objection- 
able for  hydraulic  considerations,  and  also  because  it  is  more  likely 
to  become  choked  than  either  of  the  others.  Fig.  153  does  not  have 
splay  enough  to  admit  the  natural  width  of  the  stream  at  high  water, 
and  does  not  give  sufficient  protection  to  the  toe  of  the  embankment. 
However,  if  the  culv.ert  is  ever  to  be  extended  to  accommodate 
another  track,  the  straight  wing  has  a  decided  advantage. 

1128.  The  wings,  both  straight  and  splayed,  are  usually  stepped 
or  sloped  to  conform  to  the  side  slope  of  the  embankment;  but  occa- 
sionally the  straight  wings  are  built  with  a  level  top  surface  under  the 
l>elief  that  with  such  wings  the  culvert  is  less  likely  to  become  clogged 
by  drift  than  if  the  wings  were  sloped  or  stepped,  since  even  though 
drift  may  partially  or  entirely  stop  the  flow  of  the  water  between  the 
ends  of  the  wings  the  water  may  pour  over  the  drift  into  the  well 
thus  formed  and  still  find  its  way  into  the  culvert.  The  need  of  this 
construction  is  usually  not  very  great,  nor  is  the  benefit  of  it  certain ; 
but  the  extra  cost  is  not  very  great,  since  it  is  a  little  cheaper  to  con- 
struct a  wing  with  a  level  top  than  one  with  a  stepped  or  sloped  upper 
surface. 
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Sometimes  posts  are  set  in  the  channel  a  little  above  the  mouth 
of  the  culvert,  to  catch  the  drift,  which  accomplish  somewhat  the 
same  purpose  as  building  the  wing  walls  up  square. 

1129.  Usually  the  two  ends  of  the  culvert  are  finished  alike; 
but  sometimes  the  up-stream  end  has  wings  as  in  Fig.  152,  and  the 
down-stream  end  wings  as  in  Fig.  153,  which  is  very  good  practice. 
For  examples  of  this  construction,  see  Fig.  157  (page  585),  and 
Fig.  174  (page  598). 

1130.  Pipe  Oulvxrts.  The  simplest  form  of  a  culvert  is  a  pipe 
of  burned  clay,  cast  iron,  or  concrete.  Owing  to  the  undesirability 
of  openings  through  an  embankment,  very  small  openings  are  not 
made,  the  water  being  conducted  along  the  side  of  the  roadway  until 
it  can  be  discharged  into  a  proportionally  large  stream  through  the 
embankment.  Therefore,  the  smaller  sizes  of  drain  and  sewer  tiles 
and  cast-iron  pipes  are  not  used  for  culverts. 

Pipe  culverts  are  durable,  and  on  account  of  the  smoothness  of 
their  inner  surface  are  hydraulically  efficient.  They  are  also  com- 
paratively cheap,  and  are  readily  put  into  place — particularly  in  an 
opening  that  has  temporarily  been  lined  with  wood — without  dis- 
turbing the  roadbed. 

1131.  VITRIFIBD  Pipe  Oulvsrts.  Vitrified  sewer  pipes  are 
extensively  employed  for  small  culverts  under  highways,  although 
in  the  Northern  States,  monolithic  concrete  seems  to  be  displacing 
the  larger  sizes.  Formerly,  such  culverts  were  quite  common  under 
steam  railroads;  but  in  recent  years  many  of  the  railroads,  at  least 
in  the  Northern  States,  have  discontinued  their  use  because  of 
frequent  breakages  due  either  to  the  pipe's  being  laid  too  near  the 
track  or  to  the  action  of  frost  in  the  soil  around  the  culvert,  or  to 
unexplainable  causes,  or  because  of  the  disjointing  of  the  pipes  due 
to  the  settlement  and  the  consequent  spreading  of  the  earth  embank- 
ment. Vitrified  pipes  are  extensively  employed  for  culverts  by 
highways  and  railways  in  the  Southern  and  Southwestern  States, 
where  stone  suitable  for  either  masonry  or  concrete  is  scarce  and  not 
to  be  had  at  reasonable  prices. 

The  pipe  employed  for  culverts  is  that  known  to  the  trade  as 
culvert  pipe  or  "extra  heavy''  or  "double  strength''  sewer  pipe, 
which  is  20  to  40  per  cent  (varying  with  the  maker  and  the  size) 
heavier  than  the  quality  ordinarily  employed  for  sewers.  When 
double-strength  sewer  pipe  was  first  made,  it  was  generally  believed 
that  such  pipe  would  be  abundantly  strong  for  culverts  for  either 
highways  or  railways,  provided  a  culvert  under  a  highway  had  at 
least  1  foot  of  earth  over  it  and  under  a  railway  3  feet  of  earth  and 
ballast;  but  experience  has  shown  that  under  present  loads  this  is 
not  enough  in  either  case.    Part  of  the  disrepute  of  vitrified  pipe 
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for  highway  culverts  is  due  to  the  fact  that  the  ends  of  shallow  cul- 
verts have  not  been  protected  by  a  masonry  head- wall,  and  conse- 
quently the  pipes  have  been  broken  progressively  from  the  end  of 
the  culvert  by  the  wheels  of  passing  vehicles.  With  proper  methods 
of  construction,  vitrified  pipe  of  less  diameter  than  30  inches  will  give 
satisfactory  results  for  highway  culverts,  provided  in  all  cases  there 
is  at  least  18  mches  of  earth  over  the  tile,  and  provided  where  8-  or 
10-ton  traction  engines  are  in  common  use  there  is  at  least  24  inches. 

1132.  Construction.  In  laying  the  pipe,  the  bottom  of  the  trench 
should  be  rounded  out  to  fit  the  lower  half  of  the  body  of  the  pipe, 
with  proper  depressions  for  the  sockets.  The  earth  should  be  rammed 
carefully,  but  solidly,  around  the  lower  part  of  the  pipe.  Appar- 
ently the  pipe  is  sometimes  broken  by  too  vigorous  ramming  over  the 
pipe  with  a  too  heavy  rammer;  and  therefore  care  should  be  taken 
to  determine  the  effect  of  any  particular  tamping.  If  it  is  desired 
that  the  culvert  shall  discharge  under  much  of  a  head,  the  joints 
should  be  calked  with  cement  mortar  to  prevent  the  possibility  of 
the  water's  being  forced  out  at  the  joints  and  washing  away  the  soil 
from  around  the  pipe. 

The  end  of  the  culvert  should  be  protected  with  a  timber  or 
masonry  or  concrete  bulkhead.  Of  course,  a  head  wall  of  masonry 
or  of  concrete  is  better  than  a  timber  one.  The  foundation  of  the 
bulkhead  should  be  deep  enough  not  to  be  disturbed  by  frost.  In 
constructing  the  end  wall,  it  is  well  to  increase  the  fall  near  the 
outlet  to  allow  for  a  possible  settlement  of  the  interior  sections. 
The  upper  end  of  the  culvert  should  be  so  protected  that  the  water 
will  not  readily  find  its  way  along  the  outside  of  the  pipes,  in  case  the 
mouth  of  the  culvert  should  become  submerged.  When  concrete 
and  brick  bulkheads  are  too  expensive,  a  fair  substitute  can  be  made 
by  setting  posts  in  the  ground  and  spiking  on  plank.  When  planks 
are  used,  it  is  best  to  set  them  with  considerable  inclination  towards 
the  road-bed  to  prevent  their  being  crowded  outward  by  the  pressure 
of  the  embankment. 

The  freezing  of  water  in  the  pipe,  particularly  if  more  than  half 
full,  is  liable  to  burst  it;  consequently  the  pipe  should  have  a  suffi- 
cient fall  to  drain  itself,  and  the  outlet  should  be  so  low  that  there 
is  no  danger  of  back-water's  reaching  the  pipe. 

When  the  capacity  of  one  pipe  is  not  sufficient,  two  or  more  may 
be  laid  side  by  side.  Although  two  small  pipes  do  not  have  as  much 
discharging  capacity  as  a  single  large  one  of  an  equal  cross  section, 
yet  there  is  an  advantage  in  laying  two  small  ones  side  by  side,  since 
then  the  water  need  not  rise  so  high  to  utilize  the  full  capacity  of  the 
two  pipes  as  would  be  necessary  to  discharge  itself  through  a  single 
one  of  larger  size. 
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1133.  Example.  Fig.  154  shows  the  standard  for  vitrified 
and  cast-iron  pipe  culverts  of  the  New  York  'Central  and  Hud- 
son River  R.  R.*     Table  83  gives  the  dimensions  for  the  various 
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diameters  of  pipe.  Fig.  151  shows  a  head  wall  perpendicular  to  the 
barrel  of  the  culvert;  but  this  road  also  builds  pipe  culverts  with 
wings  splayed  at  an  angle  of  30°  with  the  axis  of  the  culvert. 

The  following  notes  are  from  the  official  drawing  for  Fig.   154. 

TABLE  83. 
Dimensions  of  Head  Walls  for  Different  Sizes  of  Pipe. 


H 

«» 

u  Line  or  Pipe. 

i                      DOD 

LI   LiVB  or  PlFE. 

Heul  Wall. 

llwl  Wall. 

10 

7!  4' 

3-  8* 

1.22 

3'  4' 

5'  (r 

1.60 

12 

3'  6' 

4-  0* 

1.34 

3'  6' 

5'  6' 

1-78 

3*   \Vf 

5'  4* 

1.83 

3'   W 

7'  4* 

18 

4'  0* 

6'  0* 

2.09 

4'  a- 

8'  ff 

2.69 

2(1 

4'  2- 

fi'  6' 

2.31 

4-2- 

8-  8- 

2.96 

24 

4'  6- 

r  6- 

2.75 

■        4'  6' 

Iff  0* 

3.51 

30 

5'  0' 

9'  2- 

3.53 

12-  2- 

4.46 

36 

5'  6' 

Iff  Iff" 

4. 38 

5'  6* 

14'  4- 

5.50 

"  1.  The  grade  of  the  pipe  not  to  l)e  less  than  3  inches  in  12  feet,  if 
conditions  permit.  2.  Old  rails  10  to  12  inches  center  to  center  to 
be  used  where  soft  material  is  found;   and.  where  splicing  of  lai's 

*By  courtesy  ul  H.  F'cni:ilr>ui,  (.'liii-f  llogiiiecr. 
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is  necessary,  they  are  to  be  fully  bolted  with  two  angle  bars,  and  the 
splices  in  adjoining  rails  are  to  break  joint.  3.  Pipe  joints  to  be 
made  water-tight  with  neat  portland  cement  and  oakum.  4.  The 
back  filling  in  rear  of  pipe  ends  to  consist  of  stone  or  other  porous 
material.  5.  All  exposed  cornera  and  edges  to  be  rounded  to  a 
1-inch  radius.'' 

1134.  Formerly,  steam  railroads  sometimes  laid  vitrified  culvert 
pipe  upon  a  bed  of  concrete;  but  such  a  practice  is  no  longer  wise, 
since  the  cost  of  concrete  has  so  decreased  as  to  make  it  cheaper  and 
better  to  construct  a  concrete  pipe  culvert  or  a  monolithic  concrete 
culvert  (see  §  1140,  and  also  Art.  3 — Box  Culverts — and  Art.  4 — 
Arch  Culverts).  However,  if  the  vitrified  pipe  is  to  be  used,  and  it 
can  not  be  bedded  firmly,  then  it  may  be  necessary  to  lay  a  founda- 
tion of  concrete,  in  which  case  the  concrete  should  envelop  the  lower 
third,  or  even  the  whole  lower  half,  of  the  pipe  so  as  to  distribute  the 
pressure  and  thus  to  diminish  the  possibility  of  longitudinal  cracks. 

1136.  Cost.  Prices  of  vitrified  pipe  vary  greatly  with  the  con- 
ditions of  trade,  and  with  competition  and  freight.  Current  (1909) 
prices  for  ordinary  culvert  pipe,  in  car-load  lots  f.o.b.  at  the  factory, 
are  about  as  in  Table  84.  Sewer  pipe  usually  cost  about  20  per  cent 
less  than  culvert  pipe.  The  standard  length  is  2  ft.  for  24-inch  pipe 
and  less,  and  2^  ft.  for  27-inch  pipe  and  over. 


TABLE  84. 
Cost  and  Weight  of  Vitrified  Culvert  Pipe. 


Inside 
Diameter. 


12  inches. 

14 

16 

18 

20 

22 

24 

27 

30 

33 

36 


<t 
ti 
tt 
(( 
<< 
(< 
<( 
<( 
it 


Price  per  Foot. 

Area. 

$0.19 

.78  sq.  ft. 

.27 

1.07  *' 

.35 

1.40  "     * 

.40 

1.76  **     • 

.50 

2.18  '^     ' 

.75 

2.64  "     * 

1.15 

3.14  *'     ' 

1.30 

4.00  "     ' 

1.65 

4.80  "     ' 

2.25 

6.00  "     ' 

2.80 

7.00  "     ' 

Weight  per 
Foot. 


54  lbs. 

64  " 

80 
100 
110 
150 
170 
215 
300 
350 
390 


n 
tt 
tt 
tl 
tt 
tl 
tt 
It 
tt 


Amount  in  a 
Cab  Load. 


500  feet. 

400 

350 

300 

250 

230 

200 

120 

110 

90 

80 


tt 
tt 
ti 

c( 
(( 
« 
« 
« 

« 


1136.  Gast-Iron  Pipe  Gulverts.  Formerly  cast-iron  pipes 
were  considerably  used  for  culverts  in  localities  where  there  was  no 
stone  suitable  for  masonry,  when  a  waterway  was  required  greater 
than  could  be  obtained  with  a  vitrified  pipe.  Cast-iron  pipe  from  12 
to  48  inches  in  diameter,  in  sections  6,  8,  and  12  feet  long,  was  used 
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by  all  the  railroads  of  the  Mississippi  Valley.  Some  cast  their  own 
pipe,  while  others  bought  water  pipe.  In  recent  years  most  roads 
make  a  pipe  which  is  heavier  than  the  ordinary  water  pipe.  The 
dimensions  differ  on  different  roads,  but  the  following  seem  to  be  the 
heaviest  in  common  use. 

TABLE  85. 
Dimensions  of  Cast-Iron  Culvert  Pipe. 


Inside 
Diameter. 

Weight  per  Foot. 

TlflCKNE8A. 

Weight  per  Lineal  Foot 
PER  so.  FT.  OP  Area. 

12  inches. 
18      " 
24      " 
30      " 
36      " 
42      " 
48      " 

75  lbs. 
167    '* 
250    " 
334    " 
450    " 
600    " 
725    " 

0.52  inch. 
0.73     ** 
1.00     " 
1.06    " 
1.12     " 
1.38     " 
1.44     " 

96  lbs. 
94  " 
80  " 
68  " 
64  " 
62  " 
57  " 

At  present  there  is  a  tendency  to  discontinue  the  use  of  cast-iron 
pipe  culverts  for  two  reasons,  viz.:  (1)  The  larger  sizes  of  cast-iron 
pipe  frequently  crack  under  either  comparatively  low  or  very  high 
embankments;  and  (2)  concrete  culverts  can  usually  be  made  which 
are  stronger  and  cheaper.  But  in  localities  where  materials  for 
making  concrete  are  scarce,  cast-iron  pipe  will  doubtless  continue 
to  be  used. 

1137.  Oonstrnction.  In  constructing  a  cast-iron  culvert,  the 
points  requiring  particular  attention  are:  1.  Form  a  depression 
for  the  socket,  so  the  pipe  may  not  be  supported  at  its  two  ends  and 
possibly  break  as  a  beam.  2.  Shape  the  soil  to  fit  the  bottom  of 
the  pipe,  so  that  it  may  have  a  uniform  support  on  the  bottom. 
3.  Since  the  pipe  is  nearly  certain  to  settle  more  under  the  middle 
of  the  roadway  than  at  the  ends,  the  center  of  the  pipe  should  be 
laid  a  little  above  a  straight  line  joining  the  two  ends.  4.  Tamp  the 
soil  in  tightly  under  and  along  the  sides  of  the  pipe  to  give  a  firm 
lateral  support.  5.  Protect  the  two  ends  by  a  suitable  head  wall. 
6.  If  necessary  lay  riprap  or  construct  an  apron  at  the  lower  end  to 
prevent  scour  at  the  outfall. 

Ordinary  cast-iron  pipes  are  strong  enough  to  support  any  ordi- 
nary embankment,  if  the  pipe  is  properly  bedded  and  if  the  earth  is 
thoroughly  tamped  against  the  side;  but  breakages  do  sometimes 
occur  where  the  pipe  is  not  carefully  bedded,  or  where  the  earth  is 
dumped  on  one  side  and  allowed  to  slide  down  against  the  pipe.* 

*  Data  of  tests  of  cast-iron  culvert  pipe,  see  Bulletin  Xo.  22,  University  of  Illi- 
nois Eng'g  Exp.  Sta. 
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Some  railroads  limit  the  larger  sizes  of  cast-iron  pipe  culverts  to 
banks  more  than  8  or  10  ft.  high  and  less  than  25  or  30  ft. 

The  amount  of  masonry  i-equired  for  the  end  walls  depends  upon 
the  relative  width  of  the  embankment  and  the  number  of  sections  of 
pipe  used.  For  example,  if  the  embankment  is,  say,  40  feet  wide 
at  the  base,  the  culvert  may  consist  of  three  12-foot  lengths  of  pipe 
and  a  light  end  wall  near  the  toe  of  the  bank ;  but  if  the  embankment 
is,  say,  '62  feet  wide,  the  culvert  may  consist  of  two  12-foot  lengths 
of  pipe  and  a  comparatively  heavy  en<l  wall  well  back  from  the  toe 
of  the  bank.  The  smaller  siz«s  of  pipe  usually  come  in  12-foot 
lengths,  but  sometimes  a  few  (>-foot  lengths  are  included  for  use  in 
adjusting  the  length  of  culvert  to  the  width  of  the  bank.  The  larger 
sizes  are  generally  (i  feet  long. 

1138.  Examples.  Fig.  155  shows  the  method  employed  on  the 
Atchison,  Topeka  and  Santa  Fi"-  R.  R.  in  putting  in  cast-iron  pipe 
•ulverts.*  Table  SO  gives  the  dimensions  of  the  end  walls  for  the 
various  sizes.     The   length  of   pipe   is  determined  by  taking  the 
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multiple  of  fi  feet  next  larger  than  the  length  given  by  the  posi- 
tion slope  as  in  Fig.  155.  To  allow  for  settling,  the  pipe  is  laid  to 
a  vertical  curve  having  a  crown  at  the  center  of  I  inch  for  each 
5  feet  in  ^'e^tical  height  from  bottom  of  pipe  to  profile  grade. 

Fig.  154,  page  673,  shows  the  standard  cast-iron  pipe  culvert  of 
the  New  York  Central  and  Hudson  River  Railroad. 

1139.  Cost.  The  price  of  ca.st-iron  pipe  varies  with  the  con- 
dllLon  of  trade,  but  is  almut  1 J  cents  per  pound,  f.o.b.  at  the  foundry. 
In  coristnicting  a  branch  railroad  in  Southern  Iltinob,  on  which  590 
tons  of  t-ast-iron  pipe  were  used,  the  average  cost  of  unloading  was 
33  cents  per  ton,  of  wagon  haul  was  44  cents  per  ton  per  mile,  and 

•  Hy  courtesy  of  W.  H.  Storey,  Jr.,  cli»-f  cnginoer  A.  T.  A  S.  F-  R.  R-  Byrtem. 
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of  laying  was  55  cents  per  ton,  the  cost  of  laying  being  more  per  ton 
for  the  smaller  sizes  than  for  the  larger. 

Table  85  (page  575)  shows  that  the  average  weight  of  the  pipe 
per  foot  per  square  foot  of  waterway  is  about  70  pounds;  and  hence 
the  cost  of  the  trunk  of  a  cast-iron  pipe  culvert,  exclusive  of  trans- 
portation and  labor,  is  about  70  X  li  =  $1.05  per  lineal  foot  per 
sq.  ft.  of  area.     The  cost  of  vitrified  culvert  pipes  is,  from  Table  84 


TABLE  86. 

Dimensions  of  End  Walls  for  Cast-Iron  Pipe  Culverts  Shown 

IN  Fig.  155. 

Dimensions  not  given  below  are  the  same,  for  all  sizes,  as  those 

given  in  Fig.  155. 


Items. 


Head  Wall,  len^h 

thidoiess,  upper  end, 

bottom   

lower  end,  bottom. . . 

top 

height 


Apron,  leneth 
width. 


Wing  Wall,  length 

height  at  outer  end 
height  at  inner  end 

Contents,  upper  head  wall,  cu.  yd. 
lower  head  wall,  cu.  yd . 


I 


6'3'' 
2'0* 

2'3^ 

2.75 
3.00 


Inside  Diameter  of  Pipe. 


8'0* 
2'0^ 

re" 

3'0* 

27^" 
I'O'' 

2'r 

3.50 

3.50 ; 


30  in. 

36  in. 

9'r 

ll'G'' 

2'dr 

S'O* 
2'0* 
7'6' 

2'6' 
3'0* 

2'or 

7'6-' 

3'0^ 
3'6'^ 

5.50 
5.25 

7.00 
6.75 

13'3'' 

2'9^ 
3'0* 
2'0* 

4'0* 
8'0* 

3'4i'' 

re'' 

9.00 
7.50 


48  in. 


15'0* 

3'0^ 
3'0^ 
2'0^ 
9'0* 

4'4r 

9'0^ 

3'9^ 
I'G" 
4'0^ 

11.25 
9.25 


(page  574),  about  30  cents  per  foot  per  square  foot  of  waterway. 
The  cost  of  the  head  walls  required  for  vitrified  and  for  cast-iron 
])ipe  culverts  is  substantially  the  same;  and  hence  the  above  data 
.show  approximately  the  relative  cost  of  the  two  forms  of  culvert. 
According  to  this  showing,  cast-iron  is  considerably  more  expensive 
tlian  vitrified  clay;  but  this  difference  is  partly  neutralized  by  the 
«;reater  ease  with  which  the  iron  pipe  can  \)e  put  into  place  either  in 
new  work  or  in  replacing  a  wooden  box  culvert. 

1140.  GoHOBBTE   Pipe   Culveets.    Concrete   pii^es   I)oth   plain 

and  reinforced  have  \)een  employed  for  culverts.     Plain  concrete  is 

most  suitable  for  small  sizes,  but  it  has  l>een  used  for  pipes  48  inches 

inside  diameter.    There  arc  three  reasons  why  plain  concrete  is  less 

37 
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desirable  for  culvert  pipe  than  reinforced  concrete,  viz.:  1.  The 
plain  concrete  is  heavier  for  the  same  strength,  and  hence  is  more 
difficult  to  handle.  2.  The  plain  concrete  is  more  likely  to  be 
broken  in  handling.  3.  Plain  concrete  is  unable  to  stand  any  con- 
siderable distortion  of  its  cross  section  >\-ithout  collapse. 

1141.  Plain  Concrete  Calvert  Pipe.  Plain  concrete  culvert  pipe 
are  on  the  market.  They  have  either  square-butting  or  beveled- 
telescoping  joints.  The  latter  are  likely  to  crack  on  account  of  the 
unequal  settlement  of  adjacent  pipes.  For  a  description  of  the  forms 
and  the  dimensions  of  plain  concrete  culvert  pipe,  see  Journal 
Western  Society  of  Engineers,  Vol.  xii,  p.  8^3-88. 

1142.  Reinforced  Concrete  Culvert  Pipe.  Recently  reinforced  con- 
crete pipe  2f  3,  and  4  feet  in  inside  diameter  have  been  used  by  rail- 
roads in  culvert  construction.  The  pipes  usually  have  a  bell  and 
spigot  joint ;  and  have  a  hoop  reinforcement  which  is  near  the  interior 
surface  at  the  top  and  bottom  of  the  pipe,  and  near  the  exterior 
surface  at  the  sides  of  the  pipe.  The  48-inch  pipe  is  4  inches  thick, 
and  the  reinforcement  consists  of  hoops  spaced  3  inches  cente»*  to 
center  and  longitudinal  bars  spaced  8  inches,  both  being  J-inch 
square  corrugated  bars.  The  smaller  pipes  are  reinforced  with  wire 
net.  The  pipes  are  made  in  8-ft.  lengths.  Such  pipe  can  be  rolled 
from  the  cars  on  skids  the  sama  as  cast-iron  pipe 

The  strength  of  reinforced  concerte  pipe  viill  var}'  with  the  amount 
of  reinforcement  and  with  the  age  of  the  concrete.  Some  tests  made 
by  bedding  a  48-inch  pipe  in  sand  in  a  strong  box  and  applying  a  load 
as  nearly  uniform  as  possible  over  the  horizontal  projection  of  the 
pipe,  gave  an  average  breaking  load  of  6,960  lb.  per  sq.  ft.,  for  pipe 
about  180  days  old  and  containing  approximately  1  per  cent  of 
reinforcement.*  The  strength  of  a  48-inch  cast-iron  pipe  1.50 
inches  thick  was  13,000  lb.  per  sq.  ft.f  This  shows  that  the  cast- 
iron  pipe  is  nearly  twice  as  strong  as  the  reinforced  concrete.  How- 
ever, the  strength  of  the  concrete  pipe  could  be  materially  increased 
at  very  little  expense  by  adding  a  little  concrete  on  the  compression 
rjide  at  the  top,  bottom,  an'd  sides  of  the  pipe.  Under  ordinary 
conditions,  the  48-inch  concrete  pipe  costs  only  about  60  per  cent 
lis  much  as  the  cast-iron  and  the  36-inch  alx)ut  75  per  cent;  and  for 
sizes  less  than  36  inches  cast-iron  pipe  is  more  economical. 

1143.  8TBENOTH  OF  PiPE  CULVERTS.  The  data  in  the  preceding 
section  seem  to  show  that  the  breaking  load  of  the  cast-iron  pipe 
is  the  equivalent  of  the  pressure  of  a  bank  of  earth  130  feet  high, 
and  of  the  reinforced  concrete  pipe  is  the  equivalent  of  a  bank  70  feet 

*  Bog's  Exp't  StJL,  University  of  Illinois.  Bulletin  Xo.  22,  p.  45;  or  Jour.  West' 
Sue.  of  Eng'rs,  vol.  xiii,  p.  413. 

t  fbid.f  p.  42,  or  p.  411,  respectively. 
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high;  but  it  should  be  remembered  that  these  are  the  results  when  dry 
sand  was  packed  around  the  pipes  as  carefully  as  possible,  and  that 
any  variation  from  the  <;onditions  of  the  experiment  may  materially 
affect  the  load  the  pipe  will  support.  For  example,  if  the  bedding 
is  such  as  to  give  as  much  thrust  at  the  sides  of  the  pipe  as  vertical 
load  at  the  crown,  there  will  be  no  bending  moment  in  an  annular 
cross  section,  and  hence  the  pipe  will  carry  a  maximum  load.  Again, 
if  the  pressure  is  uniform  over  the  horizontal  projection,  the  pipe 
will  carry  twice  as  much  as  if  the  pressure  is  concentrated  along  a 
line  at  the  top  and  the  bottom.  The  last  relation  suggests  that  in 
bedding  the  pipe  in  firm  ground  the  trench  should  be  so  shaped  that 
the  pipe  will  surely  be  free  at  the  bottom,  even  after  settlement  occurs. 
The  nature  of  the  filling  and  the  method  of  depositing  it  have  a  great 
influence  upon  the  strength  of  the  pipe;  but  in  every  case  it  is  wise 
to  attend  carefully  to  the  bedding  of  the  pipe,  particularly  to  securing 
(1)  a  uniform  support  under  the  pipe,  (2)  a  considerable  horizontal 
thrust  at  the  sides,  and  (3)    a  uniform  pressure  on  top.* 

Art.  3.     Box  Culverts. 

1144.  Box  culverts,  i.e.,  culverts  having  a  rectangular  waterway, 
were  formerly  often  built  of  timber  or  stone,  and  are  at  present  often 
made  of  plain  or  reinforced  concrete. 

There  are  two  forms  of  box  culverts:  one  having  only  roof  and 
side  walls,  and  one  having  floor,  roof,  and  side  walls.  Strictly  speak- 
ing, the  first  should  be  called  an  open  box,  and  the  second  a  closed  box; 
but  ordinarily,  the  first  is  referred  to  as  an  open  box,  and  the  second 
simply  as  a  box  culvert.  In  the  open  box  culvert  the  side  walls 
have  independent  footings  which  carry  the  load;  and  in  the  closed 
box  the  floor  carries  the  load,  although  the  so-called  floor  may 
project  outside  of  the  side  walls. 

1146.  Timber  is  not  much  used  now  for  culverts  owing  to  its 
high  pric3  and  perishable  nature;  and  stone-box  culverts  are  not 
much  used  now  owing  to  the  difficulty  of  obtaining  suitable  stone 
within  a  reasonable  distance.  Wood  culverts  should  be  considered 
only  temporary',  and  the  area  of  the  waterway  should  be  so  much 
larger  than  actually  required  that  a  permanent  culvert  can  be  con- 
structed inside  of  the  timber  one  l>efore  the  latter  decays. 

Stone-box  culverts  were  made  by  resting  slabs  of  stone  upon  side 
walls  which  were  sometimes  laid  up  dry  and  sometimes  with  mortar. 
The  span  of  the  cover  stones  varied  from  2  to  4  feet,  and  the  thick- 
ness from   10  to   IG  inches.     The  former  editions  of  this  volume 

*  For  a  discussion  of  tlie  strength  of  culvert  pipes  under  different  conditions  of 
loading,  see  Bulletin  No.  22  of  University  of  Illinois  Eng'g  Ebcp't  Sta.,  p.  4-22. 
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contain  a  full  discussion  of  box  culvert  and  also  illustrations  of  the 
standard  stone-box  culvert  employed  on  several  railroads. 

Plain  concrete  is  not  economical  for  use  in  box  culverts,  since 
both  the  roof  and  the  floor,  and  probably  also  the  sides.,  must  resist 
a  force  tending  to  produce  tension  in  the  concrete — a  stress  which 
the  material  can  not  economically  carr>'. 

Reinforced  concrete  is,  therefore,  the  only  material  that  is 
economical  and  durable  for  use  in  box  culverts.  The  reinforced 
concrete  box  section  is  used  also  for  cattle  passes,  for  undergrade 
highway  crossings,  etc. 

1146.  For  spans  of  less  than  15  or  20  feet,  the  box  culvert  is 
usually  superior  to  an  arch  culvert  for  four  reasons,  viz.: 

1.  The  space  occupied  is  only  a  few  feet  more  than  the  clear  span, 
and  hence  the  box  culvert  can  be  put  in  with  less  excavation  and  less 
disturbance  to  the  embankment  than  is  necessary-  for  an  arch  culvert. 
2.  The  box  does  not  concentrate  the  load  upon  the  foundation  as 
does  the  arch,  and  hence  the  box  culvert  can  lye  founded  directly 
upon  a  soft  soil  where  an  arch  culvert  would  require  piling.  3.  The 
foundation  is  immediately  under  the  span,  and  hence  it  is  much 
easier  to  drive  piles  for  the  foundation  of  a  box  culvert  than  for  an 
arch,  particularly  if  the  culvert  is  to  occupy  the  major  portion  of 
a  panel  of  a  wood-pile  trestle — as  is  often  the  case.  4.  The  form 
work  is  more  simple  for  the  box  than  for  the  arch  culvert. 

1147.  Reinforced  Concrete  Box  Gulverts.  In  recent  years 
reinforced  concrete  has  come  into  ^reat  favor  for  small  culverts  and 
also  for  larger  culverts  where  the  head  room  is  not  sufficient  to  permit 
the  use  of  an  arch.  Cienorally  the  closed-box  type  is  employed; 
but  occasionally,  when  the  foundation  is  very  firm  and  not  likely  to 
scour,  the  open-box  is  used. 

1148.  Indefiniteness  of  Data.  It  is  not  possible  to  secure  mathe- 
matical accuracy  in  the  design  of  the  cross  section  of  a  culvert  for 
the  following  reasons: 

1.  The  law  of  the  pressure  of  earth  is  not  known  (see  §  998- 
1011).  The  relation  between  the  pressure  and  the  depth  of  earth  is 
not  known  for  a  homogeneous  mass  devoid  of  cohesion;  and  in  any 
particular  case  the  load  upon  the  roof  of  the  culvert  varies  greatly 
with  the  nature,  of  the  filling  and  the  method  of  depositing  it.  It'  is 
possible  that  under  certain  conditions  a  considerable  part  of  the  prism 
of  earth  vertically  above  the  culvert  may  be  supported  by  arch-like 
action  against  the  sides  of  the  excavation;  and  on  the  other  hand, 
it  is  possible  that  the  culvert  may  su|)iK)rt  a  mass  of  earth  which  is 
wider  at  the  surface  than  the  span  of  the  culvert.  However,  it  is 
reasonably  certain  that  the  higher  the  embankment,  the  less  the 
proportionate  load  upon  the  culvert  top,  and  that  at  some  unknown 
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height  any  increase  in  height  will  not  increase  the  load  upon  the 
culvert. 

2.  The  effect  of  the  rail,  the  ballast,  and  the  earth  in  distributing 
the  live  load  parallel  to  the  track  is  not  known.  It  is  reasonably 
certain  that  the  live  load  is  transmitted  downward  in  diverging  lines; 
but  there  is  no  experimental  data  as  to  the  law  of  this  distribution. 
However,  since  the  weight  of  the  maximum  train  is  nearly  the  same 
as  the  weight  of  the  largest  locomotive,  it  is  safe  and  reasonably 
correct  to  assume  that  the  live  load  is  uniformly  distributed  along 
the  track  and  is  transmitted  vertically  downward  to  the  culvert  top. 

3.  The  effect  of  the  tie,  the  ballast,  and  the  earth  in  distributing 
the  live  load  perpendicular  to  the  track  is  not  known.  It  is  fre- 
quently assumed  that  the  live  load  is  carried  down  at  a  slope  of  i 
horizontal  to  1  vertical,  from  the  end  of  the  tie. 

4.  The  effect  of  the  live  load  upon  the  horizontal  component 
of  the  earth  thrust  is  not  known.  Some  designers  in  computing  the 
horizontal  component  of  the  earth  pressure  assume  that  the  live 
load  is  equivalent  to  an  equal  weight  of  earth;  while  experiments 
seem  to  show  that  the  live  load  does  not  materially  affect  the  hori- 
zontal component  (§1008). 

5.  There  are  no  experimental  data  as  to  a  reasonable  allowance 
for  the  effect  of  impact  due  to  the  motion  of  a  railroad  train.  The 
allowance  should  be  greatest  for  a  short  span  under  a  shallow  bank, 
and  least  for  a  long  span  under  a  high  bank.  The  allowance  by 
different  designers  varies  greatly,  some  allowing  100  per  cent  for 
shallow  banks  and  decreasing  as  the  height  increases;  and  a  designer 
who  is  frequently  quoted,  either  directly  or  indirectly,  allows  50  per 
cent  for  impact  on  all  banks  up  to  40  ft.  high.  It  is  probable  that 
the  effect  of  impact  upon  culvert  tops  is  not  very  great,  since  (1)  the 
elasticity  and  inertia  of  the  earth  neutralize  a  considerable  part  of 
the  effect  of  impact,  and  since  (2)  experiments  show  that  the  repeti- 
tion of  the  load  develops  cohesion,  and  hence  part  of  the  load  will 
be  carried  by  the  beam-like  action  of  the  earth  filling.  Probably  any 
allowance  for  impact,  except  possibly  for  spans  of,  say,  not  more 
than  10  feet  under  banks  less  than  5  feet  high,  is  largely  an  illusion 

6.  The  degree  of  restraint  of  the  four  sides  of  the  reinforced  con- 
crete box  culvert  is  not  known.  Some  designers  assume  that  the 
cover  and  the  bottom  have  fixed  ends,  while  others  assume  them  to 
have  free  ends.  Further,  when  the  top  and  the  bottom  are  assumed 
to  be  monolithically  connected  to  the  sides,  the  effect  of  the  resulting 
moment  is  usually  neglected  in  determining  the  resistance  of  the 
sides  to  the  horizontal  component  of  the  earth  pressure. 

Because  of  the  different  assumptions  made  in  each  of  the  above 
cases,  and  also  because  of  differences  in  the  theories  concerning  the 


582  CuL\'ERTs.  [Chap.  XXI. 

resistance  of  reinforced  concrete  (§  444),  there  is  a  considerable 
difference  in  the  results  obtained  by  different  designers. 

1149.  Design  of  Cross  Section.  To  illustrate  the  method  of 
designing  a  reinforced  concrete  box  culvert,  assume  that  the  culvert 
is  under  a  railroad,  and  consider  only  a  section  one  foot  long  under 
the  center  of  the  track.  Assume  that  the  live  load  is  uniformly 
distributed  laterally  by  the  ties  over  8  feet  of  width,  and  that  it  is 
not  distributed  longitudinally.  For  example,  if  a  length  of  locomo- 
tive equal  to  the  span  of  the  culvert  weighs  10,000  lb.  per  lin.  ft., 
then  under  the  above  assumption  the  unit  live  load  on  the  culvert 
top  is  10,000  -^  8  ==  1,250  lb.  per  sq.  ft. 

Let    d  =  the  thickness  of  the  slab,  in  inches; 
E  =  the  load  of  earth,  in  lb.  per  sq.  ft.; 
H  =  the  height  of  the  embankment  above  the  upper  limit 

of  the  waterwav,  in  feet; 
h  =  the  clear  height  of  the  waterway,  in  feet; 
L  =  the  live  load,  in  lb.  per  sq.  ft. ; 
M  =  the  maximum  bending  moment,  in  inch-pounds; 
S  =  the  clear  span  of  the  culvert,  in  feet; 
w  =  the  weight  of  a  unit  volume  of  the  earth  =  100  lb. 

per  cu.  ft.; 
W  =  the  weight  of  a  unit  of  volume  of  the  concrete  =  150 
lb.  per  cu.  ft.; 
1160.  Top  of  the  Culvert.     Considering  the  top  slab  as  a  beam 
fixed  at  the  ends,  the  maximum  l)ending  moment  occurs  at  the 
top  side  over  the  inside  face  of  the  side  wall,  and  is  equal  to  one 
twelfth  of  the  total  load  multiplied  by  the  span;  or 

M  =  ^S(E  -hL)l2S  +  ^  (W  -  w)^S(12S) 
^SHIOOH  +  L)  +^(W  -  w)dS^ 
^  SHIOOH  +  L)  +  50^5' 


S' 


(lOOH  +  L  +  50—) (1) 


The  bending  moment  on  the  cover  can  be  easily  determined  for 
any  particular  case  by  equation  1.  To  use  equation  1  as  it  stands, 
it  is  necessary  first  to  compute  the  approximate  thickness  of  the 
slab,  omitting  the  term  involving  d;  and  then  recompute  the  thick- 
ness using  the  approximate  thickness  for  d.  However,  it  is  hardly 
worth  while  to  include  the  unknown  thickness  of  the  slab,  d,  in 


Art.  3.]  Box  Culverts.  683 

equation  1 ;  in  other  words,  it  is  suflSciently  exact  to  omit  the  term 
containing  d, 

1161.  The  amount  of  steel  to  be  used  is  1  to  1.5  per  cent  of  soft 
eteel,  or  0.75  to  1.00  per  cent  of  high  carbon  steel  (§  463).  The  work- 
ing stress  in  the  steel  may  be  assumed  from  12,000  to  16,000  lb.  per 
sq.  in.  for  soft  steel  (§  470).  The  working  stress  in  the  concrete  may 
be  taken  at  650  lb.  per  sq.  in.  (i  474)  for  the  best  concrete,  provided 
the  full  load  is  not  applied  until  the  concrete  has  set  for  at  least  30 
days. 

The  thickness  of  the  slab  may  then  be  determined  by  equation 
11  or  by  equation  12,  page  228,  according  to  whether  the  amount  of 
steel  adopted  is  less  or  more  than  that  given  by  equation  10,  page 
228.  Assuming  that  the  adopted  steel  ratio  is  less  than  that  re- 
quired by  equation  10,  the  thickness  of  the  slab  is  given  by  equa- 
tion 11,  which  is 

cP  =  -^., (2) 

the  b  in  equation  11  becoming  1  since  only  a  portion  of  the  cover 
one  foot  long  is  under  consideration.  M  is  the  value  of  the  moment 
from  equation  1  above,  /g  is  the  adopted  unit  stress  in  the  steel, 
p  is  the  steel  ratio,  and  /  =  0.875  approximately. 

The  thickness  of  the  slab  can  readily  be  computed  by  equation 
2.  To  the  net  thickness  as  thus  computed  should  be  added  1  to  2 
inches  for  the  proper  embedment  and  protection  of  the  steel. 

1162.  Owing  to  the  difficulty  of  really  fixing  the  ends  of  a  beam, 
it  is  quite  common,  in  computing  the  stresses  in  reinforced  concrete 
beams  having  nominally  fixed  ends,  to  assume  that  the  maximum 
bending  moment  is  more  than  that  for  a  beam  having  ends  abso- 
lutely fixed.  One  method  is  to  compute  the  moment  on  the  assump- 
tion that  the  beam  has  free  ends,  and  then  use  eight  tenths  of  the 
computed  moment  in  making  the  design,  which  is  equivalent  to 
assuming  that  the  maximum  moment  in  the  beam  is  -^  of  the  total 
load  multiplied  by  the  span,  while  the  maximum  moment  in  a  beam 
having  fixed  ends  is  ^  of  the  total  load  multiplied  by  the  span. 
This  method  is  frequently  employed  in  the  design  of  reinforced  con- 
crete box  culverts,  and  is  often  specified,  directly  or  indirectly,  in 
the  building  ordinances  of  many  cities  as  the  method  to  be  employed 
in  computing  the  strength  of  a  reinforced  concrete  beam  having 
nominally  fixed  ends. 

1163.  Bottom  of  the  Culvert.  The  bottom  slab  is  usually  made 
the  same  as  the  top,  since  the  load  is  substantially  the  same;  and 
hence  the  floor  requires  no  new  computations. 

1164.  Sides  of  the  Cvlvert.    The  horizontal  component  of  the 
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earth  prcrBiim  may  Ijc  as.sunic(l  aa  one  thirti  of  the  weight  of  the 
earth;  or  the  horizontal  presaure  at  the  top  of  the  side  wall  ia  j 
w  H,  and  at  the  bottom  ^w  {H+  h),  an<l  the  average  isj  wj(2i?  +  A). 
The  moment  at  the  center  of  the  side  then  is  with  sufficient  accuracy 
M  =   i^w{2H  +  ft)  A' 

-  1.4(2ffft'  +  A^ (3) 

Knowing  the  bending  moment,  the  thickness  of  the  side  wall  may  be 
computed  by  equation  2,  page  fl83.  If  the  culvert  is  built  mono- 
hthic,  then  it  is  proper  to  take  M  in  equation  2,  page  583,  as  O.S 
of  the  value  computed  by  equation  3  above. 

If  the  sides  and  the  top  are  rigidly  connected,  the  actual  moment 
in  the  side  will  1«  less  than  that  given  by  equation  3,  because  the 
flexure  of  the  top  produces  a  moment  in  the  sides  contraiy  to  that 
due  to  the  horizontal  pressure  of  the  earth. 


TTlA, 


Cnd  Llevalion. 

Fig.   ISe.— K.-C.,  M,  4;  O.  Rv.  Bos  Cirt.%*EET. 

1166.  Decrease  oj  Section  toward  Ends.  The  preceding  deogD 
has  l)een  hmited  to  a  unit  section  under  the  track;  but  beyond  the 
ends  of  the  ties  the  load  decreases,  and  hence  toward  the  ends  of  the 
culvert  the  amount  of  reinforcement  and  the  thickness  of  the  con- 
crete could  be  made  less  than  under  the  track.  This  decrease  would 
probably  not  pay  except  in  a  comparativelj'  long  culvert. 
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1166.  Shear  in  Concrete.  Since  the  span  is  comparatively  short, 
the  shear  is  small;  and  hence  no  provisions  need  be  made  for  resisting 
shear  except  to  bend  up  part  of  .the  main  reinforcing  bars. 

1167.  Bond  Stress.  All  plain  rods  should  have  an  embedment 
beyond  the  point  of  maximum  moment  of  50  diameters  (see  {  472). 

1168.  Longitudinal  Reinforcement.  If  the  supporting  power  of 
the  earth  is  not  uniform,  a  !x>x  culvert  may  act  as  a  beam  spanning 
the  weak  places;  and  hence  in  such  cases  longitudinal  reinforcement 
may  be  advantageous.  Ix)ngitudinal  reinforcement  would  also  re^ 
sist  the  formation  of  contraction  cracks,  but  the  range  of  temperature 
for  a  culvert  is  comparatively  small,  and  hence  no  great  amount  of 
temperature  reinforcement  (S  503-6)  is  required. 


1169.  Exuaptes.  K.-C.,M.  &  O.Ry.  Fig.  156  shows  a  3-  by 
3-foot  reinforced  concrete  box  culvert  employed  by  the  Kansas 
City,  Mexico  and  Orient  Railway.*  Notice  that  this  culvert  has  the 
perpendicular  head  wall,  but  on  this  road  all  sizes  above  this  have 
splayed  wings  at  both  ends. 

1160.  L.  S.  &  M.  S.  Ry.  Fig.  157  shows  the  6-  by  6-foot 
box  culvert  employed  by  the  Lake  Shore  and  Michigan  South- 
em  Railway. t     Notice  the  splayed  wings  at  the  up-stream  end  and 
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the  straight  wings  at  the  doft-n-stream  end.  Notice  alao  th»t  there 
is  no  floor  or  pavement,  but  that  there  are  cross  walla  or  baffle  walls 
which  prevent  scour  and  also  act  somewhat  as  struts  to  hold  the  side 
wall  in  position.  This  road  finds  that  it  is  frequently  called  upon 
to  lower  the  waterway  of  its  culverta,  and  as  a  floor  or  pavement 
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Fio.  158— Opks  Box  Cili 


Flo.  159. — Closed  Box  Culvebt. 


interferes  with  this  more  than  the  cross  walls  has  adopted  the  latter 
instead  of  the  former.  Notice  that  there  are  no  shear  bars  in  the 
roof.  This  road  omits  shear  bars,  because  of  the  difficulty  of  getting 
them  properly  placed;  but  keeps  the  shear  in  the  concrete  within 
a  safe  limit. 

1161.  C.  M.  &  St.  P.  Ry.  Fig.  158,*  shows  the  cross  section  of 
an  8-  by  6-foot  open-box  culvert  employed  by  the  Chicago,  Milwaukee 
and  St.  Paul  Railway  as  designed 
for  a  16-foot  fill;  andFig.  159 shows 
an  8-  by  6-foot  closed  box  culvert 
as  designed  by  the  same  road  for 
a  32-foot  fill.  However,  the  unit 
stresses  were  not  assumed  to  be 
the  same  in  the  two  cases.  For 
example,  in  the  roof  for  the  16-foot 
bank  the  stress  in  the  steel  was 
limited  to  12,600  lb.  per  sq.  in., 
and  that  in  the  concrete  to  500  lb. 
per  sq.  in.,  while  for  the  32-foot  bank  the  corresponding  limits  were 
14,900  and  600,  respectively;  and  for  the  side  walls,  the  limits 
were  13,200  and  15,000  lb.  per  sq.  in.  for  the  steel,  and  400  and  450 
lb.  per  sq.  in.  for  the  concrete,  respectively.  Such  discrimination  is 
hardly  justified  by  the  indefinite  character  of  the  data  (see  I  1148). 

'  Report  of  the  Committee  on  R^nforceU  Concrete  Culverts  of  the  Ameriau 
Railway  Bridge  aoii  Building  ABaodation, — RaUicay  and  Engiattering  A«v>«d,  Not,  7, 
IQOS,  p.  898-99. 
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Fig.  ICO,  page  586,  shows  the  forms  employe<l  in  the  construction 
of  the  culverts  shown  in  Fig.  15S  and  159. 

1162.  lUinoiA  Central  R.  R.  Fig.  Hil.  page  5^7.  shows  the 
standard  8-  by  8-foot  Vx)X  culvert  of  the  Illinois  Central  Railroad. 
The  culvert  shown  has  straight  wings  at  both  ends,  but  this  road  also 
builds  culverts  with  splajed  wings  and  wi:h  head  walls  perpendicular 
to  the  axis  of  the  culvert.  Notice,  in  the  right-liand  portion  of  Sec- 
tion XX,  that  bare  are  placed 
on  both  sides  of  the  wing,  the 
additional  bars  being  in  an- 
ticipation of  the  extension 
of  the  culvert  to  accommo- 
date a  second  track.  All 
the  reinforcement  is  corru- 
gated bars  (S  465),  and  is  3 
inches  from  the  nearest  sur- 
face of  the  concrete. 

1163.  C.  B.  &  Q.  R.  R. 
Fig.  162  shows  the  cross  sec- 
tion, of  a  20-  by  20-ft.  box 
culvert  employed  by  the 
Chicago,  Burlington  and 
Quincy  Railroad,  and  also 
the  forms  used  in  construct- 
ing the  culvert.*    This  road 
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builds  single  Ijox  (.ulvcrts  of  all  dimeasions  from  4  by  4  feet  to  20 
by  20  feet;  and,  when  a  Kreiter  waterway  is  required  than  can  lie 
secured  with  a  single  l»x,  builds  a  double  box,  one  of  which  i-. 
shown  in  Fig.  163.t 

Fig.  163  illustrates  the  difficulty  of  securing  in  structures  of  such 
magnitude,  such  a  distrilmtion  of  the  pres-sure  upon  the  foundation 
jis  wilt  prevent  unequal  settlement.  This  culvert  was  designed  for 
n  bank  .30  feet  high  alwve  the  top  of  the  culvert,  and  consequently 
!-:e  load  was  considerably  more  imder  the  track  than  under  the  toe 
'^f  the  bank.  To  secure  a  foundation  under  the  body  of  the  culvert 
that  should  decroa-se  in  area  from  the  center  toward  the  ends  of  the 
culvert,  a  solid  concrete  floor  is  laid  over  the  entire  width  of  the 
waterway  under  the  track  and  a  ftratlually  increasing  portion  of  the 
floor  is  omitted  as  the  ends  of  the  culvert  are  approached.  This 
method  of  proce<lui'e  was  reasonably  successful,  although  minute 
cracks  showed  that  the  ends  of  the  culvert  did  not  settle  quite  as 
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niiitli  as  the  centei\  The  winp  walla  must  be  designed  to  resist 
overiurninR,  and  the  area  of  the  liase  required  for  this  purpose  is  so 
great  as  to  nial<e  it  iitipoBsihte  to  secure  a  pressure  per  unit  of  area 
which  shall  l)e  uniform  under  hoth  ilie  trunk  of  the  culvert  and  the 
wings;  and  therefoi-e  it  is  the  practice  of  this  road  to  attach  the 
wings  to  the  body  by  a  tongue  and  groove  sHp  joint  so  that  the  two 
may  settle  independently.  Sometimes  temporarj'  wings  of  piles 
and  planks  are  put  in.  and  after  the  culvert  has  settled,  permanent 
wings  of  concrete  are  built;  but  this  is  not  necessary  unless  the  foun- 
dation is  very  soft. 


Fig.  163.  C.  B.  &  Q.  Double  Box  Culvert. 

IIU.  Highway  Cidverl.  Fig.  164,  page  590,  shows  the  standard 
design  for  a  highway  culvert  published  by  the  company  controlling 
the  corrugated  bars  (b  and  c,  Fig.  28,  page  236).  The  live  load  was 
assumed  to  be  a  20-ton  road  roller. 

This  design  was  made  for  a  fill  of  2  feet  of  earth  over  the  culvert; 
and  it  was  assumed  that  the  culvert  top  supported  a  prism  of  earth 
which  was  //  ft.  (in  this  case  2  ft.)  wider  than  the  clear  span  of  the 
culvert  (see  paragraph  3,  {  1148).  The  top,  bottom,  and  sides  were 
assumed  to  act  as  beams  having  fixed  ends;  and  the  flexure  in  the 
sides  due  to  the  bending  of  the  top  and  bottom  was  neglected. 
Notice  the  lonptudinal  reinforcing  rods  near  both  surfaces  of  all 
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four  sides  to  prevent  cracks  due  to  unequal  settlement.  Notice 
also  the  reinforcement  at  the  comers,  and  the  provision  for  shear 
in  the  roof  and  the  floor  of  the  culvert. 


'S:^ 
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1166.  Rail-Top  CtdverUt  In  the  early  use  of  concrete  for  cul- 
verts, particularly  before  the  principles  of  reinforced  concrete  were 
well  understood,  culverts  were  sometimes  built  with  a  considerable 
number  of  railroad  raits  m. 
the  lower  sides  of  the  roof 
slab,  trans\ersely  across  the 
opening  These  rails  acted 
as  beams  and  also  as  rem- 
forccment  in  the  lower  side 
of  the  roof  slab,  but  steel 
rail*)  have  too  large  sections 
to  be  efficient  reinforcement 
and  are  not  m  the  ngbt 
form  for  economy,  and  con- 
sequently such  construction 
"j':j^   j'Q-  4.   -  .- — '"^' 1       has  for  the  most  part  been 

tUrCnoiStcnenaiCtnlv.        tloT  Cnai  Snixm  ai  £nii.      discontinued     in      faVOr     of 

Fio,  166— c.  M.  *  St.  P.  Raii^tof  Culvert,    ordinary  reinforced  concrete 
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box  culverts.  However,  it  sometimes  happens  that  it  is  necessary 
to  provide  a  considerable  waterway  through  a  shallow  embankment, 
in  which  case  it  is  desirable  to  make  as  thin  a  roof  for  the  culvert 
as  possible;  and  under  these  circumstances  rail-top  culverts  are 
still  built.  Fig.  165  shows  the  cross  section  of  a  rail-top  cul- 
vert on  the  Chicago,  Milwaukee  and  St.  Paul  Railway,  and  also 
the  forms  used  in  the  construction.*  The  rails,  usually  old  ones, 
are  placed  upon  their  bases  nearly  in  contact,  and  should  extend  at 
least  12  inches  over  the  inside  edge  of  the  side  walls.  Usually  about 
2  inches  of  rich  mortar,  or  concrete  containing  only  fine  stone,  is 
placed  below  the  base  of  the  rail  to  protect  the  steel  from  corrosion; 
and  usually  at  least  6  inches  of  concrete  is  placed  above  the  top  of 
the  rails. 

Sometimes  when  the  distance  between  the  upper  side  of  the 
waterway  and  the  base  of  the  rail  is  limited  to  18  or  24  inches,  six 
or  eight  rails  are  set  with  bases  down  and  as' close  together  as  possible 
under  each  rail  of  the  track,  and  other  rails  are  turned  base  up  be- 
tween them,  thus  making  a  nearly  solid  course  of  rails  under  each 
rail  of  the  track. 

Sometimes,  instead  of  railroad  rails,  steel  I-beams  are  used, 
w^hich  because  of  their  greater  depth  are  more  economical  as  beams 
and  permit  better  embedment  in  the  concrete. 


TABLE  87. 

Cost  of  8-  by  6-foot  Reinforced  Concrete  Box  Culverts 
For  the  cross  section  of  the  culverts,  see  Fig.  158  and  159,  page  586. 


16-Ft.  Fii.i. 

32-Ft.  Fill. 

Items  of  Expbnsb. 

Amount 
per  Lin.  Ft. 

Cost  per 
Lin.  Ft. 

Amount 
per  lin.  Ft. 

"^^K 

Concrete  :  roof  at  $6 .  50  ... 
side  walls  at  $7 .  50 
footings  at  $6.50 

0.53  CU.  yd. 
0.47  "      " 
0.55  "      " 

$3.44 
3.52 
3.58 

4.37 
4.50 

0.63  cu.  yd. 
0.51  "       '* 
0.76  "       " 

$4.10 
3.82 
4.94 

Total  

Steel:  transverse 

1.55  cu.  yd. 

83.8  lb. 
25.5    " 

1.90  cu.  yd. 

134.2  lb. 
21.7     " 

longitudinal 

Total  at  4  cts  . . . 
Forms:  at  4 . 5  cts.  per  sq.  ft. 

109.3  lb. 
100  ft.  B.  M. 

155.9  lb. 
90  ft.  B.M. 

6.24 
4.05 

Total  cost   

$19.41 

$23.15 

♦  Jour.  West.  Soc.  of  Eng'rs,  voL  vi,  p.  66-72 
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1166.  Cost  of  Concrete  Box  Cnhrerts.  For  data  concerning  the 
various  elements  of  the  cost  of  concrete,  see  J  412-28. 

1167.  Reinjorcffi  Concrete  Box  Culvert.'^.  Table  87.  page  591. 
shows  the  estimated  cost  of  the  reinforced  concrete  culverts  shown 
in  Fig.  ISS  and  150.  page  ':^^.  as  given  by  the  Committee.*  The 
price  of  the  concrete  includes  the  cost  of  the  excavation  and  of 
mixing  and  placing.  The  cost  of  the  forms  is  figured  at  2^  cents  per 
foot,  B.  M..  for  the  original  cost  of  the  lumber,  which  it  is  as- 
sumed will  be  used  twice,  making  the  actual  cost  of  the  lumber  1\ 
cents  per  foot,  B.  M.;  and  the  cost  of  labor  is  considered  31  cents 
per  foot. 

1168.  The  following  is  the  cost  to  the  contractor  of  a  14-  by  15- 
ft.  box  culvert  250  ft.  long  built  near  Kansas  City,  Mo.,  in  1906.t 

Co6T  PER  Yard 
Items.  op  Concrkte 

Elxcavation,  pumping,  etc $1 .84 

Piles,  389=8.647  lin.  feet 2.71 

Cement.  0.87  bbl.  at  $1.58    1.37 

Sand,  0.49  cu.  vd.  at  $0.70 .at 

Stone,  0.90  cu.Vd.  at  $1.25 1.10 

Lumber,  at  $15.00  per  M  ft..  B.  M 0.76 

Reinforcement,  109  lb.  at  2.35  cts 2.56 

Labor 2.48 

Wire,  nails,  water,  etc .18 

Total  cost $13.34 

1169.  The  following  is  the  cost  of  a  reinforced  concrete  box 
culvert  to  carr>^  an  irrigation  canal  under  a  creek,  built  in  Montana 
in  1906.J 

T-rr%«a  ^***  ^-   ^'^• 

^^^^  OP  CoNcunu 

Excavating  and  backfilling.  2.083  cu.  yd.: 

excavating  and  backmling  at $0 .  56  per  cu.  3rd. 

pumping,  labor .16     ** 

supplies .03    '* 


Total  for  excavating $0. 75    "    "    "  $4.20 

Forms: 

materials — one  third  of  cost 0 .  56 

labor,  building  and  remo\ing    2.43 

pumping  to  remove  forms .21 

Total  for  forms 3.20 

Concrete.  369  cu.  vd. : 

cement.  1 .  19*bbl.  at  $1 .86 $2.20 

sand.  0.91  cu.  vd.  at  $1.06 96 

gravel,0.39cu.yd.at$1.06 .42 

Total  for  materials 3.00 

*  See  foot-note  on  page  5S6 

t  RaQuMy  Age,  .\ug.  2.  1907. 

X  Engineering-Contnuiing,  June  10.  1908b 
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installing  plant SO.  33 

labor  mixing  and  placing  2 .  14 

supplies    .10 

Total  for  mixing  and  placing $2.57 

Reinforcement : 

material,  129  lb. ,  at  2 .  88  cts $3.71 

hauling .06 

bending    .23 

placing .26 

Total  for  steel 4.26 

Grand  Total,  per  cu.  yd.  of  concrete $13.63 

1170.  Rail-Top  Cvlvert,  The  following  is  the  cost  of  a  rail-top 
culvert  containing  113  cu.  yd.  of  concrete  and  requiring  36  cu.  yd. 
of  excavation,  built  in  Scran  ton,  Pa.,  in  1907,  for  the  Delaware, 
Lackawana  and  Western  R.  R.  by  contract.* 

Per  Cu.  Yd. 
Items.  of  Concrete. 

Excavation,  36  cu.  yd.  at  $1 .29 $0.41 

Cement,  1 .21  bbl.  at  $0.85 $1 .03 

Stone,  1 .0  ton  at  $0.70 70 

Sand,  0.42  cu.  yd.  at  $0 . 55 .23 

Total  for  concrete  materials 1 .96 

Forms,  lumber $0. 46   . 

labor 0.67 

Total  for  forms 1 .  13 

Rails  and  bolts .32 

Mixing  and  placing  concrete   1 .  25 

Handling  material   .50 

Superintendence  and  office  expense  .12 

Total  cost $5.69 


Art.  4.    Arch  Culverts. 

1171.  In  this  article  will  be  discussed  what  may  be  called  the 
theory  of  the  arch  culvert  in  contradistinction  to  the  theory  of  the 
stability  of  the  masonry  arch.  The  latter  will  be  considered  in  the 
next  chapter. 

By  the  theory  of  the  arch  culvert  is  meant  an  exposition  of  the 
method  of  disposing  a  given  quantity  of  masonry  so  as  to  secure  (1) 
maximum  discharging  capacity,  (2)  minimum  liability  of  being  choked 
l)y  drift,  and  (3)  maximum  strength.  The  structures  here  considered 
are  arch  culverts  which  are  usually  built  according  to  standard  plans 
without  reference  to  the  height  of  the  embankment  above  them. 
When  the  bank  is  so  high  as  to  require  especial  consideration,  the 
principles  of  one  of  the  two  succeeding' chapters  must  be  employed. 

*  Enffineerinff^orUrading,  Jan.  1, 1908,  p.  16. 
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Both  plain  and  reinforced  concrete  are  employed  for  arch  culverts, 
the  latter  the  more  frequently. 

1172.  General  Form  of  Culvert.  Splay  of  Wings.  There  are 
three  common  ways  of  disposing  the  wing  walls  at  the  end  of  the 
arch  culvert,  which  are  the  same  as  discussed  in  Art.  2,  Pipe  Cul- 
verts—see §  1126-29. 

1173.  Junction  of  Wings  and  Body.  The  most  common  position 
of  the  wings  of  arch  culverts  is  at  an  angle  of  about  30°  with  the 
axis  of  the  barrel;  and  for  this  position,  there  are  two  general 
methods  of  joining  the  wings  to  the  body  of  the  culvert,  which 
are  shown  in  plan  in  Fig.  166  and  167. 


/ 


/ 


Fig.  166. 


FiQ.  167. 


When  culverts  were  made  of  stone-block  masonry,  the  form 
shown  in  Fig.  166  w'as  very  common.  Apparently  the  inner  end  of  the 
wings  was  set  back  from  the  side  of  the  waterway,  so  that  the  wing 
could  be  carried  up  outside  of  the  arch  ring  without  the  latter  inter- 
fering with  the  bonding  of  the  wing  to  the  head  wall  (see  Fig.  168) ; 
but  the  corners  thus  formed  at  a  and  b  are  very  objectionable, 
since  they  reduce  the  capacity  of  the  culvert  and  add  to  its  cost. 
The  angles  at  a  and  6,  Fig.  166,  materially  decrease  the  amount 
of  water  which  can  enter  under  a  given  head  and  also  the  amount 
which  can  be  discharged.  It  is  a  well-established  fact  in  hydraulics 
that  the  discharging  capacity  of  a  pipe  can  be  increased  200,  or 
even  300,  per  cent  simply  by  giving  the  inlet  and  outlet  forms  some- 
what similar  to  Fig.  167.  Although  nothing  like  this  increase  can 
be  obtained  with  a  culvert,  one  finished  at  both  the  upper  and  the 
lower  end  like  Fig.  167  will  discharge  considerably  more  water  than 
one  like  Fig.  166.  The  capacity  of  Fig.  167  decreases  as  the  angle 
between  the  wing  and  the  axis  increases;  hence,  the  less  splay  the 
better,  provided  the  outer  ends  of  the  wings  are  far  enough  apart 
to  accommodate  the  natural  width  of  the  stream  at  high  water. 
Also  the  less  the  splay,  the  less  the  probability  of  the  culvert's  being 
choked  with  drift.  Fig.  166  is  very  bad  for  both  the  admission  and 
the  discharge  of  water,  and  also  on  account  of  the  great  liability 
that  drift  and  rolling  stones  will  catch  in  the  angles  between  the  wings 
and  the  end  walls.     With  a  culvert  having  a  ground  plan  like  Fig. 
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166,  the  wings  sometimes  had  a  vertical  face  and  sometimes  a  bat- 
tered face;  and  with  the  latter  form  of  wings,  the  arrangement 
shown  in  Fig.  ICO  was  sometimes  slightly  (bnt  only  slightly)  improved 
by  moving  the  wing  forward  as  shown  in  Fig.  108. 

1174.  Four  methods  have  been  employed  to  eliminate  the 
corners  a  and  6,  Fig.  160,  in  an  arch  culvert  with  flared  wings.  1. 
When  culverts  were  built  of  coursed  masonry,  the  face  of  the  wing 
was  built  vertical  at  Us  intersection  with  the  vertical  face  of  the 
side  wall  and  battered  elsewhere;  or  in  other  words,  the  face  of  the 
wing  below  the  springing  line  of  the  arch  was  warped.  With  rock- 
face  masonry  this  would  not  be  very  objectionable;    but  with  con- 


crete it  would  be  quite  objectionable,  since  it  would  complicate  the 
building  of  the  forms.  2.  Occasionally  the  wing  was  moved  inward 
until  the  battered  face  intersected  the  face  of  the  head  wall  at  the 
springing  line  of  the  arch,  and  then  the  corner  of  the  wing  which 
would  otherwise  project  into  the  waterway  was  rounded  off  to  u 
gentle  curve,  as  shown  in  Fig.  109.  This  'solution  is  better  for 
masonry  than  for  concrete.  3.  A  solution  somewhat  similar  to  the 
last  consists  in  placing  the  wing  as  in  Fig.  109  and  cutting  off  the 
portion  that  would  project  into  the  waterway  by  extending  the 
plane  of  the  inside  face  of  the  vertical  side  wall.  The  surface  of  the 
portion  so  cut  away  is  shaded  in  Fig.  170.  For  an  illustration  of 
this  method  as  applied  in  practice,  see  Fig.  184,  page  004,  in 
which  illustration  the  portion  of  the  wing  that  is  cut  away  is  shown 
by  the  shadet!  portion  abed.  This  method  complicates  a  trifle  the 
construction  of  the  concrete  forms.  4.  Not  infrequently  the  face 
of  the  side  wall  is  battered  and  intersects  the  battered  face  of  the 
wing  wall  in  a  right  line  which  passes  through  the  springing  line. 
For  an  example  of  this  form  of  construction,  see  Fig.  173,  page  597, 
and  Fig.  175.  page  599. 

1176.  At  present,  concrete  arch  culverts  are  usually  built  of  the 
general  form  shown  in  Fig.  167,  except  that  either  the  face  of  the 
wing  is  vertical  or  the  face  of  the  wall  at  the  side  of  the  waterway 
has  the  same  batter  as  the  face  of  the  wing. 
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117€.  SoDBiBnilir  mu  SapiUBtal  Jnim.     When    arch  cuiverts 
wexe  built  of  coursed  miksoniy.  there  was  coiL?iiienibLe  'iiscusBoiL 
aa  to  the  relative  merits  of  ^mi-circiilar  ami  segmental  arrh  L'uiverrs. 
The  se^ODusntal  arrh  zave  the  greaxest  waterway  for  a  ziven 
quantity  of  arch  maaonrv:   or  for  the  c^ame  width  of  waterway  re- 
quired Lms  arch  maeonn.'.     Theoreticaily. 
the  -JPgTnfnrAl  arch  :«houiii  "oe  me  Tiutker: 
but    the    thi'rkneag  oi    the   arch   rinjc  of 
euiverta   is  uauaily    jireatiy   in  excea*  <jf 
that    required    for    strength,   and   «.'am»- 
quentLy  tiie    relative    thicknetB  waft  not 
conaiieretL 

With  concrete  arches,  the  concrete  in 
the  arch  tn^tsta  no  more  per  cubic  inii 
th;uL  that  in  the  remainder  of  the  itruc- 
ture.  and  hence  there  is  lirde  or  mi 
difference  between  iemicircular  and  .«s£- 
mental  anjh  culverts.  However,  it  is  :jometimes  (riaimed  that  "lie 
center  for  tiie  iemicircular  arch  is  more  ea^y  for  an  oniinary  'jaiv 
penter  uy  .comprehend  and  constmct  tiian  niiat  for  a  ^espnentai  arch. 

liTT,  izAMKB  or  Plimr  OiiwiMfra  Abcs  Cqli 


^/-tT- 


r-iT- 


H-'J*- 


Fro.   171.  —  .\ach  Cxtlthbt. 


Fie 
171  -jhows  tiie  i'.rrym  '. 
ietjrion  of  a  3-  bv 
3-ft.  olain  L'oncrete 
ar^ch  ctiivert  buiit  bv 
the 

Lines  on  a  coal  branch 
in  -io  uthem  rndinn.'i^  * 


PennsvLvania   r  '^zst^i 


h::i^-zt 


The  :<e<'tion  is  liirhter   I 
than    is    commonly    | 
built  bv  railromis  :<}r    '«, 
erample.    iee    Fix. 
iri  .  but  in  rhis  case 
it  -leems  *^<5  have  been 
iurficieiitr.'  -jtrjutr. 

ura.  ir .  t.  c  * 
K.  a.  a.a.    F>  it: 

■irawiiii£ji  -jc  :i  "»taii«iar'i  ■)-  *:v  4r-n.  ir'fii  cuiv^frt  of  the  ^ew  York 
Central  jjni  Eiiis<:c.  ?uiT»r  R.aiLrjm:.  "^  'Die  foihjwing:  aw  nutti» 
mm.  "liie  :&!iai  ir'iiriii:!.      L.   Pie  :':»irLtiati«}ns  m^.  not  to  be  cihaUcrwtir 

•  I/TiprnftTrnq  y-nvs.  "nl.  ''"ii.  7.  1 4.7.  — \m^  '♦.  L^U7. 
t  3y  gwmiHWun  jt  W.  J.  WTlipui.  <  .'liiHt  En^pnuHc 
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than  shown,  but  are  to  be  carried  deeper  if  neceeaary.  2.  Old 
railroad  rails  are  to  be  used  where  soft  material  is  found;  and,  where 
splicing  is  necessary,  they  are  to  be  fully  bolted  with  two  angle  bars, 
and  the  joints  in  adjoining  rails  are  to  be  staggered.  3.  The  back 
of  the  arch  is  to  be  coated  with  straight-run  coal-tar  pitch  i  inch 


Pia.  173.— C.  C.  *  O,  Rt,  Piiiu 


thick.     4.  All  exposed  comers  and  edges  are  to  be  rounded  to  1-inch 
radius." 

1179.  0.  0.  A  0.  By.  Fig.  173  is  the  standard  6-foot  plain 
concrete  arch  culvert  on  the  Carolina,  Clinchfield,  and  Ohio  Rail- 
v.-ay.*  The  depth  of  foundations  shown  is  the  minimum.  The 
down-stream  wings  may  be  either  straight  or  flared.  Notice  that  the 
inside  face  of  the  side  wall  ("bench  wall")  has  the  same  batter  as 
the  face  of  the  wing. 

1180.  Erie  Railrotd.     Fig.    174,  page  598,  shows  the  standard 

'Baittaiy  and  Engineering  Reviea,  March  13,  1B09,  p.  206. 
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ll>-fl.  arch  culvert  of  the  Erie  Railroad.*  Notice  that  the  inside 
face  of  the  wing  wall  is  vertical.  The  New  York  Central  and  Hudson 
River  Railroad,  the  Nashville,  ChattaDOOga,  and  St.  Louis  Railway, 
and  the  Union  Pacific  Railroad  have  a  somewhat  similar  standard.* 
1181.  nimoia  Central.  Fig.  175  shows  the  standard  16-foot 
plain  concrete  culvert  of  the  Illinois  Central  Railroad,  t  Notice 
that  the  inside  face  of  the  wing  and  of  the  bench  wall  are  both 
battered.    The  wings  shown  are  flared,  but  this  road  also  builds 
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straight  wings.  The  top  face  of  the  wing  is  sloped,  but  the  road  also 
builds  stepped  wings.  This  road  also  builds  culverts  with  a  stra^ht 
head  wall  parallel  to  the  track. 

1182.  Porto  Rico  Highway.     Fig.  176,  page  600,  shows  the  fortn 

of  plain  concri'te  highway  culvert  constructed  by  the  Engineer 
Corps,  U.  S.  .\.,  in  Porto  Rico.J 

•Bulletin  No.  105  (Xov.  IDIiai.  .VmiT.  Ry.  Eng-gand  M.  of  W.  Amc.,  p.  0. 
*  By  courlPHV  ot  R.  E.  (iaiit,  Briilse  Engineer 
I  Engineering  News.  vul.  Ixv,  p.  203, 
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1183.  exahplsb  ot  kuhfoeoed-oohobm  asoh  oulvirtb. 
0.  M.  A  St.  P.  I^.  Fig.  177  and  178,  page  600,  show  the  cross 
sections  of  two  8-foot  reinforced-concrete  semicircular  arch  culverts 
as  built  by  the  Chicago,  Milwaukee  and  St.  Paul  Railway,  and  Fig. 


Plan.. 
Flo.  17fi. 


Cross  Section, 
-Illinois  Centrai.  Plain  Cokcbete  Abch  Cdlyebt. 


179  shows  the  cross  section  of  a  three-centered  arch  culvert  on  the 
same  road.*  Fig.  177  waa  designed  for  a  16-ft.  embankment,  and 
Fig.  178  for  a  32-ft.  fill;   and  Fig.  179  also  was  designed  for  a  16-ft. 

•  Report  of  Committee  on  Rrantorced  Concrete  Culverts  at  1908  convention  of 
the  American  Railway  Bridge  and  Building  Associatjon — BaUtBay  and  Engimtring 
Revietv.  Nov.  7,  1908,  p.  900; 


CULVBRTB. 


[Chap.  XXI. 


embaokment.  Fig  177  is  supposed  to  give  a  bearing  on  the  soil  of 
1.9  tons  per  sq.  ft.,  and  Fig.  17S  and  179  are  supposed  to  give  1.8 
tons  per  sq.  ft.    The  relative  cost  of  the  first  two  is  shown  in  Table 


Pio.  177.— C.  M.  A  St.  P.  Rr. 


Fio.  178.— C.  M.  4  9r.  P.  Rr. 


88,  page  605,  and  the  center  and  forms  used  in  constructing  the 
third  is  shown  in  Fig.  180. 

1184.  niinoiB  Central  R.  R.     Fig.  181,  page  602,  shows  the  com- 
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plete  drawings  for  a  16-ft  reinforced-eoncrete  under-grade  highway 
crossing  built  by  the  Illinois  Central  at  Gilbertsville,  Ky,,  which  is 
representative  of  the  practice  of  that  road  e\cept  that  for  a  culvert 
proper  the  wings  would  usually  be  flared  *  Notice  that  the  inside 
face  of  the  bench  wall  and  of  the  wing  are  vertical,  and  compare 


Flo.  179.— C.  M.  ft  St.  p.  Rt. 

with  Fig.  175,  page  599.  On  account  of  this  structure's  being  m  a 
city,  false  joints  were  marked  on  the  arch  ring,  by  nailing  triangular 
strips  on  the  inside  of  the  concrete  forms.  Fig.  182,  page  603, 
shows  the  details  of  the  cornice;  and  Fig.  183,  page  603,  shows 
the  method  of  finishing  all  exposed  edges.  All  exposed  faces  of  the 
arch  ring  and  parapet  wall  have  a  l^inch  coat  of  facing  mortar. 


Fio.  ISO.— FoBMs  FOB  C  U.  ft  St.  P.  Cuj-vrxr. 


The  structure  shown  in  Fig.  181,  page  602,  contains  195  cu.  yd. 
of  concrete  and  11,764  lb.  of  corrugated  bars  or  65  lb.  per  cu.  yd. 

llSfi.  L.  8.  A  M.  8.  ^.  Fig.  184,  page  604,  shows  a  20-ft. 
reinforced-eoncrete  arch  culvert  as  built  by  the  Lake  Shore  and 
Michigan  Southern  Railway.f     Notice  that  the  side  wall  is  plumb 
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on  the  inside  and  that  the  face  of  the  wing  is  battered,  the  portion  , 
of  the  wing  projecting  beyond  the  plane  of  the  inside  of  the  bench 
wall  being  cut  away,  as  shown  by  the  shaded  portion  abed. 

Thb  structure  was  built  against  the  end  of  an  old  arch,  the 
barrel  of  the  new  arch  being  75  ft.  7  in.  long.  The  structure  con- 
tfiina  943  cu.  yd.  of  coiicrete  in  the  arch  ring  and  132  in  the  wing  walls, 
a  total  of  1,075  cu.  yd.;    and  the  arch  ring  contains  33,689  lb.  of 


FiQ.  182. — Detail  of  Cornice.  Fio.  183. 

corrugated  bars,  and  the  footings  1,008  lb.,  a  total  of- 34,697  lb.  of 
steel.  The  arch  ring  contains  37  lb.  of  steel  per  cu.  yd.,  and  the  foot- 
ing 7  lb.  The  concrete  was  mixed  1  :  2J  ;  5,  and  required  5,590 
sacks  of  cement,  495  cu.  yd.  of  sand,  and  990  cu.  yd.  of  stone. 

1186.  OOST  or  Aboh  OulTxbts.  For  the  cost  of  several  plain 
concrete  arch  culverts,  see  Table  42,  page  214. 

1187.  The  cost  of  the  plain  amcrele  culvert  shown  in  Fig.  171; 
page  596,  is  as  follows.* 

Items  Cost  prr 

Lin.  Ft.  Cu.  Yd. 

Cement,  $1.97  per  bbl 11.01  12.34 

Stone  and  screenings,  50  ct,  per  cu.  yd .25  .60 

Forms .04  .09 

Labor 1.45  3.36 

Total $2.75  J6.38 

1166.  The  following  is  an  accurate  account  of  the  cost  of  a  semi- 
circular arch  culvert  of  26  ft.  span  containing  1,493  cubic  yards  of 
concrete,  built  under  traffic  for  a  railroad  near  Pittsburg,  Pa.  The 
wages  paid  were  a^  follows:  Foreman  mason  in  general  charge, 
40  cents  per  hour;  laborers,  15  cents  per  hour;  foreman,  25  cents 
per  hour;  carpenters,  22.5  to  25  cents.  "The  general  conditions 
were  probably  as  favorable  as  any  likely  to  be  found  for  similar 
work."  t 

*  En^netring  JV«M,  vol.  Iviii,  p.  145, — Aug.  8,  1907. 

i  BuUetin  So.  2,  Amer.  Ry.  Eiig'g  mod  U.  gf  W  A«aoe.,  p.  S-IO. 
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Items.  Cost 

MateriaU:  PeR  Cu.  Yd. 

Coarse  gravel,  1 .03  tons  at  19  cents  p^r  ton SO.  19| 

Fine  gravel,  0.40  ton  at  21  cents  per  ton 08J 

Sand,  0 .  32  ton  at  36  cents  per  ton .  11  j 

Cement,  0.95  bbl.  at  $1.60  per  barrel 1.53i 

Lumber    .43 

Toob  and  other  storehouse  accounts    .078 

Total  for  materials $2,438 

Labor: 

Preparing  site  and  cleaning  up  after  completion  of  structure, 

at  15.5  cents  per  hour $0.21 

Forms,  atfi3  cents  per  hour .28 

Platforms  and  builaings,  at  23  cents  per  hour .05 

Chandn^  trestle,  including  service  of  work  train  and  steam 

dernck  car .08^ 

Excavation,  foimdations,  at  15 . 5  cents  per  hour   .31 

Handling  material,  at  15 . 5  cents  per  hour .038 

Mixingandlayingonconcrete,  at  15.5centsperhour 1.44 

Total  for  labor $2.413 

'  Total  cost  per  cubic  yard  of  concrete   $4.85 

1189.  Table  88  gives  the  Committee's  estimate  of  the  cost  of 
the  reinforeed-concrete  semicircular  8-foot  arch  culverts  shown 
in  Fig.  177  and  178,  page  600.  The  lumber  in  the  forms  is 
estimated  to  cost  2^  cents  per  ft.,  B.  M.,  and  it  is  assumed  to  be  used 
twice,  thus  making  the  net  cost  IJ  cents  per  ft.;  and  the  labor  on 
the  forms  is  figured  at  3J  cents  per  ft.,  B.  M.,  for  ordinary  forms  and 
5  J  cents  for  arch  centers.  The  cost  of  the  concrete  includes  the 
excavation. 

TABLE  88. 

Cost  op  8-ft.  Semicircular  Reinforced  Concrete  Arch 

Culverts. 

For  cross  sections  of  the  culverts,  see  Fig.  177  and  178,  page  600. 


16-Ft.  Fill. 

32-Ft.  Fill. 

Itbms. 

Amount 
per  Lin.  Ft. 

CoetpfBT 
Un.Ft. 

Amount 
per  Lin.  Ft. 

Cost  per 
Iin.Ft. 

Concrete:  arch  ring  

0.65cu.yd. 
0.60    " 
0.75     " 

1.90 

39.11b. 
25.5  " 

64.61b. 

UOftB.M. 

$4.90 
2.60 
3.80 

2.60 
6.10 

0.68  CU. yd. 
0.60     " 
1.07     " 

2.25 

111.7  1b. 
30.1  " 

141.81b. 

105ft.B.M. 

$5.10 

side  walls 

2.60 

footing 

7.00 

Total 

Reinforcement:  transverse  

longitudinal  .... 

Total 

Forms 

6.70 
5.80 

Grand  Total  

$19.90 

$26.10 

CHAPTER  XXII 
VOUSSOIR  ARCHES 

1 

1190.  An  arch  is  a  structure  which  under  the  action  of  the  load 
exerts  outward  thrusts  against  its  end  supports  (abutments). 

1191.  Glassification  of  Arches.  Masonry  arches  may  be 
divided  into  voussoir  arches  and  monolithic  arches,  according  to 
whether  the  arch  ring  is  composed  of  several  separate  stones  or  con- 
sists of  a  monolithic  mass  of  concrete.  The  separate  arch  stones  or 
voussoirs  may  be  blocks  of  natural  •stone  dressed  to  the  required 
shape  or  of  concrete  moulded  to  proper  form. 

Arches  may  be  divided  also  into  hinged  and  hingeless,  according 
to  whether  or  not  there  are  one  or  more  joints  or  hinges  in  the  arch 
ring.  Of  course,  a  hingeless  arch  is  one  having  fixed  ends.  Hinged 
arches  may  have  one  hinge  at  the  crown,  or  one  at  each  abutment; 
or  one  at  each  abutment  and  one  at  the  crown.  However,  hinged 
arches  usually  have  either  two  hinges  or  three.  Both  voussoir  and 
monolithic  arches  may  be  built  with  or  without  hinges;  but  hinges 
are  used  only  in  very  large  arches.  The  chief  advantage  of  the 
hinges  is  that  their  use  permits  a  more  accurate  analysis  of  the 
stresses,  and  consequently  makes  possible  a  saving  of  material;  and 
the  disadvantages  are  that  the  hinges  themselves  are  expensive, 
and  the  hinged  arch  is  not  as  stable  nor  as  durable  as  an  arch  without 
hinges.  Hinged  masonry  arches  are  somewhat  common  in  Europe, 
hut  are  hardly  used  at  all  in  America.  Hinged  arches  will  be  briefly 
considered  in  the  next  chapter. 

1192.  Definitions.  Parts  of  an  Arch.  The  following  are  the 
definitions  of  the  essential  parts  of  a  masonry  arch. 

Abviinent.     A  skewback  and  the  masonry  which  supports  it. 

Arch  Sheeting.  The  arch  stones  which  do  not  show  at  the  ends 
of  the  arch. 

Backing.  The  masonry  outside  and  above  the  arch  stones, 
which  usually  has  joints  horizontal  or  nearly  so. 

Crown.     The  highest  part  of  the  arch. 

Coursing  Joint.  The  joint  between  two  adjoining  string  courses. 
It  is  continuous  from  one  end  of  the  arch  to  the  other. 

Extrados.  The  convex  curve  which  bounds  the  outer  extremities 
of  the  joints  between  the  voussoirs.     See  Fig.  185. 
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Fig.  185. 


Haunch.  The  indefinite  part  of  the  arch  between  the  crown  and 
the  skewback. 

Heading  Joint.  A  joint  in  a  plane  at  right  angles  to  the  axis  of 
the  arch.    It  is  not  continuous. 

Intrados.     The  concave  line  of  intersection  of  a  vertical  plane 
with  the  lower  surface  of  the 
arch.    See  Fig.  185. 

Keystone,  The  center  or 
highest  voussoir  or  arch 
stone. 

Ring  Course.  The  stones 
between  two  consecutive 
scries  of  heading  joints. 

Ring  Stones.  The  arch 
stones  which  show  at  the 
ends  of  the  arch. 

Rise.  The  vertical  distance  between  the  highest  part  of  the 
intrados  and  the  plane  of  the  springing  lines. 

Skewback.  The  inclined  surface  or  joint  upon  which  the  end  of 
the  arch  rests. 

Soffit.    The  lower  or  interior  cylindrical  surface  of  the  arch. 

Springer.    The  lowest  voussoir  or  arch  stone. 

Springing  Line.    The  inner  edge  of  the  skewback. 

Spandrel.  The  indefinite  space  between  the  extrados  and  the 
roadway.  The  wall  at  the  end  of>  the  arch  above  the  extrados  is 
called  the  spandrel  wall;  and  the  material  between  the  end  walls 
and  above  the  extrados  is  called  the  spandrel  filling. 

String  Course.  A  course  of  voussoirs  extending  from  one  end  of 
the  arch  to  the  other. 

Voussoir.  One  of  the  wedge-shaped  stones  of  which  the  arch  is 
composed;  also  called  an  arch  stone.  The  voussoirs  which  show  at 
the  ends  of  the  arch  are  called  ring  stones;  and  those  which  do  not 
thus  show  are  called  arch  sheeting. 

1193.  Forms  of  Arches.  According  to  the  curve  formed  by  the 
intersection  of  a  vertical  plane  with  the  soffit,  arches  are  divided 
into  circular,  elliptical,  basket-handle,  and  pointed.  If  the  intrados 
is  a  semicircle,  the  arch  is  a  semicircular  or  full-centered  arch;  and 
if  the  intrados  is  less  than  a  semicircle,  it  is  a  segmental  arch.  A 
basket-handle  arch  is  one  in  which  the  intrados  is  composed  of  several 
arcs  of  circles  tangent  to  each  other;  and  a  pointed  arch  is  one  in 
which  the  intrados  consists  of  two  arcs  of  circles  intersecting  above 
the  middle  of  the  span. 

According  to  whether  or  not  the  end  walls  are  at  right  angles 
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to  the  axis,  arches  are  divided  into  right  arches  and  skew  arches. 
A  right  arch  is  one  terminated  by  two  planes,  termed  heads,  at  right 
angles  to  the  axis  of  the  arch;  and  a  skew  arch  is  one  whose  heads 
are  oblique  to  the  axis.  Voussoir  skew  arches  were  never  very  com- 
mon, on  account  of  the  difficulty  of  dressing  the  complicated  vous- 
soirs  required;  and  since  the  introduction  of  concrete  in  arch  con- 
struction, thev  are  never  built. 

Art.  1.    Theory  op  Stability. 

1194.  There  are  two  classes  of  theories  of  the  stability  of  the 
masonry  arch — the  line  of  thrust  theories  and  the  elastic  deformation 
theories.  The  line  of  thrust  theory  considers  the  stability  of  the  arch 
ring  as  depending  upon  the  friction  and  the  reactions  between  the  sev- 
eral arch  stones;  while  the  elastic  theory  regards  the  arch  as  a  curved 
beam  which  depends  for  its  stability  upon  the  internal  stresses  devel- 
oped in  the  material  of  the  arch.  Both  theories  can  be  applied  to 
either  a  voussoir  or  a  continuous  arch,  although  usually  the  line  of 
thrust  theory  is  employed  for  the  voussoir  arch,  and  the  elastic 
theory  for  the  monolithic  arch.  There  is  no  great  difference  between 
the  two  theories,  although  the  elastic  theory  is  a  little  more  com- 
plicated but  a  little  more  accurate.  In  this  chapter  the  voussoir  arch 
will  be  investigated  by  the  line  of  thrust  theory;  and  in  the  next 
chapter  the  monolithic  arch  will  be  considered  by  the  elastic  theory. 

1196.  Line  of  Resistance  Defined.  A  clear  comprehension  of 
the  nature  of  the  line  of  resistance  is  fundamental  in  the  theory  of 
the  voussoir  arch. 

If  the  action  and  reaction  between  each  pair  of  adjacent  arch 
stones  be  replaced  by  single  forces  so  situated  as  to  be  in  every  way 
the  equivalent  of  the  distributed  pressures,  the  line  connecting  the 
points  of  application  of  these  several  forces  is  the  line  of  resistance 
of  the  arch.  For  example,  assume  that  the  half  arch  shown  in 
Fig.  186  is  held  in  equilibrium  by  the  horizontal  thrust  T — the  re- 
action of  the  right-hand  half  of  the  arch — applied  at  some  point  a 
in  the  joint  CH,  Assume  also  that  the  several  arch-stones  fit 
mathematically,  and  that  there  is  no  adhesion  of  the  mortar.  The 
forces  Fj,  Fj,  F3,  and  F^  represent  the  resultants  of  all  the  forces 
(including  the  weight  of  the  stone  itself)  acting  upon  the  several 
voussoirs.  The  arch  stone  CIGH  is  in  equilibrium  under  the  action 
of  the  three  forces,  7",  Fj,  and  the  reaction  of  the  voussoir  IJEQ, 
Hence  these  three  forces  must  intersect  in  a  point,  and  the  direction 
of  R^ — the  resultant  pressure  between  the  voussoirs  CIGH  and 
IJEG — can  be  found  graphically  as  shown  in  Fig.  186.  The  point 
of  application  of  R^  is  at  b — the  point  where  R^  intersects  the  joint 
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GI.  The  voussoir  IJEG  is  in  equilibrium  under  the  action  of 
ffi„  F„  and  fi,— the  resultant  reaction  between  JEGI  and  JEDK, 
— and  hence  the  direction,  the  amount,  and  the  point  of  application 
(c)  of  Rj  can  be  deter- 
mined as  shown  in  the  \^ 
figure.  A,  and  R,  are  de- 
termined in  the  same 
manner  as  R,  and  A,. 

The  points  a,  b,  c,  d, 
and  e,  called  centers  of 
pressure,  are  the  points  of 
application  of  the  result- 
ants of  the  pressure  on 
the  several  joints;  or  they 
may  be  regarded  as  the 
centers  of  resistance  for  the 
several  joints.  In  the  for- 
mer case  the  line  abcde 
would  be  called  the  line 
of  pressure,  and  in  the  lat- 
ter the  line  of  resistance. 
Strictly  speaking,  the  line 

of  reaiatance  is  a  continuous  curve  circumscribing  the  polygon  abcde. 
The  greater  the  number  of  joints  the  nearer  the  polygon  abcde 
approaches  this  curve.  Occasionally  the  polygon  mnop  is  called  the 
line  of  resistance.  The  greater  the  number  of  joints  the  nearer 
this  lino  approaches  the  line  of  resistance  as  defined  above. 

If  the  four  geometrical  lines  06,  be,  cd,  and  de  were  placed  in  the 
relative  position  shown  in  Fig.  186,  and  were  acted  upon  by  tl^  forces 
T,  /■'„  Fj,  F„  F„  and  R,  as  shown,  they  would  be  in  equilibrium; 
and  hence  the  line  abcde,  or  rather  a  curve  passing  through  the  points 
a,  b,  c,  d,  and  e,  is  sometimes  called  a  linear  arch. 


1196.  Uethod  or  FAILT7BX  OT  AsoHU.  A  voussoir  arch  may 
yield  in  any  one  of  three  ways,  viz.:  (I)  by  the  crushing  of  the  stone, 
or  (2)  by  the  sliding  of  one  voussoir  on  another,  or  (3)  by  rotation 
about  an  edge  of  some  joint.     1.  An  arch  will  fail  if  the  pressure  on 
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any  part  is  greater  than  the  crushing  strength  of  the  material  com- 
posing it.  2.  Fig.  187  and  188,  page  609,  represent  the  second  method 
of  failure.  In  the  former  the  haunches  of  the  arch  sUde  out  and  the 
crown  slips  down,  and  in  the  latter  the  reverse  is  shown.  If  the  rise 
is  less  than  the  span  and  the  arch  fails  by  the  sliding  of  one  voussoir 
on  the  other,  the  crown  will  usually  sink;  but  if  the  rise  is  more  than 
th^  span,  the  haunches  will  generally  be  pressed  inward  and  the 
crown  will  rise.     3.  Fig.  189  and  190  show  the  two  methods  by  which 


Fig.  189.  Fio.  190. 

an  arch  may  give  way  by  rotation  about  the  joints.  As  a  rule  the 
first  case  is  most  frequent  for  flat  arches,  and  the  second  for  pointed 
ones. 

1197.  There  are  three  criteria,  corresponding  to  the  three  modes 
of  failure,  by  which  the  stability  of  an  arch  may  be  judged.  (1) 
To  prevent  overturning,  it  is  necessary  that  the  line  of  resistance 
shall  everywhere  lie  between  the  intrados  and  the  extrados.  (2) 
To  prevent  crushing,  the  line  of  resistance  should  intersect  each 
joint  far  enough  from  the  edge  so  that  the  maximum  pressure 
will  be  less  than  the  crushing  strength  of  the  masonry.  (3)  To 
prevent  sliding,  the  angle  between  the  line  of  resistance  and  the 
normal  to  any  joint  should  be  less  than  the  angle  of  repose  ("angle 
of  fridiion")  for  those  surfaces;  that  is  to  say,  the  tangent  of  the 
angle  oetween  the  line  of  resistance  and  the  normal  to  any  joint 
should  be  less  than  the  coefficient  of  friction  (§931). 

1198.  Stability  against  Rotation.  An  arch  composed  of  incom- 
pressible voussoirs  can  not  fail  by  rotation  as  shown  in  Fig.  189, 
unless  the  line  of  resistance  touches  the  intrados  at  two  points  and 
the  extrados  at  one  higher  intermediate  point  (see  Fig.  193,  page 
618);  and  an  arch  can  not  fail  by  rotation  as  shown  in  Fig.  190, 
unless  the  line  of  resistance  touches  the  extrados  at  two  points  and 
the  intrados  at  one  higher  intermediate  point  (see  Fig.  193).  The 
approximate  factor  of  safety  against  rotation  (§  939)  at  any  joint  is 
equal  to  half  the  length  of  the  joint  divided  by  the  distance  between 
the- center  of  pressure  and  the  center  of  the  joint;  that  is  to  say, 

the  approximate  factor  of  safety  =  ^f      .      .      .     (1) 
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in  which  I  is  the  length  of  the  joint  and  d  the  distance  between  the 
center  of  pressure  and  the  center  of  the  joint.  For  example,  if  the 
center  of  pressure  is  at  one  extremity  of  the  middle  third  of  the 
joint,  d  =  il;  and,  by  equation  1,  the  factor  of  safety  is  three. 
If  the  center  of  pressure  is  J  Z  from  the  middle  of  the  joint,  the 
factor  of  safety  is  two. 

It  is  customary  to  require  that  the  line  of  resistance  shall  lie 
within  the  middle  third  of  the  arch  ring,  which  is  equivalent  to 
specifying  that  the  approximate  factor  of  safety  for  rotation  shall 
not  be  less  than  three. 

1199.  Stability  against  Gmshing.  The  method  of  determining 
the  pressure  on  any  part  of  a  joint  has  already  been  discussed  in  the 
chapter  on  masonry  dams  (see  pages  470-76).  When  the  total 
pressure  and  its  center  are  known,  the  maximum  pressure  at  any  part 
of  tho  joint  is  given  by  formula  19,  page  472.     It  is 

p-^^'-fi ,  m 

in  which  P  is  the  maximum  pressure  on  the  joint  per  unit  of  area; 
W  is  the  total  normal  pressure  on  the  joint  per  unit  of  length  of  the 
arch;  I  is  the  depth  of  the  joint,  i.e.,  the  distance  from  intrados  to 
extrados;  and  d  is  the  distance  from  the  center  of  pressure  to  the 
middle  of  the  joint.  This  formula  is  general,  provided  the  masonry 
is  capable  of  resisting  tension;  and  if  the  masonry  is  assumed  to  be 
incapable  of  resisting  tension,  it  is  still  general,  provided  d  does 
not  exceed  J  I. 

For  the  case  in  which  the  masonry  is  incapable  of  resisting  tension 
and  d  exceeds  i  Z,  the  maximum  pressure  is  given  by  formula  23, 
page  475.     It  is 

__        2W 

P-  S(^^l_a) (^) 

If  the  '  .AC  of  resistance  for  any  arch  can  be  drawn,  the  maximum 
pressure  can  be  found  by  (1)  resolving  the  resultant  reaction  per- 
pendicular to  the  given  joint,  and  (2)  measuring  the  distance  d  from 
a  diagram  of  the  arch  similar  to  Fig.  186  (page  6v)i)),  an  1  (3)  sub- 
stituting these  data  in  the  proper  one  of  the  above  formulas  (the 
one  to  be  employed  depends  upon  the  value  of  d),  and  computing 
P.  This  pressure  should  not  exceed  the  safe  compressive  strength 
of  the  masonr\\ 

1200.  Unit  Pressure.  In  the  present  state  of  our  knowledge  it 
is  not  possible  to  determine  the  value  of  a  safe  and  not  extravagant 
unit  working  pressure.  The  customary  unit  appears  less  extrava- 
gant when  it  is  remembered  (1)  that  the  crushing  strength  of  masonry 


612  VoussoiR  Arches.  [Chap.  XXII. 

is  considerably  less  than  that  of  the  stone  or  brick  of  which  it  is 
composed  (see  §  581;  and  §  622-23  respectively),  and  that  we  have 
no  definite  knowledge  concerning  either  the  ultimate  or  the  safe 
crushing  strength  of  stone  masonry  (§  582-84)  and  but  little  con- 
cerning that  of  brickwork  in  large  masses  (§  622-29) ;  and  (2)  that 
all  the  data  we  have  on  crushing  strength  are  for  a  load  perpendicular 
to  the  pressed  surface,  while  we  have  no  experimental  knowledge  of 
the  effect  of  the  component  of  the  pressure  parallel  to  the  surface  of 
the  joint,  although  it  is  probable  that  this  component  would  have 
somewhat  the  same  effect  upon  the  strength  of  the  voussoirs  as  a 
sheet  of  lead  has  when  placed  next  to  a  block  of  stone  subjected  to 
compression  (§14). 

On  the  other  hand,  there  are  some  considerations  which  still 
further^increase  the  degree  of  safety  of  the  usual  working  pressure. 
(1)  When  the  ultimate  crushing  strength  of  stone  is  referred  to,  the 
crushing  strength  of  cubes  is  intended,  although  the  blocks  of  stone 
employed  in  actual  masonry  have  less  thickness  than  width,  and 
hence  are  much  stronger  than  cubes  (see  §  17,  §78,  and  §657). 
To  prevent  the  arch  stones  from  flaking  off  at  the  edges,  the  mortar 
is  sometimes  dug  out  of  the  outer  edge  of  the  joint.  This  procedure 
diminishes  the  area  under  pressure,  and  hence  increases  the  unit 
pressure;  but,  on  the  other  hand,  the  edge  of  the  stone  wfiich  is  not 
under  pressure  gives  lateral  support  to  the  interior  portions,  and  hence 
increases  the  resistance  of  that  portion  (see  §  657).  It  is  impossible 
to  compute  the  relative  effect  of  these  elements,  and  hence  we  can 
not  theoretically  determine  the  efficiency  of  thus  relieving  the 
extreme  edges  of  the  joint.  (2)  The  preceding  formulas  (2  and  3) 
for  the  maximum  pressure  neglect  the  effect  of  the  elasticity  of  the 
stone;  and  hence  the  actual  pressure  must  be  less,  by  some  unknown 
amount,  than  that  given  by  either  of  the  formulas. 

1201.  Notice  that  the  distance  which  the  center  of  pressure  may 
vary  from  the  center  of  the  joint  without  the  masonry's  being 
crushed  depends  upon  the  ratio  between  the  ultimate  crushing 
strength  and  the  mean  pressure  on  the  joint.  In  other  words,  if 
the  mean 'pressure  is  veiy  nearly  equal  to  the  ultimate  crushing 
strength,  then  a  slight  (h^parture  of  the  center  of  pressure  from  the 
center  of  the  joint  may  crush  the  voussoir;  but,  on  the  other  hand, 
if  the  mean  pressure  is  small,  the  center  of  pressure  may  depart 
considerably  from  the  center  of  the  joint  without  the  stone's  being 
crushed.  This  can  be  shown  by  equation  2,  page  611.  If  both  P 
and  W  -7-  I  are  large,  d  must  be  small;  but  if  P  is  large  and  TT  -^  Z 
small,  then  d  may  be  larg(\  Essentially  the  same  result  can  be  de- 
duced from  equation  3,  page  Gil. 

Even  though  the  line  of  resistance  approaches  so  near  the  edge 
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of  the  joint  that  the  stone  is  crushed,  the  stability  of  the  arch  is  not 
necessarily  endangered.  For  example,  conceive  a  block  of  stone 
resting  upon  an  incompressible  plane,  AB,  Fig.  191;  and  assume 
that  the  center  of  pressure  is  at  N.  Then  the  pressure  is  applied 
over  an  area  projected  in  AV,  such  that  AN  =  ^ AV,  The 
pressure  at  A  is  represented  by  AK,  and  the  area  of  the  triangle 
AKV  represents  the  total  pressure  on  the  joint.  Assume  that  AK 
is  the  ultimate  crushing  strength  of  the 
stone,  and  that  the  center  of  pressure 
is  moved  to  N\  The  pressure  is  borne 
on  an  area  projected  .in -A  V.  The 
pressure  in  the  vicinity  of  ^  is  uni- 
form and  equal  to  the  crushing  strength 
AK;  and  the  total  pressure  on  the 
joint  is  represented  by  the  area  of  the  ^iq,  191. 

figure  AKGV,  which  has  its  center 

of  gravity  in  the  vertical  through  N\  Eventually,  when  the  center 
of  pressure  approaches  so  near  A  that  the  area  in  which  the  stone  is 
crushed  becomes  too  great,  the  whole  block  will  give  way,  and  the 
arch  will  fall.* 

1202.  Open  Joints,  It  is  frequently  prescribed  that  the  line  of 
resistance  shall  pass  through  the  middle  third  of  each  joint,  "so 
that  the  joint  may  not  open  on  the  side  most  remote  from  the  line 
of  resistance."  If  the  line  of  resistance  departs  from  the  middle 
third,  the  remote  edge  of  the  joint  will  be  in  tension;  but  since 
cement  mortar  is  now  quite  generally  employed,  if  the  masonry  is 
laid  with  ordinary  care  the  joint  will  be  able  to  bear  considerable 
tension;  and  hence  it  does  not  necessarily  follow  that  the  joint  will' 
op(»n. 

If  the  line  of  pressure  departs  from  the  middle  third  and  the 
mortar  is  incapable  of  resisting  tension,  the  joint  will  open  on  the 
side  farthest  from  the  line  of  resistance.  For  example,  if  the  center 
of  pressure  is  at  Nj  Fig.  191,  then  a  portion  of  the  joint  AV  (  =  3 
AN)  is  in  compression,  while  the  portion  VB  has  no  force  acting 
upon  it;  and  hence  the  yielding  of  the  portion  AV  will  cause  the 
joint  to  open  a  little  at  B,  This  opening  will  increase  as  the  center 
of  pressure  approaches  A ,  and  when  the  material  at  that  point  begins 
to  crush  the  increase  will  become  comparatively  rapid. 

*  Rankine  says:  "It  is  true  that  arches  have  stood,  and  still  stand,  in  which  the 
centers  of  resistance  of  joints  fall  beyond  the  middle  third  of  the  depth  of  the  arch 
ring;  but  the  stability  of  such  arches  is  either* precarious  now,  or  must  have  been 
precarious  while  the  mortar  was  fresh."  The  above  Ls  one  reason  why  the  stability 
of  the  arch  is  not  necessarily  precarious,  and  other  reasons  are  found  in  §  1200  and 
also  in  the  subsequent  di^scussion.  A  reasonable  theory  of  the  arch  will  not  make  a 
structure  appear  instable  which  shows  every  evidence  of  security. 
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Notice  that  if  there  are  open  joints  in  an  arch,  it  is  certain  that 
the  actual  line  of  resistance  docs  not  lie  within  the  middle  third  of 
such  joints.  Notice,  however,  that  the  opening  of  a  joint  does  not 
indicate  that  the  stability  of  the  arch  is  in  danger.  In  most  cases, 
an  open  joint  is  no  serious  matter,  particularly  if  it  is  in  the  soffit. 
If  in  the  extrados,  it  is  a  little  more  serious,  since  water  might  get 
into  it  and  freeze.  To  guard  against  this  danger,  it  is  customary 
to  cover  the  extrados  with  a  layer  of  puddle  or  some  coating  imper- 
vious to  water. 

1203.  Stability  against  Sliding.  If  the  effect  of  the  mortar 'is 
neglected,  an  arch  is  stable  against  sliding  when  the  line  of  resistance 
makes  with  the  normal  an  angle  less  than  the  angle  of  friction. 
According  to  Table  74  (page  464),  the  coefficient  of  friction  of 
masonry  under  conditions  the  most  unfavorable  for  stability — i.e., 
while  the  mortar  is  wet — ^is  about  0.50,  which  corresponds  to  an  angle 
of  friction  of  about  27°.  Hence,  if  the  line  of  pressure  makes  an 
angle  with  the  normal  of  more  than  27°,  there  is  a  possibility  of  one 
voussoir^s  sliding  on  the  other.  This  possibility  can  be  eliminated 
by  changing  the  joints  to  a  direction  more  nearly  at  right  angles  to 
the  line  of  pressure. 

However,  there  is  no  probability  that  an  arch  will  receive  its  full 
load  before  the  mortar  has  begun  to  set;  and  hence  the  angle  of 
friction  is  virtually  much  greater  than  27°.  It  is  customary  to 
arrange  the  joints  of  the  arch  at  least  nearly  perpendicular  to  the  line 
of  resistance,  in  which  case  little  or  no  reliance  is  placed  on  the  re- 
sistance of  friction  or  the  adhesion  of  the  mortar. 

1204.  Conclusion.  From  the  preceding  discussion,  it  will  be 
noticed  that  the  factors  of  stability  for  rotation  and  for  crushing  are 
dependent  upon  each  other;  while  the  factor  for  sliding  is  independent 
of  the  other  conditions  of  failure,  and  is  dependent  only  upon  the 
direction  given  to  the  joints.  A  theoretically  perfect  design  for  an 
arch  would  be  one  in  which  the  three  factors  of  safety  were  equal 
to  each  other  and  uniform  throughout  the  arch.  But  as  arches  are 
ordinarily  built,  the  factor  for  rotation  is  about  three,  or  a  little  more; 
the  nominal  factor  for  crushing  is  ten  to  forty;  and  the  nominal 
factor  for  sliding  is  one  and  a  half  to  two. 

It  is  evident  that  before  any  conclusions  can  be  drawn  concerning 
the  strength  or  stability  of  a  masonry  arch,  the  position  of  the  line  of 
resistance  must  be  known;  or  at  least,  limits  must  be  found  within 
which  the  true  line  of  resistance  must  be  proved  to  lie.  But  before 
the  line  of  resistance  can  be  found,  the  external  forces  and  also  the 
crown  thrust  must  be  determined. 

1206.  The  External  Forces.  It  is  clear  that  before  we  can 
find  the  stresses  in  a  proposed  arch  and  determine  its  dimensions^ 
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we  must  know  the  load  to  be  supported  by  it.  In  other  words, 
the  strength  and  stability  of  a  masonry  arch  depend  upon  the  posi- 
tion of  the  line  of  resistance;  and  before  this  can  be  determined,  it 
is  necessary  that  the  external  forces  .acting  upon  the  arch  shall  be 
fully  known,  i.e.,  that  (1)  the  point  of  application,  (2)  the  direction, 
and  (3)  the  intensity  of  the  forces  acting  upon  each  voussoir  shall  be 
known.  Unfortunately,  the  accurate  determination  of  the  external 
forces  is,  in  general,  an  impossibility. 

1206.  Pressure  of  Water.  If  the  arch  supports  water  or  other 
liquid,  the  pressure  upon  the  several  voussoirs  is  perpendicular  to  the 
extrados,  and  can  easily  be  found;  and  combining  this  with  the 
weight  of  each  voussoir  gives  the  several  external  forces.  This  case 
seldom  occurs  in  practice. 

1207.  Pressure  of  Mftsoniy.  If  the  arch  is  surmounted  by  a 
masonry  wall,  as  is  frequently  the  case,  it  is  impossible  to  determine, 
with  any  degree  of  accuracy,  the  effect  of  the  spandrel  walls  upon  the 
stability  of  the  arch.  It  is  usually  assumed  that  the  entire  weight 
of  the  masonry  above  the  soffit  presses  vertically  upon  the  arch: 
but  it  is  known  certainly  that  this  is  not  the  case,  for  with  even  dry 
masonry  a  part  of  the  wall  will  be  self-supporting.  The  load  sup- 
ported by  the  arch  can  be  computed  roughly  by  the  principle  of 
§  G31 ;  but,  as  this  gives  no  idea  of  the  manner  in  which  this  pressure 
is  distributed,  it  is  of  but  little  help.  The  error  in  the  assumption 
that  the  entire  weight  of  the  masonry  above  the  arch  presses  upon 
it,  is  certainly  on  the  safe  side;  but  if  the  data  are  so  rudely  approxi- 
mate, it  is  useless  to  attempt  to  compute  the  stresses  by  mathe- 
matical processes.  The  inability  to  determine  this  pressure  consti- 
tut(»s  one  of  the  limitations  of  the  theory  of  the  arch. 

Usually  it  is  virtually  assumed  that  the  extradosal  end  of  each 
voussoir  terminates  in  a  horizontal  and  vertical  surface  (the  latter 
may  be  zero) ;  and  therefore,  since  the  masonry  is  assumed  to  press 
only  vertically,  there  are  no  horizontal  forces  to  be  considered.  But 
as  the  extrados  is  sometimes  a  regular  curve,  there  would  be  active 
horizontal  components  of  the  vertical  pressure  on  this  surface;  and 
this  would  be  true  even  though  the  spandrel  masonry  were  divided 
by  vertical  joints  extending  from  the  extrados  to  the  upper  limit  of 
the  masonr\\  Further,  even  though  no  active  horizontal  forces  are 
developed,  the  passive  resistance  of  the  spandrel  masonry — either 
spandrel  walls  or  spandrel  backing — materially  affects  the  stability 
of  an  arch.  Experience  shows  that  most  arches  sink  at  the  crown 
and  rise  at  the  haunches  when  the  centers  are  removed  (see  Fig.  189, 
page  010),  and  hence  the  resistance  of  the  spandrel  masonry  will 
materially  assist  in  preventing  the  most  common  form  of  failure. 
The  efficiency  of  this  resistance  will  depend  upon  the  execution  of 
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the  spandrel  masonry,  and  will  increase  as  the  deformation  of  the 
arch  ring  increases.  It  is  impossible  to  compute,  even  roughly,  the 
horizontal  forces  due  to  the  spandrel  masonry. 

Further,  in  computing  the  stresses  in  the  arch,  it  is  usually  assumed 
that  the  arch  ring  alone  supports  the  masonry  above  it;  while,  as 
a  matter  of  fact,  the  entire  masonry  from  the  intrados  to  the  top  of 
the  backing  acts  somewhat  as  an  arch  in  supporting  its  own  weight. 

1208.  Pressure  of  Earth.  If  the  arch  supports  a  mass  of  earth,  we 
can  know  neither  the  amount  nor  the  direction  of  the  earth  pressure 
with  any  considerable  degree  of  accuracy  (see  Chap.  XVIII — Re- 
taining Walls, — ^particularly  §  1008). 

In  the  theory  of  the  masonry  arch,  the  pressure  of  the  earth  is 
usually  assumed  to  be  wholly  vertical,  even  though  it  is  well  known 
that  the  pressure  of  earth,  in  general,  gives  active  horizontal  forces. 
An  examination  of  Fig.  186  (page  609)  will  show  how  the  horizontal 
forces  add  stability  to  an  arch  ring  whose  rise  is  equal  to  or  less  than 
half  the  span.  It  is  clear  that  for  a  certain  position  and  intensity  of 
the  thrust  T,  the  Une  of  resistance  will  approach  the  extrados  nearer 
when  the  external  forces  are  vertical  than  when  they  are  inclined. 
We  know  certainly  that  the  passive  resistance  of  the  earth  adds 
materially  to  the  stability  of  masonry  arches;  for  the  arch  rings 
of  many  sewers  which  stand  without  any  evidence  of  weakness  are 
in  a  state  of  unstable  equilibrium,  if  the  vertical  pressure  of  the 
earth  immediately  above  the  ring  be  considered  as  the  only  external 
force  acting  upon  it. 

1209.  The  value  and  position  of  the  horizontal  components  of  the 
external  forces  are  somewhat  indeterminate.  According  to  Ran- 
kine's  theory  of  earth  pressure,  the  horizontal  pressure  of  earth  at 

any  point  can  not  be  greater  than  . — ^  times  the  vertical  pres- 
sure at  the  same  point,  nor  less  than  r-- — : — ^  times  the  vertical 

^       '  1  4-  sm  0 

pressure, — (f>  being  the  angle  of  repose.*  If  <^  «  30°,  the  above 
expression  is  equivalent  to  saying  that  the  horizontal  pressure  can 
not  be  greater  than  three  times  the  vertical  pressure  nor  less  than 
one  third  of  it.  Evidently  the  horizontal  component  will  be  greater 
the  greater  the  cohesion  and  the  harder  the  earth  spandrel-filling 
is  rammed  into  place.  The  condition  in  which  the  earth  will  be 
deposited  behind  the  arch  can  not  be  foretold;  but  it  is  probable 
that  at  least  the  minimum  value,  as  above,  will  always  be  realized. 
Hence  we  will  assume  that  the  horizontal  intensity  is  at  least  an€ 

*  Rankine's  Civil  EIngineering,  p.  320. 
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third  of  the  vertical  intensity;  that  is  to  say,  h  ^  ^edl,  in  which  e 
is  the  weight  of  a  cubic  unit  of  earth — which  may  be  assumed  at  100 
lb.  per  cu.  ft., — d  the  depth  of  the  center  of  pressed  surface  below 
the  top  of  the  earth  filling,  and  I  the  vertical  dimension  of  the  surface. 
On  this  assumption  the  values  and  the  positions  of  the  horizontal 
forces  acting  on  the  several  voussoirs  of  any  particular  arch  can 
readUy  be  determined. 

It  would  be  more  logical  in  determining  the  horizontal  component 
of  the  earth  pressure,  to  use  the  angle  of  internal  friction  (§  1000) 
instead  of  the  angle  of  repose  as  above;  but  th6  laws  of  earth  pressure 
are  not  known,  and  the  above  value  of  the  horizontal  component 
has  been  employed  by  the  author  in  testing  numerous  voussoir 
arches,  and  seems  to  give  results  in  accordance  with  experience;  and 
hence  it  will  be  employed  in  this  chapter. 

1210.  Htpothesu  for  TBI  GROWN  THRUST.  From  S  1195  it 
is  clear  that  the  position  of  the  line  of  resistance  can  not  be  known 
until  the  amount,  the  direction,  and  the  point  of  application  of  the 
crown  thrust  are  known. 

Each  value  for  the  intensity  of  the  thrust  at  the  crown  gives  a 
different  line  of  resistance.  For  example,  in  Fig.  186  (page  609), 
if  the  thrust  T  be  increased,  the  point  6 — where  R^  intersects  the 
plane  of  the  joint  GI — will  approach  /;  and  consequently  c,  d, 
and  e  will  approach  J,  K,  and  A  respectively.  If  T  be  increased 
sufficiently,  the  line  of  pressure  will  pass  through  A  or  K  (usually 
the  former,  this  depending,  however,  upon  the  dimensions  of  the 
arch  and  the  values  and  directions  of  Fj,  Fj,  and  F^,  and  the  arch 
will  be  on  the  point  of  rotating  about  the  outer  edge  of  one  of  these 
joints.  This  value  oi  T  ia  then  the  maximum  thrust  at  a  consistent 
with  stability  of  rotation  about  the  outer  edge  of  a  joint,  and  the 
corresponding  line  of.  resistance  is  the  line  of  resistance  for  maximum 
thrust  at  a.  Similarly,  if  the  thrust  T  be  gradually  decreased,  the 
line  of  resistance  will  approach  and  finally  intersect  the  intrados, 
in  which  case  the  thrust  is  the  least  possible  consistent  with  stability 
of  rotation  about  some  point  in  the  intrados.  The  lines  of  resistance 
for  maximum  and  minimum  thrust  at  a  are  shown  in  Fig.  192  (page 
618). 

If  the  point  of  application  of  the  force  T  be  gradually  lowered 
and  at  the  same  time  its  intensity  be  increased,  a  line  of  resistance 
may  be  obtained  which  will  have  one  point  in  common  with  the 
intrados.  This  is  the  line  of  resistance  for  maximum  thrust  at  the 
crown  joint.  Similarly,  if  the  point  of  application  of  T  be  gradually 
raised,  and  at  the  same  time  its  intensity  be  decreased,  a  line  of 
resistance  may  be  obtained  which  will  have  one  point  in  common 
with  the  extrados.    This  is  the  line  of  resistance  for  minimum  thrust 
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at  the  crown  joint.    The  lines  of  resistance  for  maximum  and  mini- 
mum  thrust  at  the  crown  are  shown  in  Fig.  193. 

Similarly  each  direction  of  the  thrust  T  will  give  a  new  line  of 
resistance.  In  short,  every  different  value  of  each  of  the  several 
factors,  and  also  every  combination  of  these  values,  will  give  a  dif- 
ferent position  for  the  line  of  resistance.  Hence,  the  problem  is  to 
determine  which  of  the  infinite  number  of  possible  lines  of  resist- 


Fio.  192. 


Fig.  193. 


ance  is  the  actual  one.  This  problem  is  indeterminate,  since  there 
are  more  unknown  quantities  than  conditions  (equations)  by  which 
to  determine  them.  To  meet  these  difficulties  and  make  a  solution 
of  the  problem  possible,  various  hypotheses  have  been  made. 
Four  of  these  hypotheses  will  now  be  considered  briefly. 

1211.  H3rpofhesi8  of  Least  Pressure.  Some  writers  have  assumed 
the  true  line  of  resistance  to  be  that  which  gives  the  smallest  absolute 
pressure  on  any  joint.  This  principle  is  a  metaphysical  one,  and 
leads  to  results  unquestionably  incorrect.  Of  the  four  hypotheses 
here  discussed  this  is  the  least  satisfactory,  and  the  least  frequently 
employed.     It  will  not  be  considered  further. 

For  an  explanation  of  Claye's  method  of  drawing  the  line  of 
pressure  according  to  this  theory,  see  Van  Nostrand's  Engineering 
Magazine^  Vol.  xv,  p.  33-36.  For  a  general  discussion  of  the 
theory  of  the  arch  founded  on  this  hypothesis,  see  an  article  by  Pro- 
fessor Du  Bois  in  Van  Nostrand*s  Engineering  Magazine,  Vol.  xiii, 
p.  341-46,  and  also  Du  Bois's  "Graphical  Statics,''  Chapter  xv. 

1212.  Winkler's  H3rpofhesis.  Professor  Winkler,  of  BerUn, — a  well- 
known  authority — published  in  1879  in  the  Zeitschrift  des  Architeklen 
und  Ingenieur  Vereins  zu  Hannover,  page  199,  the  following  theorem 
concerning  the  position  of  the  line  of  resistance:  "For  an  arch  ring 
of  constant  cross  section  that  line  of  resistance  is  approximately 
the  true  one  which  lies  nearest  to  the  axis  of  the  arch  ring,  as  deter- 
mined by  the  method  of  least  squares.''* 

*  This  theorem  was  first  brought  to  the  attention  of  American  readers  in  1880, 
by  Prof.  G.  F.  Swain  in  an  article  in  Van  Noatrand's  Engineering  Magazine f  voL  xxiiL  p. 
265-7G. 
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The  only  proof  of  this  theorem  is  that  by  it  certain  conclusions 
can  be  drawn  from  the  voussoir  arch  which  harmonize  with  the  ac- 
cepted theory  of  solid  elastic  arches.  The  demonstration  depends 
upon  certain  assumptions  and  approximations,  as  follows:  1.  It 
is  assumed  that  the  external  forces  acting  on  the  arch  are  vertical; 
whereas  in  many  cases,  and  perhaps  in  most,  they  are  inclined. 
2.  The  loads  are  assumed  to  be  uniform  over  the  entire  span; 
whereas  in  many  cases  the  arch  is  subject  to  moving  concentrated 
loads,  and  sometimes  the  permanent  load  on  one  side  of  the  arch  is 
heavier  than  that  on  the  other.  3.  The  conclusions  drawn  from  the 
voussoir  arch  only  approximately  agree  with  the  theory  of  elastic 
arches.  4.  A  masonry  arch  does  not  ordinarily  have  a  constant 
cross  section  as  required  by  the  above  theorem;  but  it  usually,  and 
properly,  yicreases  toward  the  springing.  5.  The  phrase  "  as  deter- 
mined by  the  method  of  least  squares"  means  that  the  true  line  of 
resistance  is  that  for  which  the  sum  of  the  squares  of  the  vertical 
deviations  is  a  minimum.  Since  the  joints  must  be  nearly  perpen- 
dicular to  the  line  of  resistance,  the  deviations  should  be  measured 
normal  to  that  line.  For  a  uniform  load  over  the  entire  arch,  the 
lines  of  resistance  are  comparatively  smooth  curves;  and  hence,  if 
the  sum  of  the  squares  of  the  vertical  deviations  is  a  minimum,  that 
of  the  normal  also  would  probably  be  a  minimum.  But  for  eccentric 
or  concentrated  loads,  it  is  by  no  means  certain  that  such  a  relation 
would  exist.  6.  The  degree  of  approximation  in  this  theorem  is 
less  the  flatter  the  arch. 

To  apply  Winkler's  theorem,  it  is  necessary  to  (1)  construct  a 
line  of  resistance,  (2)  measure  its  deviations  from  the  axis  of  the  arch, 
and  (3)  compute  the  sum  of  the  squares  of  the  deviations;  and  it  is 
then  necessary  to  do  the  same  for  all  possible  lines  of  resistances, 
the  one  for  which  the  sum  of  the  squares  of  the  deviations  is  least 
being  the  "  true  "  one. 

1213.  Instead  of  applying  Winkler's  theorem  as  above,  many 
writers  employ  the  following  principle,  which  it  is  asserted  follows 
directly  from  that  theorem:  "If  any  line  of  resistance  can  be  con- 
structed within  the  middle  third  of  the  arch  ring,  the  true  line  of 
resistance  lies  within  the  same  limits,  and  hence  the  arch  is  stable. " 
This  assertion  is  disputed  by  Winkler  himself,  who  says  it  is  not,  in 
general,  correct.*  It  does  not  necessarily  follow  that  because  one 
line  of  resistance  lies  within  the  middle  third  of  the  arch  ring,  the 
"true"  line  of  resistance  also  does;  for  the  "true"  line  may  coin- 
cide very  closely  with  the  axis  in  one  part  of  the  arch  ring  and 
depart  considerably  from  it  in  another  part,  and  still  the  sum  of  the 

*  Prof.  G.  F.  Swain's  review  of  Winkler's  Theorem — Van  NostrancTa  Engineer- 
ing Magfxzine,  vol.  xxiii,  p.  275. 
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squares  of  the  deviations  be  a  minimum.  This  method  of  applying 
Winkler's  theorem  is  practically  nothing  more  or  less  \;han  an  appli- 
cation of  the  conclusions  derived  from  the  hypothesis  of  least  pres- 
sure (§  1211),  and  will  not  be  considered  further. 

1214.  Navier's  Principle.  Navier's  principle  is:  The  tangential 
stress  at  any  point  of  a  circle  pressed  by  normal  forces  is  equal  to 
the  normal  pressure  per  unit  of  area  multiplied  by  the  radius  of 
curvature  of  the  surface.  Rankine  applied  the  above  principle  to 
voussoir  arches  as  follows:  "The  condition  of  an  arch  of  any  form 
at  any  point  where  the  pressure  is  normal  is  similar  to  that  of  a  cir- 
cular rib  of  the  same  curvature  under  a  normal  pressxire  of  the  same 
intensity;  and  hence  the  following  theorem:  The  thrust  cUanynor^ 
mally  ^pressed  point  of  a  linear  arch  is  the  product  of  the  radiums  of  curva' 
ture  by  the  intensity  of  the  pressure  at  that  point.  Or,  denoting  the 
radius  of  curvature  by  /?,  the  normal  pressure  per  unit  of  length 
of  intrados  by  p,  and  the  thrust  by  T,  we  have 

r  =  p/c." (4) 

At  best,  the  above  formula  gives  only  the  amount  and  by  impli- 
cation the  direction  of  the  crown  thrust;  but  tells  nothing  about 
its  point  of  application.  Rankine  employed  the  above  crown  thrust 
to  find  two  points  of  the  line  of  resistance;  and  assumed  that  if  a 
line  of  resistance  can  be  drawn  anywhere  within  the  middle  third 
of  the  arch  ring,  that  the  arch  was  stable  (§  1245).  The  use  of  this 
principle  determines  the  line  of  resistance  only  within  limits;  and  in 
general  gives  no  information  as  to  the  stability  of  the  arch  against 
sliding  or  crushing,  and  gives  a  result  for  the  stability  against  over- 
turning at  only  two  joints.  Rankine's  theory  (§  1245)  of  the  arch 
is  the  only  one  that  employs  this  principle,  and  hence  it  will  not 
be  considered  further  here. 

1216.  H3rpothesi8  of  Least  Grown  Thrust.  This  is  the  last  of  the 
four  hypotheses  to  be  considered,  and  is  the  one  almost  universally 
employed  in  theories  of  the  voussoir  arch.*  According  to  this  hy- 
pothesis the  true  line  of  resistance  is  that  for  which  the  thrust  at 
the  crown  is  the  least  possible  consistent  with  equilibrium.  ThLs 
assumes  that  the  thrust  at  the  crown  is  a  passive  force  called  into 
action  by  the  external  forces;  and  that,  since  there  is  no  need  for 
a  further  increase  after  it  has  causecl  stability,  it  will  be  the  least 
possible  consistent  with  (equilibrium.  This  principle  alone  does  not 
limit  the  position  of  the  line  of  resist iuice;  but,  if  the  external  forces 
are  known  and  the  direction  of  the  thrust  is  assumed,  this  nypothesis 

*  First  proposed  by  Moselcy  in  1837,  ■  sec  Moseley's  Principles  of  Gnglneerlni^ 
and  Architecture,  p.  431  of  second  American  edition. 
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furnishes  a  condition  by  which  the  line  of  resistance  corresponding 
to  a  minimum  thrust  can  be  found  by  a  tentative  process. 

1216.  To  Find  thi  Obown  Thrust.  To  find  the  crown  thrust 
that  will  satisfy  the  above  hypothesis  proceed  as  follows:  The  portion 
of  the  arch  shown  in  Fig.  194 
is  held  in  equilibrium  by  (1)  the 
vertical  forces,  Wi,  Wi,  etc., 
(2)  by  the  horizontal  forces 
hifhiy  etc.,  (3)  by  thef  reaction 
R  at  the  abutment,  and  (4) 
by  the  thrust  T  at  the  crown. 
The  direction  of  /?  is  imma- 
Umul  in  this  discussion.  Let 
a  and  h  represent  the  points  of 
application  of  T  and  R,  respec- 
tively, although  the  location  of  these  points  is  yet  imdetermined.    Let 

T  =  the  thrust  at  the  crown; 

x^  =  the  horizontal  distance  from  b  to  the  line  of  action  of  w^; 

X2  =  the  same  for  W2;  etc.; 
y  =  the  perpendicular  distance  from  b  to  the  line  of  action  of  T; 

ki  =  the  perpendicular  distance  from  6  to  the  line  of  action  of 
KfK  =  ^^®  same  for  Aj;  etc. 

Then,  by  taking  moments  about  6,  we  have 


FiQ.  194. 


hence 


Ty  =^  WiXi  +  Wi  Xi  +  etc.  +  A,  A,  +  A,  kt  +  etc.; 


—       Jw  X       Shk 


y 


y 


(5) 


(6) 


1.  The  value  of  T  depends  upon  2  h  k — ^the  sum  of  the  moments 
of  the.  horizontal  component  of  the  external  forces.  In  discussing 
and  applying  this  principle,  the  term  I  h  k  ia  usually  neglected. 
Ordinarily  this  gives  an  increased  degree  of  stabiUty;  but  this  is  not 
necessarily  the  case.  The  omission  of  the  effect  of  the  horizontal 
component  makes  the  computed  value  of  T  less  than  it  really  is,  and 
causers  the  line  of  resistance  found  on  this  assumption  to  approach 
the  intrados  at  the  haunches  nearer  than  it  does  in  fact;  and  hence 
the  conditions  may  be  such  that  the  actual  line  of  resistance  will  be 
imduly  near  the  extrados  at  the  haunches,  and  consequently  endanger 
the  arch  in  a  new  direction. 

2.  From  equation  6  it  appears  that,  other  things  remaining  the 
same,  the  larger  y  the  smaller  T;  and  hence,  for  a  minimum  value 
of  r,  a  should  be  as  near  C  as  is  possible  without  crushing  the  stone. 
Usually  it  is  assumed  that  aC  is  equal  to  one  third  of  the  thickness 
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of  the  arch  at  the  crown,  and  hence  the  average  pressure  per  unit 
of  area  is  to  be  equal  to  one  half  of  the  assumed  unit  working  pressure; 
i.e.,  twice  the  thrust  T  divided  by  the  thickness  of  the  crown  is  to 
be  equal  to  the  maximum  unit  compressive  stress  at  the  crown. 

3.  To  determine  ?/,  it  is  necessary  that  the  direction  of  T  should 
be  known.  It  is  usually  assumed  that  T  is  horizontal.  If  the  arch 
is  symmetrical  and  is  loaded  uniformly  over  the  entire  span,  this 
assumption  is  reasonable;  but  if  the  arch  is  subject  to  a  moving 
load  which  is  heavy  in  comparison  with  the  weight  of  the  arch  and 
the  spandrel  filling,  the  thrust  at  the  crown  is  not  horizontal  and 
hence  can  not  be  determined  directly  (see  §  1237). 

4.  If  the  joint  AB  is  horizontal,  then  b  is  to  be  taken  as  near 
A  as  is  consistent  with  the  crushing  strength  of  the  stone,  or  at, 
say,  one  third  of  the  length  of  the  joint  AB  from  ^1.  Notice  that 
if  the  joint  AB  is  inclined,  as  in  general  it  will  be  (see  the  last  para- 
graph of  §  1217  and  of  §  1222),  moving  h  toward  A  decreases  x  and 
at  the  same  time  increases  y  and  k.  Hence  the  position  of  6  corre- 
sponding to  a  minimum  value  of  T  can  be  found  only  by  trial.  It  is 
usual,  however,  to  assume  that  Ab  is  one  third  of  AB^  whatever  the 
inclination  of  the  joint. 

1217.  Jcint  ci  Rupture.  In  the  preceding  section,  the  points 
a  and  6,  Fig.  194,  page  621,  were  chosen  with  a  view  of  making  T  the 
smallest  possible;  but  it  now  remains  to  find  a  value  of  T  that  shall 
be  consistent  with  the  equilibrium  of  the  semi-arch.  If  T  is  too 
small,  some  one  of  the  joints  1,  2,  3,  etc..  Fig.  194,  may  open  at  the 
extrados;  and  on  the  other  hand,  if  T  is  too  large,  some  one  of  the 
joints  may  optn  at  the  intrados.  Neither  of  these  conditions  would 
be  consistent  with  the  condition  of  equilibrium  assumed,  i.e.,  with 
the  assumption  that  the  center  of  pressure  is  to  remain  within  the 
middle  third  of  any  joint.  If  the  center  of  pressure  remains  within 
the  middle  third,  every  part  of  all  joints  will  be  under  compression, 
and  hence  no  joint  can  open  at  either  the  extrados  or  the  intrados. 
It  remains  then  to  find  a  value  of  T  tha^  shall  keep  the  center  of 
pressure  within  the  middle  third  of  evcr}^  joint. 

If  ft,  the  origin  of  moments  for  equation  5,  page  621,  be  taken 
successively  at  the  inner  or  lower  end  of  the  middle  third  of  each 
joint,  the  corresponding  value  of  T  will  be  the  crown  thrust  for 
which  that  particular  joint  is  on  the  point  of  opening  at  the  extrados; 
and  if  imder  this  condition  the  greatest  value  of  T  that  will  prevent 
any  joint  from  opening  on  the  intrados  be  found,  then  that  value 
is  the  crown  thrust  required  by  the  hypothesis,  for  a  less  value  will 
permit  one  or  more  joints  to  open  at  the  extrados  and  a  greater  value 
will  cause  one  or  more  joints  to  open  at  the  intrados. 

The  joint  for  which  the  tendency  to  open  at  tjjie  extrados  is  the 
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greatest  is  called  the  joint  of  rupture.  The  joint  of  rupture  of  an 
arch  is  analogous  to  the  dangerous  section  of  a  beam.  Practically, 
the  joint  of  rupture  is  the  springing  line  of  the  arch,  the  arch  masonry 
below  that  joint  being  virtually  only  a  part  of  the  abutment.  There- 
fore the  first  step  in  testing  the  stability  of  a  given  ai-eh  is  to  find  the 
joint  of  rupture. 

1218.  Example  of  the  Method  of  Determining  the  Joint  of  Ruptnn. 
Assume  that  it  is  required  to  determine  the  joint  of  rupture  of 
the  IG-foot  arch  shown  in  Fig.  195  which  is  the  arch  of  the 
standard  voussoir-arch  culvert  formerly  employed  on  the  Chicago, 


Hock  Island  and  Pacific  Railroad.  Assume  that  the  arch  supports 
an  embankment  of  earth  extendmg  10  feet  above  the  crown,  and 
that  the  earth  weighs  100  pounds  per  cubic  foot  and  the  masonry  160. 
For  simplicity,  consider  a  section  of  the  arch  only  a  foot  thick  per- 
pendicular to  the  plane  of  the  paper.  The  half-arch  ring  and  the 
earth  embankment  above  it  are  divided  into  eight  sections,  which 
for  a  more  accurate  determination  of  the  joint  of  rupture  are  made 
smaller  near  the  supposed  position  of  that  joint. 

1219.  The  Vertical  Forces.  The  weight  of  the  several  sections 
of  the  arch  and  of  the  earth  above  them  can  readily  be  computed. 
The  sums  of  these  weights,  w„  Wt,  Wj,  etc.,  are  given  in  Table  89, 
page  624. 

The  center  of  gravity  of  each  voussou-  may  be  determined  as 
explained  in  {  935;  but  the  center  of  gravity  d  the  prism  of  earth 
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resting  upon  each  arch  stone  may,  without  material  error,  be  taken 
as  acting  through  its  medial  vertical  lin(\  The  center  of  gravity 
of  the  combined  weights  can  be  determined  by  moments.  The 
position  of  each  of  the  resultants  of  the  several  combined  weights 
is  shown  in  Fig.  195. 

The  moment  arm  of  each  of  the  combined  weights  with  reference 
to  the  several  origins  of  moments  is  measured  in  Fig.  195,  and  then 
entered  in  Table  89.  For  example,  the  1.00  in  the  column  headed 
X,,  is  the  arm  of  w^  about  the  lower  end  of  the  middle  third  of  joint 
1 ;  similarly  3.07  is  the  arm  of  Wi  about  the  lower  end  of  the  middle 
tiiird  of  joint  2;  and  0.70  in  the  column  headed  Xz  is  the  arm  of  i^^ 
about  the  origin  of  moments  in  joint  2,  etc. 

1220.  The  Horizontal  Forces,  The  horizontal  thrust  of  the  earth 
can  be  computed  as  stated  in  §  1209.  The  values  of  /i,,  h^j  etc.,  the 
horizontal  components  of  the  earth  thrust,  are  given  in  Table  89. 

The  forces  ^,,  h.^,  etc.,  arc  applied  at  the  middle  of  the  vertical 
projections  of  the  upper  ends  of  the  respective  voussoirs.  The  mo- 
ment arms  of  ^,,  ^2,  etc.,  are  measured  in  Fig.  195,  and  then  entered 
in  Table  89.  For  example,  1.08  in  the  column  headed  k^  is  the  arm 
of  /i,  about  the  origin  of  moments  in  joint  1;  1.76  is  the  arm  of  Aj 
about  the  origin  of  moments  in  joint  2;  etc. 

1221.  The  Value  of  y.  The  crown  thrust  T  is  assumed  to  be 
applied  at  the  upper  end  of  the  middle  third  of  the  crown  joint.  The 
arm  ij  is  the  distance  from  T  to  the  origin  of  moments  for  the  several 
joints.  For  example,  0.76  in  the  column  headed  y  in  Table  89  is 
the  vertical  distance  from  the  upper  end  of  the  middle  third  of  the 
crown  joint  to  the  lower  end  of  the  middle  third  of  joint  1 ;  and  sim- 
ilarly for  the  other  values. 

1222.  The  Joint  of  Rupture,  The  crown  thrust  according  to 
equation  6,  page  621,  for  the  several  joints  is  given  in  the  last  column 
of  Table  89.  An  inspection  of  the  results  shows  that  the  crown 
thrust  for  joint  5  is  greater  than  that  for  any  other  joint;  and  there- 
fore joint  5  is  the  joint  of  rupture,  and  all  the  arch  masonr>'  below 
joint  5  is  virtually  only  part  of  the  abutment. 

The  angular  distance  of  the  joint  of  rupture  from  the  crown  is 
called  the  angle  of  rupture  *  In  Fig.  195,  page  623,  the  angle  of  rup- 
ture is  46°  30'.     The  angle  of  rupture  is  usually  between  45°  and  60°. 

iJ223.  Any  increase  in  the  assumed  intensity  of  the  horizontal 
compy^nehts  increases  the  computed  value  of  the  angle  of  rupture 
For  example,  if  the  quantities  in  the  next  to  the  last  column  of 

Table  i89  b^  doubled,  the  thrust  for  joint  7  will  be^he  maximum. 

■  ■>  ' 

'.  *^Th^e  is  some  ambiguity  a«  to  where  this  angle  Is  to  be  measured.  It  will  be  here 
assumed  tiiat  the  angle  of  rupture  is.  the  angle  between  the  radius  through  the  crown 
and  the  radius  which  passes  through  the  inner  end  of  the  middle  third. 
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Probably  this  condition  could  be  realized  by  tightly  tamping  the 
earth  spandrel-filling. 

Notice  that  the  preceding  discussion  of  the  position  of  the  joint 
of  rupture  is  for  a  uniform  stationary  load.  The  angle  of  rupture 
for  a  concentrated  moving  load  will  differ  from  the  results  found 
above;  but  the  mathematical  investigation  of  the  latter  case  is  too 
complicated  and  too  uncertain  to  justify  attempting  it. 

1224.  Incoirect  Method  of  Finding  Joint  of  Rupture.  There  is  a 
method  of  determining  the  joint  of  rupture  in  somewhat  common 
use  which  ia  inaccurate  because  of  the  omission  of  the  horizontal 
components  of  the  earth  pressure  and  also  because  of  two  errors  in 
the  mathematical  work.  This  method  virtually  assumes  that  the 
crown  thrust  is  correctly  given  by  the  first  term  of  the  right-hand 
side  of  equation  6,  page  621;  and  proceeds  to  find  the  joint  of  rup- 
ture as  follows: 

Let  W  =  the  total  weight  resting  on  any  joint;  "5  =  the  hori- 
zontal distance  of  the  center  of  gravity  of  this  weight  from  the  origin 
of  moments;  and  y  »  the  arm  of  the  crown  thrust.  Then  equation 
6  becomes 

T  =  ^ (7) 

To  determine  the  condition  for  a  maximum,  it  is  assumed  that  W, 
"i,  and  y  are  independent  variables.  Differentiating  equation  7, 
regarding  T,  y,  and  WH  as  independent  variables, 

dT      ld(Wx)       WH 


d  y  ' 

y     dy 

y" 

but  d  (TT^ 

«  Wdx  4-  dW.  \dx  =  Wdx,  and  hence 

dT 

Wdx 

wn 

d  y  ' 

"  y  dy 

y' 

Therefore  the  condition  for 

a  maximum  crown  thrust  is 

dx 

X 

'     dy 

y 

(8) 


(9) 

A  common  method  of  differentiating  equation  7  is  more  simple 
but  less  accurate,  and  arrives  at  the  same  conclusion  as  above.* 

The  usual  interpretation  of  equation  9  is:  " The  joint  of  rupture 
is  that  joint  at  which  the  tangent  to  the  intrados  passes  through  the 
intersection  of  T  and  the  resultant  of  all  the  vertical  forces  above 
the  joint  in  question."  The  position  of  the  joint  of  rupture  can  be 
found  by  the  above  principle  only  by  trial;  and  this  method  possesses 

♦  For  example,  Bt>e  Sonnot's*  Dir»tionnaire  des  Math^matique  Appliqude^,  p.l084«85L 


Art.  1.]  Theory  op  Stability.  627 
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no  advantage  over  the  one  explained  in  §  1218-23,  and  is  less  con- 
venient to  apply. 

The  preceding  investigation  is  approximate  for  the  following 
reasons:  1.  The  effect  of  the  horizontal  forces  is  omitted.  2.  Wy 
Icy  and  y  are  dependent  variables,  and  not  independent  as  assumed. 
3.  In  the  interpretation  of  equation  9,  instead  of  "the  tangent  to 
the  intrados,"  should  be  employed  the  tangent  to  the  line  of  resistance. 

1226.  In  applying  this  method,  a  table,  computed  by.  M.  Petit, 
which  gives  the  angle  of  rupture  in  terms  of  the  ratio  of  the  radii  of 
the  intrados  and  the  extrados,  is  generally  employed.  The  table  in- 
volves the  assumption  that  a.  Fig.  194  (page  621),  is  in  the  extrados 
and  h  in  the  intrados;  and  also  that  the  intrados  and  extrados  are 
parallel.  According  to  this  table,  "  a  semicircular  arch  of  which  the 
thickness  is  uniform  throughout  and  equal  to  the  span  divided  by 
seventeen  and  a  half  is  the  thinnest  or  lightest  arch  that  can  stand. 
A  thinner  arch  would  be  impossible."  If  the  line  of  resistance  is 
restricted  to  the  middle  third,  then,  according  to  this  theory,  the 
thinnest  semicircular  arch  which  can  stand  is  one  whose  span  is 
five  and  a  half  times  the  uniform  thickness.  Many  arches  in  which 
the  thickness  is  much  less  than  one  seventeenth  of  the  span  stand 
and  carry  heavy  loads  without  showing  any  evidence  of  weakness. 
For  example,  the  span  of  arch  No.  23  of  Table  90,  page  648,  is  93 
times  the  thickness  of  the  arch  ring,  and  still  it  has  stood  since  1750 
without  any  signs  of  failure. 

Owing  to  the  approximations  involved,  and  also  to  the  limita- 
tions to  arches  having  intrados  and  extrados  parallel,  the  ordinary 
tables  for  the  position  of  the  joint  of  rupture  have  little,  if  any, 
practical  value.  The  only  satisfactory  way  to  find  the  angle  of  rup- 
ture is  by  trial  by  equation  6,  page  621,  as  explained  in  §  1218-23. 

According  to  M.  Petit's  table,  if  the  thickness  is  one  fortieth  of 
the  span,  the  angle  of  rupture  is  46®  12';  if  the  thickness  is  one 
twentieth,  the  angle  is  53°  15';  and  if  one  tenth,  59°  41.' 

1226.  In  conclusion,  notice  that  the  mvestigations  of  both  this 
and  the  preceding  section  show  that  an  arch  of  more  than  about 
90°  to  120°  central  angle  is  impossible. 

1227.  Theories  of  the  Aroh.  Various  theories  have  been 
proposed  from  time  to  time,  which  differ  greatly  in  the  fundamental 
principles  involved.  Unfortunately,  the  underlying  assumptions 
are  not  usually  stated;  and,  as  a  rule,  the  theory  is  presented  in  such 
a  way  as  to  lead  the  reader  to  believe  that  each  particular  method 
"is  free  from  any  indeterminateness,  and  gives  results  easily  and 
accurately."  Every  theory  of  the  voussoir  arch  is  approximate,  ow- 
ing to  the  uncertainty  concerning  the  amount  and  distribution  of 
the  external  forces  (§  1205),  to  the  indeterminateness  of  the  position 
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of  the  true  line  of  resistance  (§  1210-23),  to  the  neglect  of  the  in- 
fluence of  the  adhesion  of  the  mortar  and  of  the  elasticity  of  the 
material,  and  to  the  lack  of  knowledge  concerning  the  strength  of 
masonry;  and,  further,  the  stresses  in  a  voussoir  arch  are  indeter- 
minate owing  to  the  effect  of  variations  in  the  material  of  which  the 
arch  is  composed,  to  the  effect  of  imperfect  workmanship  in  dressing 
and  bedding  the  stones,  to  the  action  of  the  center — ^its  rigidity, 
the  method  and  rapidity  of  striking  it, — ^to  the  spreading  of  the 
abutments,  and  to  the  settling  of  the  foundations.  These  elements 
are  indeterminate,  and  can  never  be  stated  accurately  or  adequately 
in  a  mathematical  formula;  and  hence  any  theory  can  be  at  best 
only  an  approximation.  The  influence  of  a  variation  in  any  one  of 
these  factors  can  be  approximated  only  by  a  clear  comprehension  of 
the  relation  which  they  severally  bear  to  each  other;  and  hence  a 
thorough  knowledge  of  theoretical  methods  is  necessary  for  the 
intelligent  design  and  construction  of  arches. 

Three  of  the  most  important  theories  will  now  be  considered. 

1228.  To  save  repetition,  it  may  be  mentioned  here,  once  for  all, 
that  every  theory  of  the  arch  is  but  a  method  of  verification.  The 
first  step  is  to  assume  the  dimensions  of  the  arch  outright,  or  to 
make  them  agree  with  some  existing  arch  or  conform  to  some  em- 
pirical formula.  The  second  step  is  to  test  the  assumed  arch  by  the 
theory,  and  then  if  the  line  of  resistance,  as  determined  by  the 
theory,  does  not  lie  within  the  prescribed  limits — usually  the  middle 
third, — the  depths  of  the  voussoirs  must  be  altered,  and  the  design 
must  be  tested  again. 

1229.  Rational  Theory.  The  following  method  of  determining 
the  line  of  resistance  is  based  upon  the  hypothesis  of  least  crown 
thrust  (§  1215),  and  recognizes  the  existence  of  the  horizontal  com- 
ponents of  the  earth  pressure.  Two  forms  of  loading  wiU  be  con- 
sidered, viz.:  a  symmetrical  and  an  unsymmetrical  load. 

1230.  Sjnnmetrical  Load.  As  an  example  of  the  application  of 
this  theory,  let  us  investigate  the  stability  of  the  semi-arch  shown 
in  Fig.  196  under  a  symmetrical  dead  load.  Two  solutions  will  be 
given  for  a  symmetrical  load,  viz.:  I,  a  general  solution;  and  II,  a 
special  solution  which  is  shorter  when  the  location  of  the  joint  of 
rupture  can  be  foretold  by  inspection. 

1231.  I.  General  Solution.  The  first  step  is  to  determine  the  line 
of  resistance.  The  maximum  crown  thrust  was  computed  in  Table 
89  (page  624),  as  already  explained  (§  1218-22).  To  construct  the 
force  diagram,  a  line  T  is  drawn  to  scale  to  represent  the  maximum 
thrust  as  found  in  the  fifth  line  of  the  last  column  of  Table  89.  From 
the  right-hand  end  of  T,  w^  is  laid  off  vertically  upwards;  and  from 
its  extremity,  h^  is  laid  off  horizontally  to  the  left.    Then  the  line 
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from  the  left-hatid  extremity  of  h,  to  the  lower  end  of  w,  (not 

ahown  in  this  particular  case)  representa  the  direction  and  amount 
of  the  external  force  F,  acting  upon  the  first  division  of  the  arch 
ring;  and  the  line  R,  from  the  upper  extremity  of  F,  represents 
the  resultant  pressure  of  the  first  arch  stone  upon  the  one  next 
below  it.  Similarly,  lay  off  w,  vertically  upwards  from  the  left- 
hand  extremity  of  hi,  and  lay  off  A,  horizontally  to  the  left;  then 
a  line  Ft  from  the  lower  end  of  w,  to  the  left-hand  end  of  A,  rep- 


Pto.  IM, 


resents  the  resultant  of  the  external  forces  acting  on  the  second 
divisions  of  the  arch,  and  a  line  R,  from  the  upper  extremity  of  F, 
represents  the  resultant  pressure  of  the  second  arch  stone  on  the  third. 
The  force  diagram  is  completed  by  drawing  lines  to  represent  the 
other  valucri  of  w,  k,  F,  and  the  corresponding  reactions. 

In  the  diagram  of  the  arch,  the  points  in  which  the  horizontal 
&tv\  vertical  forces  acting  upon  the  several  arch  stones  intersect,  are 
marked  g,,  g„  etc.,  respectively;  and  the  oblique  line  through  each  of 
these  points,  drawn  parallel  to  F,,F„etc.,of  the  force  diagram,  shows 
the  direction  of  the  resultant  external  force  acting  on  each  arch  stones 
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To  construct  the  line  of  resistance,  draw  through  the  upper 
limit  of  the  middle  third  of  the  crown  joint  a  horizontal  line  to  an 
intersection  with  the  oblique  force  through  gf,;  and  from  this  point 
draw  a  line  parallel  to  i2„  and  prolong  it  to  an  intersection  with  the 
oblique  force  through  g^-  In  a  similar  manner  continue  to  the  spring- 
ing line. 

Then  the  intersection  of  the  line  parallel  to  i2,  with  the  first 
joint  gives  the  center  of  pressure  on  that  joint;  and  the  intersection 
of  R^  with  the  second  joint  gives  the  center  of  pressure  for  that  joint, 
— and  so  on  for  the  other  joints.  A  line  connecting  these  centers  of 
pressure  would  be  the  line  of  resistance;  but  the  line  is  not  shown  in 
Fig.  196. 

1232.  Notice,  for  example,  that  to  get  an  intersection  of  the 
line  parallel  to  R>j  with  joint  7,  the  line  must  be  projected  backward 
from  its  intersection  with  the  oblique  line  through  g^.  Care  is  re- 
quired to  prevent  mistakes  in  such  cases.  Notice  also  that  the  line 
of  resistance  must  pass  through  the  inner  end  of  the  middle  third 
of  the  joint  of  rupture.  This  relation  affords  a  valuable  check  upon 
the  accuracy  of  the  work  of  drawing  the  line  of  resistance. 

1233.  Stability  against  Overturning,  Since  the  lineof  resistance  lies 
within  the  middle  third  of  the  arch  ring,  and  touches  the  outer  limit 
of  the  middle  third  at  the  crown  and  the  inner  limit  at  joint  5,  the 
approximate '{sector  of  safety  against  rotation  (equation  13,  page  468) 
is  3. 

The  true  factor  of  safety  (equation  12,  page  467)  is  Ag^  -5-  r/, 
Fig.  98,  page  466.  To  apply  this  formula  it  is  necessary  to  find  g'  for 
a  particular  joint,  i.e.,  it  is  necessary  to  find  the  center  of  pressure 
for  the  resultant  of  the  normal  forces.  To  find  the  point  g\  proceed 
as  follows:  From  the  point  of  intersection  of  the  F  and  the  R  cor- 
responding to  the  particular  joint,  draw  a  line  perpendicular  to  the 
joint;  and  then  the  point  in  which  this  normal  component  pierces 
the  joint  is  thq  center  of  pressure  of  the  normal  forces,  i.e.,  the  point 
g\  In  this  connection,  it  is  important  to  remember  that  the  point 
A  is  the  edge  of  the  joint  on  the  opposite  side  of  r  (the  point  in  which 
the  resultant  of  all  the  forces  pierces  the  joint)  from  g'.  Proceeding 
as  above,  the  true  factor  of  safety  (equation  12,  page  467)  and  also 
the  approximate  factor  (equation  13,  page  468)  are  computed  as 
below: 

FACTOR  OF  SAFETY. 


NO.  OF 
JOINT. 

TRDIB    VALUE. 

AP'PROXXMATB  VALUB. 

1 

6.00-*-0.50  =  12 

8.00-1-2.62-    3 

2 

9.87 -f- 0.62  -  16 

9.75-^0.75  -  18 

3 

12.87-*- 0.12  =  107 

11.00-^2.00-    6.5 

4 

15.87 -*-0        =oc 

12.6    -*-3.37-    3.7 

5 

18.62 -1-0        -  oc 

14.37-1-4.12-    8.5 
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The  above  values  show  that  at  some  points  there  is  a  marked 
di£ference  between  the  true  and  the  approximate  factor  of  safety. 

1234.  Stability  against  Crushing,  Since  the  center  of  pressure 
is  always  within  the  middle  third,  there  is  no  tension  in  any  joint, 
and  therefore  the  unit  crushing  stress  may  be  found  by  equation  2, 
page  611.  It  is  not  always  possible  by  inspection  to  tell  which  joint 
has  the  maximum  imit  crushing  stress;  and  therefore  it  is  usually 
necessary  to  compute  the  stress  at  several  joints.  In  the  case  in 
hand,  the  maximum  pressure  will  be  found  for  three  joints — ^the 
crown,  joint  5,  and  the  springing. 

At  the'  crown,  d  =  J Z,  and  hence  P  =  2W  -i-  I;  or,  since  W  = 
9,369  lb.  and  I  =  1.25  ft.,  P  =«  14,990  lb.  per  sq.  ft.  =  103  lb.  per 
sq.  in. 

At  joint  6,  W  «  the  component  of  Rg  normal  to  the  joint  =« 
13,900  Ib./Z  =  2.42  ft.,  and  d  =  0.40  ft.;  and  therefore 

P       13,900  ^  6  X  13,900  X  0.40       r  tah   .   r;  7^       ii  aoh 
^  =  "2^42^  +  (2:42? =  ^'^^^  +  ^'^^  "■  "'*^' 

i.e.,  P  =  11,460  lb.  per  sq.  ft.  =  80  lb.  per  sq.  in. 

Similarly,  at  the  springing  W  =  21,090  lb.,  I  =  4.5  ft.,  and 
d  =  0.16  ft.;  and  therefore  P  =  5,680  lb.  per  sq.  ft.  =  39  lb.  per 
sq.  in. 

Except  for  a  particular  kind  of  stone  and  a  definite  quality 
of  masonry,  it  is  impossible  even  to  discuss  the  probable  factor  of 
safety;  but  it  is  certain  that  in  this  case  the  nominal  factor  is  ex- 
cessive (see  §  582-84),  while  the  real  factor  is  still  more  so  (see 
§  1200-02). 

If  the  maximum  pressure  at  the  most  compressed  joint  had  been 
more  than  the  safe  bearing  power  of  the  masonry,  it  would  have 
been  necessary  to  increase  the  depth  of  the  arch  stones  and  repeat 
the  entire  process.  Notice  that  the  total  pressure  on  the  joints 
increases  from  the  crown  toward  the  springing,  and  that  hence  the 
depth  of  the  arch  stones  also  should  increase  in  the  same  direction. 

1235.  Stability  against  Sliding.  To  determine  the  degree  of 
stability  against  sliding,  notice  that  the  angle  between  the  resultant 
pressure  on  any  joint  and  the  joint  is  least  at  the  springing  joint; 
and  hence  the  stability  of  this  joint  against  sliding  is  less  than  that 
for  any  other.  The  nominal  factor  of  safety  is  equal  to  the  coef- 
ficient of  friction  divided  by  tan  (90°  -  76°)  =  tan  14°  =  0.25. 
An  e:iamination  of  Table  74  (page  464)  shows  that  when  the  mortar 
is  still  wet  the  coeflScient  is  at  least  0.50;  and  hence  the  nominal 
factor  for  the  joint  in  question  is  at  least  2,  and  probably  more,  while 
the  real  factor  is  still  greater.    The  nominal  factor  for  joint  7  is  at 
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least  4.6,  and  that  for  joint  3  is  about  6.  There  is  little  or  no  prob- 
ability that  an  arch  will  be  found  to  be  stable  for  rotation  and  crush- 
ing, and  unstable  for  sliding.  If  such  a  condition  should  occur,  the 
direction  of  the  assumed  joint  could  be  changed  to  give  stability.* 
The  actual  joints  should  be  as  nearly  perpendicular  to  the  line  of 
resistance  as  is  consistent  with  simplicity  of  workmanship  and  with 
stability.  For  circular  arches,  it  is  ordinarily  sufficient  to  make  all 
the  joints  radial.  In  Fig.  196,  page  629,  the  joints  are  radial  to  the 
intrados;  but  if  they  had  been  made  radial  to  the  extrados  or  to  an 
intermediate  curve,  the  stability  against  sliding,  particularly  at  the 
springing  joint,  would  have  been  a  little  greater. 

1236.  //.  Special  Solution,  The  special  feature  of  the  following 
method  is  that  it  enables  one  to  draw  a  line  of  resistance  without 
previously  having  computed  the  crown  thrust,  and  also  enables  one 
to  find  a  line  of  resistance  which  will  pass  through  two  prede- 
termined points;  and  one  of  the  most  useful  applications  of  this 
method  is  in  determining  the  line  of  resistance  for  a  segmental  arch 
having  a  central  angle  so  small  as  to  make  it  obvious  that  the  joint 
of  rupture  is  at  the  springing  Une. 

For  example,  assume  that  it  is  required  to  draw  the  line  of 
resistance  for  the  circular  arch  shown  in  Fig.  197.  The  span  is  50 
feet,  the  rise  10  feet,  the  depth  of  voussoir  2.5  feet,  and  the  height 
of  the  earth  above  the  simimit  of  the  arch  ring  is  10  feet.  The 
angular  distance  of  the  springing  from  the  crown  is  43®  45';  and 
since  the  angle  of  rupture  is  nearly  always  more  than  45°,  it  is  safe 
to  assume  that  the  joint  of  rupture  is  at  the  springing.  The  problem 
then  is  to  find  a  line  of  resistance  that  will  pass  through  U  (the 
upper  end  of  the  middle  third  of  the  crown  joint)  and  through  b  (the 
lower  end  of  the  middle  third  of  the  springing  joint). 

The  first  step  is  to  compute  the  external  forces  similarly  as  in 
§  1205-09,  which  see. 

Next  construct  a  load  line,  as  shown  in  the  force  diagram.  Fig. 
197,  by  laying  off  Wi  and  A„  and  W2  and  h^,  etc.,  in  succession,  and 
drawing  F,,  F^,  etc.  Since  the  crown  thrust  has  not  yet  been  deter- 
mined, the  position  of  the  pole  is  not  known,  and  hence  a  trial  posi- 
tion must  be  assumed.  Since  the  load  is  symmetrical,  we  may 
assume  that  the  thrust  at  the  crown  is  horizontal;  and  hence  we  may 
choose  a  pole  at  any  point,  say  P',  horizontally  opposite  0.  Draw 
lines  from  P'  to  the  extremities  of  P,,  P2,  etc.  Construct  a  trial 
equilibrium  polygon  by  drawing  through  U  a  line  parallel  to  the  line 
P'  0,  of  the  force  diagram,  and  prolong  it  to  an  intersection  with 
P,;  from  this  point  draw  a  line  parallel  to  Ri,  and  prolong  it  to  an 

*  Strictly  any  change  in  the  direction  of  the  joints  will  necessitate  a  recomputation 
of  the  entire  problem;  but,  except  in  extreme  cases,  such  revision  is  unnecessary. 
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intersfction  with  F„  etc.,  continuing  to  an  intersection,  b',  with  the 
springing  line  prolonged. 

Prolong  the  side  of  the  trial  equilibrium  polygon  through  b'  to  g 
where  it  intersects  the  line  of  the  crown  thrust  prolonged.  Accord- 
ing to  the  principles  of  graphic  statics,  g  is  a,  point  on  the  resultant 
of  the  forces  P,,  F„  F^,  F„  Fj,  and  f ,. 

The  section  of  the  arch  from  the  crown  joint  to  joint  6  is  at  rest 
under  the  action  of  the  crown  thrust  T,  the  resultant  of  the  external 
forces,  and  the  reaction  of  joint  6.  Since  the  first  two  intersect  at 
g,  and  since  it  has  been  assumed  that  the  center  of  pressure  for  joint 
0  is  at  b — the  inner  extremity  of  the  middle  third, — a  line  bg  must 
represent  the  direction  of  the  resultant  reaction  of  joint  6;  and  hence 
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the  line  R^,  in  the  force  diagram  drawn  from  the  upper  extremity 
of  Fg,  paraUc!  to  bg,  to  &a  intersection  with  P'O,  represents,  to  the 
scale  of  the  load  line,  the  amount  of  the  reaction  of  joint  6.  Then 
I'O,  to  the  same  scale,  represents  the  crown  thrust  corresponding 
to  the  line  of  resistance  passing  through  U  and  b;  and  a  line — not 
shown  in  Fig.  197 — from  the  upper  extremity  of  F^  to  the  lower 
extremity  of  F„  would  represent,  in  both  direction  and  amount,  the 
resultant  of  F,,  F„  F„  F„  F^,  and  F,. 

Having  found  the  thrust  at  the  crown,  complete  the  force  dia- 
gram by  drawing  the  lines  JJ„  R„  fi„  etc.;   and  then  construct  a  ■ 
new  equilibrium  polygon  exactly  as  was  described  above  for  the 
trial  equilibrium  polygon.     The  equilibrium  polygon  shown  in  Fig, 
197  by  a  solid  line  was  obtained  in  this  way. 

The  points  in  which  the  sides  of  the  new  equilibrium  polygoa 
cut  the  corresponding  joints  are  the  centers  of  pressure  on  the  reapec- 
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tive  joints.  The  stability  of  the  arch  may  be  discussed  as  in  5  1233- 
35. 

1237*  TTnssrxnmetrical  Load.  The  design  for  an  arch  ring  should 
not  be  considered  perfect  until  it  is  found  that  the  criteria  of  safety 
(§  1197)  are  satisfied  for  the  dead  load  and  also  for  every  possible 
position  of  the  live  load.  A  direct  determination  of  the  line  of  re- 
sistance for  an  arch  under  an  unsymmetrical  load  is  impossible. 
To  find  the  line  of  resistance  for  an  arch  under  a  symmetrical  load,  it 
was  necessary  to  make  some  assumption  concerning  (1)  the  amount 
of  the  thrust,  (2)  its  point  of  application,  and  (3)  its  direction;  but 
when  the  load  is  unsymmetrical,  we  neither  know  any  of  these  items 
nor  can  make  any  reasonable  hypothesis  by  which  they  can  ,be 
determined.  For  an  unsymmetrical  load  we  know  nothing  concern- 
ing the  position  of  the  joint  of  rupture,  and  know  that  the  thrust 
at  the  crown  is  neither  horizontal  nor  applied  at  one  third  of  the  depth 
of  that  joint  from  the  crown;  and  hence  the  preceding  methods  can 
not  be  employed.  When  the  load  is  not  symmetrical,  the  following 
method  may  be  employed  to  find  a  line  of  resistance;  but  it  gives  no 
indication  as  to  which  of  the  many  possible  lines  of  resistance  is  the 
true  one. 

Let  it  be  required  to  test  the  stability  of  a  symmetrical  arch  having 
a  uniform  live  load  covering  only  half  the  span.  The  problem  could 
be  solved  by  determining  the  external  forces  as  in  §  1219-20;  but 
for  variety  and  to  explain  a  method  of  determining  the  loads  that  is 
frequently  used,  in  one  form  or  another,  in  discussions  of  the  stability 
of  voussoir  arches,  a  different  method  of  determining  the  vertical 
forces  will  be  employed.  This  method  consists  in  reducing  the  actual 
load  upon  an  arch  (including  the  weight  of  the  arch  ring  itself)  to  an 
equivalent  homogeneous  load  of  the  same  density  as  the  arch  ring. 
The  upper  limit  of  this  imaginary  loading  is  called  the  reduced-load 
contour, 

1238.  To  find  the  Reduced-Load  Contour.  Assume  that  it  is 
required  to  find  the  reduced-load  contour  for  the  dead  load  on  the  arch 
in  Fig.  198.  Assume  that  the  weight  of  the  arch  ring  is  160  pounds 
per  cubic  foot,  that  of  the  rubble  backing  140;  and  that  of  the  earth 
100.     Then  the  ordinate  at  a  to  the  load  contour  of  an  equivalent 

load  of  the  density  of   the  arch    ring  is  equal  io  ab  -\-  be  r^  -f 

cd  —  =,  say,  gf.  The  value  of  gf  is  laid  off  in  Fig.  199.  Com- 
puting the  ordinates  for  other  points  gives  the  line  EFj  Fig.  199, 
which  is  the  roducod-load  contour  for  the  load,  shown  in  Fig.  198. 
The  area  between  the  intrados  and  the  reduced-load  contour  is 
proportional  to  the  dead  load  on  the  arch. 
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In  a  similar  maimer,  a  live  load  (as,  for  example,  a  train)  can  be 
reduced  to  an  equivalent  load  of  masonry, — in  which  ease  the  re- 
duced-load contour  would  consist  of  a  liije  GH  above  and  parallel 
to  EJ  for  that  part  of  the  span  covered  by  the  train;  while  for  the 
remainder  of  the  span,  the  line  JF  is  the  reduced-load  contour. 
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To  utilize  the  reduced-load  contour,  draw  the  arch  and  its  re- 
duced-load contour  upon  thick  paper  or  card-board,  to  a  large  scale; 
and  divide  the  arch  into  any  number  of  imaginary  voussoirs,  and 
erect  verticals  from  the  upper  ends  of  the  imaginary  joints.  Then  . 
measure,  with  a  planimeter  or  otherwise,  the  area  of  each  voussoir 
and  its  load,  from  which  the  weight  of  each  voussoir  and  its  load  can 
be  easily  determined.  Next,  with  a  sharp  knife,  carefully  cut  out 
the  area  representing  the  load  on  each  arch  stone.  The  center  of 
gravity  of  each  piece,  as  ijktmn,  Fig,  199,  can  be  found  by  bal- 
ancing it  on  a  knife-edge  successively  in  two  positions  at  right 
angles  to  each  other;  and  then  the  position  of  the  center  of  gravity 
is  to  be  transferred  to  the  drawing  of  the  arch. 

1239.  To  find  the  Line  of  Resistance.  Assume  that  it  is  desired 
to  find  the  line  of  resistance  for  the  arch  shown  in  Fig.  200,  page  636, 
whose  reduced-load  contour  is  as  shown.  Assume  that  the  vertical 
forces  have  been  determined  as  explained  in  the  preceding  section; 
and  also  assume  that  the  horizontal  component  of  the  earth  pressure 
is  one  third  of  the  vertical  intensity,  and  that  it  has  been  computed 
as  in  i  1208. 

An  equilibrium  polygon  can  be  made  to  pass  through  any  three 
points;  and  therefore  we  may  assume  three  pointe  for  a  trial  equilib- 
rium polygon, — -as,  for  example,  (1)  the  lower  limit  of  the  middle 
third  of  the  joint  at  the  abutment  A,  (2)  the  middle,  C,  of  the  crown 
joint,  and  (3)  the  upper  limit  of  the  middle  third  of  the  joint  at  B. 

Construct  a  force  diagram  by  laying  ofE  the  external  forces  suc- 
cessively from  0  in  the  usual  way,  selecting  a  pole,  P',  at  any  point, 
and  drawing  lines  connectii^  P"  with  the  points  of  division  of  the 
load  line.  Draw  a  line  from  0  to  8,  and  then  08  is  the  resultant  of 
all  the  loads  upon  the  arch.    !niea  commencing  at  A,  one  of  the 
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given  points,  construct  a  preliminary  equilibrium  polygon  AC'B' 
by  the  method  explained  in  {  1231.  Draw  the  closing  line  AB' ; 
and  in  the  force  diagram  ^raw  a  line  HP',  through  P'  parallel  to 
AB'.    Then  OH  and  HS  are  the  reactions  at  .4  and  B,  respectively. 

The  next  step  is  to  find  a  pole  such  that  the  equilibrium  polygon 
will  pasa  through  C  and  B  instead  of  C  and  B'.  In  the  force  diagram 
draw  a  line  from  0  to  4,  which  is  the  resultant  of  the  four  forces  to 
the  right  of  C.  Through  C  draw  a  line  CC  parallel  to  the  line  04. 
Connect  the  points  A  and  C,  and  also  A  and  C;  and  then  the  lines 
AC  and  AC  are  the  closing  lines  of  the  equilibrium  polygons  for 
the  forces  to  the  right  of  C,  Through  /"  draw  a  dividing  ray  parallel 
to  AC  cutting  04  at  K;  and  then  O/C  and  K4  represent  the  reactions 


of  the  forces  to  the  right  of  C,  acting  at  A  and  C  respectively.  The 
point  H  is  common  to  all  force  polygons  for  the  given  system  of 
forces;  and  the  point  K  is  common  to  all  force  polygons  for  the  forces 
to  the  right  of  C.  If  the  polygon  is  to  pasa  through  C,  then  AC 
is  a  closing  line;  and  consequently  the  pole  of  the  force  diagram  must 
lie  on  a  line  through  K  parallel  to  AC.  Similarly,  if  the  polygon 
is  to  pass  through  B,  then  AB  is  the  closing  hnc;  and  consequently 
the  pole  must  lie  on  a  line  through  H  parallel,  to  AB.  Therefore, 
if  from  H  and  K  lines  be  drawn  respectively  parallel  to  AB  and  AC, 
their  intersection,  P,  is  the  pole  of  the  polygon  which  will  pass  through 
A,C,  and  B.    This  polygon  is  shown  in  Fig.  200. 

1240.  If  a  line  of  resistance  can  not  bo  drawn  within  the  pre- 
scribed limits,  then  the  section  of  the  arch  ring  must  be  changed 
so  as  to  include  the  line  of  resistance  within  the  desired  limits. 

1211.  Oriterion.  If  the  line  of  resistance,  when  constructed  by 
any  of  the  preceding  methods,  does  not  lie  within  the  middle  third 
of  the  arch  ring,  the  following  process  may  be  employed  to  determine 
whether  or  not  it  is  possible  to  draw  a  line  of  resistance  in  the  middle 
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ihiril.  This  method  is  strictly  applicable  only  for  vertical  forces, 
and  hence  is  approximate  when  horizontal  forces  are  considered; 
but  it  is  sufficiently  exact  for  the  purpose.* 

"Assume,  for  example,  that  the  line  of  resistance  of  Fig.  201  lies 
outside  of  the  middle  third  at  a  and  b.  Next  draw  a  line  of  resistance 
through  c  and  rf,  the  points  where  normals  from  a  and  6  intersect  the 
outer  and  inner  boundary  of  the  middle  third  respectively.  To  pass 
a  line  of  resistance  through  c  and  d,  it  is  necessary  to  determine  the 
value  and  point  of  application  of  the  corresponding  crown  thrust. 
The  condition  which  makes  the  line  of  reaistance  pass  through  c  is; 
the  thrust  multiplied  by  the  vertical  dis- 
,  tance  of  its  point  of  application  above  c  is 
EtjiAL  TO  the  loatl  on  the  joint  at  c  multi- 
i'l.iEE)  BY  its  horizontal  dL-stance  from  c. 
The  condition  that  makes  the  line  of  re- 
sistance pass  through  d  is:  the  thrust 
MCi.n  PLIED  BY  the  sum  of  the  distance 
iti  point  of  application  is  above  c  and  of 
the  vertical  distance  between  c  and  d  la 
EQUAL  to  the  load  on  the  joint  at  d 
MULTIPLIED  BY  its  horizontal  distance 
from  d.  These  conditions  give  two  equa- 
tions which  contain  two  unknown  quantities — the  thrust  and  the 
distance  its  point  of  application  is  above  c.  -  After  solving  these 
equations,  the  line  of  reaistance  can  be  drawn  by  any  of  the  methods 
already  explained, 

"  If  this  new  line  of  resistance  lies  entirely  within  the  prescribed 
limits,  it  is  plain  that  it  is  possible  to  draw  a  line  of  resistance  therein; 
but  if  the  second  line  does  not  lie  within  the  prescribed  limits,  it 
is  not  at  all  probable  that  a  line  of  resistance  can  be  drawn  therein. 
The  possibility  of  finding,  by  a  third  or  subsequent  trial,  a  line  of 
n'sistance  within  the  limits  can  not,  in  general,  be  answered  definitely, 
since  such  a  possibility  depends  upon  the  form  of  the  section  of  the 
arch  ring. 

"  If  the  line  of  resistance  drawn  through  U  and  L  goes  outside  of 
[the  middle  thinl  of]  the  arch  ring  beyond  the  extrados  only,  as  at «, 
the  second  line  of  resistance  should  be  drawn  through  c  and  L;  and 
if,  on  the  other  hand,  it  goes  outsi<le  below  the  intrados  only,  as 
at  b,  the  second  line  should  be  drawn  through  U  and  d." 

1242.  SOHXTFLBB'S  Theobt.  This  theor>-  is  the  one  most  fre- 
quently employe*!.  It  is  based  upon  the  hypothesis  of  least  crown 
thrust  (S  121")),  and  assumes  that  the  external  forces  are  vertical. 

ia  from  Laiiia'a  Aiiplitil  Hue 
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In  Scheffler's  theory  the  joint  of  rupture  is  found  by  trial  sub- 
stantially as  explained  in  §  1218-22;  and  the  crown  thrust  is,  for 
example,  the  maximum  value  in  the  third  to  the  last  column  of  Table 
89,  page  624.  In  other  words,  Scheffler's  theory  is  the  same  as  the 
Rational  Theory  (§  1229-41),  except  that  it  neglects  the  horizontal 
components  of  the  earth  pressure,  and  therefore  uses  a  smaller  crown 
thrust  and  usually  also  a  different  joint  of  rupture.  For  the  arch 
in  Fig.  195,  page  623,  according  to  Scheffler's  theory  joint  4  is  the 
joint  of  rupture,  and  8,706  lb.  is  the  crown  thrust  (see  Table  89). 
The  line  of  resistance  is  determined  exactly  as  for  the  rational  theory 
except  that  the  load  line  for  Scheffler's  theory  is  straight.  The  lines 
of  resistances  (not  the  equilibrium  polygon)  for  both  the  rational  and 
Scheffler's  theory  for  the  arch  shown  in  Fig.  195,  page  623,  are  given 
in  Fig.  202.  In  this  particular  case,  the  difference  between  the 
two  lines  above  the  joint  of  rupture  is  not  material;  but  the  dif- 
ference below  that  joint  has  an  important  effect  upon  the  thickness 
of  the  arch  at  the  springing,  and  also  upon  the  thickness  of  the 
abutment  (§  1246). 

If  the  maximum  ratio  of  the  horizontal  to  the  vertical  component 
of  the  external  forces  (see  last  paragraph  on  page  616)  had  been 
employed  in  determining  the  crown  thrust  and  the  line  of  resistance, 
there  would  have  been  a  greater  difference  in  the  position  of  both 
the  joint  of  rupture  and  the  line  of  resistance.  Although  the  hori- 
zontal components  of  the  external  forces  can  not  be  accurately  deter- 
mined, any  theory  that  disregards  them  is  needlessly  inaccurate. 

1243.  Erroneous  Application.  Not  infrequently  the  principle 
of  the  joint  of  rupture  is  entirely  neglected  in  applying  this  theory; 
that  is  to  say,  the  crown  thrust  employed  in  determining  the  line  of 
resistance  is  that  which  would  produce  equilibrium  of  rotation  about 
the  springing  line,  instead  of  that  which  would  produce  equilibrium 
about  the  joint  of  rupture.  For  example,  instead  of  employing  the 
maximum  value  in  the  third  to  the  last  column  of  Table  89,  page  624, 
the  last  quantity  in  that  column  is  used.  The  line  of  resistance  ob- 
tained by  this  method  is  shown  in  Fig.  202  by  the  dotted  line,  the 
crown  thrust  (5,990,  as  computed  in  Table  89)  being  laid  off  from 
the  lower  end  of  w,  to  ^,  to  the  scale  employed  in  laying  off  the 
load  line. 

The  amount  of  the  error  is  illustrated  in  Fig.  202.  According 
to  this  analysis,  the  line  of  resistance  is  tangent  to  the  intrados, 
which  seems  to  show  that  the  arch  can  not  stand  for  a  moment. 
However,  many  such  arches  do  stand,  and  carr}'  a  heavy  railroad 
traffic  without  any  signs  of  weakness;  and  further,  any  reasonable 
method  of  analysis  shows  that  the  arch  is  not  only  safe,  but  €ven 
extravagantly  so  (§  1234^.     This  method  of  analysis  certainly  ac- 
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counts  for  some,  and  perhaps  many,  of  the  excessively  heavy  arches 
built  in  the  past. 

1244.  ReliabiU^  of  ScheiOei'a  Thwuy.  The  author  has  deter- 
mined the  line  of  resistance  of  a  great  number  of  actual  arches,  and 
has  frequently  found  arches  that  had  given  no  signs  of  failure,  which 
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were  unstable  according  to  Scheffler's  theory;  but  he  has  found  none 
which  were  unstable  by  the  rational  theory-.  Of  course,  an  arch  may 
be  made  so  heavy  as  to  be  stable  by  an  approximate  theory;  but 
the  fact  that  some  arches  were  unstable  by  Scheffler's  theory,  and 
stable  by  the  rational  theory,  seems  to  show  that  the  latter  is  the 
more  accurate. 

1246.  Rankine's  Theory.  Rankine's  theory  of  the  arch  recog- 
nizes the  existence  of  the  horizontal  component  of  the  earth  pressure, 
and  in  the  mathematical  work  leaves  nothing  to  be  desired ;  but  he 
does  not  make  it  clear  that  his  mathematical  theory  can  be  applied 
in  practice.  He  employes  Navier's  principle  (§  1214)  to  find  the 
crown  thrust;  and  determines  the  position  of  the  joint  of  rupture 
by  means  of  a  differential  equation;  but  it  is  not  clear  that  the 
relationship  between  the  several  variables  in  this  equation  can  be 
stated  for  any  practical  case  in  a  manageable  mathematical  form. 
Rankine  does  not  work  out  any  numerical  example;  but  in  an  illus- 
tration of  the  method  of  determining  the  stability  of  any  proposed 
arch  he  virtually  assumes  that  the  portion  of  the  semi-arch  above 
the  joint  of  rupture  is  acted  upon  by  only  three  forces — the  crown 
thrust,  the  weight  of  the  arch,  and  the  reaction  at  the  joint  of  rup- 
ture.* This  is  erroneous  (a)  because  it  neglects  the  horizontal  com- 
ponents of  the  external  forces;  and  (6)  because  it  finds  a  new  value 
for  the  thrust  at  the  crown  which,  in  general,  will  differ  from  that 
employed  in  finding  the  position  of  the  joint  of  rupture.  At  best 
Rankine's  theory  determines  the  line  of  resistance  within  limits  at 
only  two  points;  and  hence  gives  no  definite  information  as  to  the 
degree  of  stability  against  sliding,  overturning,  or  crushing  at  these 
points,  and  gives  no  information  at  all  for  other  points. 

Although  this  theory-  has  long  been  before  the  public,  it  is  com- 
paratively little  employed  in  practice.  This  is  probably  due,  in 
part  at  least,  to  the  fact  that  Rankine's  presentation  of  it  is  not  very 
simple  nor  vciy  clearly  stated,  besides  being  distributed  throughout 
various  parts  of  his  books — "Civil  Engineering"  and  "Applied 
Mechanics." 

1246.  Stability  op  Abutments.  The  stabilitv  of  the  abutments 
is  in  a  measure  indeterminate,  since  it  depends  upon  the  position 
of  the  line  of  resistance  of  the  arch.  The  stability  of  the  abutment 
may  be  determined  most  easily  by  treating  it  as  a  part  of  the  arch, 
i.e.,  by  extending  the  load  line  so  as  to  include  the  forces  acting  upon 
it  and  drawing  the  reactions  in  th(^  usual  way. 

In  Fig.  202  (page  639)  is  shown  the  line  of  resistance  for  the 
abutment  according  to  the  rational  theory  of  the  arch  (§  1229-41), 
and  also  that  according  to  Scheffler^s  theory  (§  1242-44),  the  former 

*  Rankinc's  Civil  Engineering,  p.  421-22. 
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by  the  solid  line  and  the  latter  by  the  broken  one.  Since  to  over- 
estimate the  horizontal  components  of  the  external  forces  would  be 
to  err  on  the  side  of  danger,  in  applying  the  former  theory  in  Fig.  202 
the  horizontal  component  acting  against  the  abutment  was  disre- 
garded on  the  assumption  that  the  abutment  might  be  set  in  a  pit 
without  greatly  disturbing  the  surrounding  earth  and  consequently 
there  might  not  be  any  appreciable  horizontal  earth  thrust  against 
the  abutment.  If  the  horizontal  component  had  been  considered, 
the  difference  between  the  lines  of  resistance  for  the  two  theories 
Ivould  have  been  still  greater.  Notice  that  the  analysis  which  recog- 
nizes the  existence  of  the  horizontal  forces,  i.e.,  the  rational  theory*-, 
permits  a  lighter  abutment  than  the  theory  which  assumes  the  exter- 
nal forces  to  be  entirely  vertical. 

The  omission  of  the  horizontal  componenc.s  assume.^  that  the  only 
object  of  the  abutment  is  to  resist  the  thrust  of  the  arch;  and  that 
consequently  the  flatter  the  arch  the  greater  the  thrust  and  the 
heavier  the  abutment.  Ordinarilv  the  abutment  must  resist  the 
thrust  of  the  arch  tending  to  overthrow  it  and  to  slide  it  outward, 
and  must  act  also  as  a  retaining  wall  to  resist  the  lateral  pressure  of 
the  earth  tending  to  overthrow  it  and  to  slide  it  inward.  For  large 
arches  the  former  is  the  more  important;  but  for  small  arches, 
particularly  under  high  embankments,  the  latter  is  the  more  impor- 
tant. Hence,  for  a  large  arch  or  for  an  arch  having  a  light  surcharge, 
the  abutment  should  be  proportioned  to  resist  the  thrust  of  the  arch ; 
but  for  a  small  arch  under  a  heavy  surcharge  of  earth,  the  abutment 
should  be  proportioned  as  a  retaining  wall  (Chap.  XVIII). 

Although  the  horizontal  pros.>ure  of  ih  ^  c.:::Ii  Ciin  not  be  com- 
puted accurately,  there  arc  many  conditions  under  which  the  hori- 
zontal components  should  not  be  omitted.  For  example,  if  the 
abutment  is  high,  or  if  the  earth  is  deposited  artificially  behind  it, 
ordinarily  it  would  be  safe  to  count  upon  the  pressure  of  the  earth 
to  assist  in  preventing  the  abutment  from  being  overturned  out- 
ward. Finally,  although  it  may  not  always  be  wise  to  consider  the 
earth  pressure  as  an  active  force,  there  is  always  a  passive  resistance 
which  will  add  greatly  to  the  stability  of  the  abutment,  and  whose 
intensity  will  increase  rapidly  with  any  outward  movement  of  the 
abutment. 

\rt.  2.     Empirical  Rules. 

1247.  In  the  preceding  article  it  was  sho>\Ti  that  every  theory  of 
the  arch  requires  certain  fundamental  assumptions,  and  that  hence 
the  best  theory-  is  onl>  an  approximation.     Further,  since  it  is  prac- 
tically impossible,  by  any  theor}*  to  include  the  effect  of  passing  loads, 
41 
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(§  1237-41),  theoretical  results  are  inapplicable  when  the  moving 
load  is  heavy  compared  with  the  stationary  load.  It  was  shown 
also  that  the  stability  of  a  voussoir  arch  does  not  admit  of  exact 
mathematical  solution,  but  is  to  some  extent  an  indeterminate 
problem.  At  best  the  stresses  in  a  masonry  arch  can  never  be  com- 
puted as  accurately  as  those  in  metallic  structures.  However,  this 
is  a  less  serious  matter,  since  the  material  employed  in  the  former  is 
comparatively  cheap. 

Considered  practically,  the  designing  of  a  voussoir  arch  is  greatly 
simplified  by  the  many  examples  furnished  by  existing  structures 
which  aflford  incontrovertible  evidence  of  their  stability  by  safely 
fulfilling  their  intended  duties,  to  say  nothing  of  the  history  of  those 
structures  which  have  failed  and  thus  supplied  negative  evidence  of 
great  value.  In  designing  arches,  theory  should  be  interpreted  by 
experience;  but  experience  should  be  studied  by  the  light  of  the  best 
theory  available. 

This  article  will  be  devoted  to  the  presentation  of  current  practice 
as  shown  by  approved  empirical  formulas  and  practical  rules,  and  by 
examples. 

1248.  Ebspibioal  Formulas  for  the  PROPORTiom  of  Arohu. 

Numerous  formulas  derived  from  existing  structures  have  been 
proposed  for  use  in  designing  voussoir  arches.  Such  formulas  are 
useful  as  guides  in  assuming  proportions  to  be  tested  by  theory,  and 
also  as  indicating  what  actual  practice  is  and  thus  affording  data  by 
which  to  check  the  results  obtained  by  theory. 

As  proof  of  the  reliability  of  such  formulas,  they  are  frequently 
accompanied  by  tables  showing  their  agreement  with  actual  struc- 
tures. Concerning  this  method  of  proof,  it  is  necessary  to  notice 
that  (1)  if  the  structures  were  selected  because  their  dimensions 
agreed  with  the  formula,  nothing  is  proved;  and  (2)  if  the  structures 
were  designed  according  to  the  formula  to  be  tested,  nothing  is  proved 
except  that  the  formula  represents  practice  which  is  probably  safe. 

At  best,  a  formula  derived  from  existing  structures  only  indicates 
safe  construction,  but  gives  no  information  as  to  the  degree  of  safety. 
Such  formulas  usually  state  the  relation  between  the  principal  dimen- 
sions; but  the  stability  of  an  arch  can  not  be  determined  from  the 
dimensions  alone,  for  it  depends  upon  various  attendant  circumstances 
— as  the  condition  of  the  loading  (if  earth,  upon  whether  loose  or 
compact;  and  if  masonr}%  upon  the  bonding,  the  mortar,  etc.),  the 
quality  of  the  materials  and  of  the  workmanship,  the  manner  of 
constructing  and  striking  the  centers,  the  spreading  of  the  abutments, 
the  settlement  of  the  foundations,  etc.  The  failure  of  an  arch  is 
a  very  instructive  object  lesson,  and  should  be  most  carefully  studied, 
since  it  indicates  the  least  degree  of  stability  consistent  with  safety. 
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Many  masonry  arches  are  excessively  strong;  and  hence  there  are 
empirical  formulas  which  agree  with  existing  structures,  but  which 
differ  from  each  other  300  or  400  per  cent.  All  factors  of  the  problem 
must  be  borne  in  mind  in  comparing  empirical  formulas  either  with 
each  other  or  with  theoretical  results. 

A  number  of  the  more  important  empirical  formulas  will  now  be 
given,  but  without  any  attempt  at  comparisons,  owing  to  the  lack 
of  space  and  of  the  necessary  data. 

1249.  Thickness  of  the  Ireh  at  the  Grown.  In  designing  an  arch, 
the  first  step  is  to  determine  the  thickness  at  the  crown,  i.e.,  the 
depth  of  the  keystone. 

Let  d  —  the  depth  at  the  crown,  in  feet; 

p  =  the  radius  of  curvature  of  the  intrados,  in  feet; 
r  ==  the  rise,  in  feet; 
8  =  the  span,  in  feet. 

1260.  American  Practice,  Trautwine's  formula  for  the  depth  of 
the  keystone  for  a  first-class  cut-stone  arch,  whether  circular  or 
elliptical;  is  * 

d=Jv/7TK  +  0.2 (10) 

"For  second-^lass  work^  this  depth  may  be  increased  about  one 
eighth  part;    and  for  brick  work  or  fair  rubble^  about  one  third." 

1261.  English  Practice,  Rankine's  formula  for  the  depth  of 
keystone  for  a  single  arch  is 

d  =  V0.l2p; (11) 

for  an  arch  of  a  series, 

d=\/0.17^; (12) 

and  for  tunnel  arches,  where  the  ground  is  of  the  firmest  and  safest, 


d 


^0.12  J    : (13) 


and  for  soft  and  slipping  materials  twice  the  above. 

The  segmental  arches  of  the  Kennies  and  the  Stephensons^  which 
are  generally  regarded  as  models,  "have  a  thickness  at  the  crown 
of  from  ^(j-  to  Vff  of  the  span,  or  of  from  yV  to  ^  of  the  radius  of  the 
intrados.*' 

1262.  French  Practice*  Perronnet,  a  celebrated  French  engi- 
neer, is  frequently  credited  with  the  formula, 

d  =  1  +  0.035.^ (14) 

as  being  applicable  to  arches  of  all  forms — semicircular,  segmental, 
elliptical,   or    basket-handled— and   to   railroad  bridges    or  arches 

♦  From  "Proportions  of  Arches  from  French  Practice,"  by  E.  Sherman  Oould 
in  Van  NostraruTa  Engineering  Hagannet  vol.  xxix,  p.  460. 
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sustaining  heavy  surcharges  of  earth.  "Perronnet  does  not  seem, 
however,  to  have  paid  much  attention  to  the  rule;  but  has  made  his 
bridges  much  lighter  than  the  rule  would  require."  Other  formulas 
of  the  above  form,  but  having  different  constants,  are  also  frequently 
credited  to  the  same  authority.  Evidently  Perronnet  varied  the 
proportions  of  his  arches  according  to  the  strength  and  weight  of 
the  material,  the  closeness  of  the  joints,  the  quality  of  mortar,  etc.; 
and  hence  different  examples  of  his  work  give  different  formulas; 
However,  it  is  remarkable  that  according  to  all  formulas  credited 
to  Perronnet  the  thickness  at  the  crown  is  independent  of  the  rise, 
and  varies  only  with  the  span. 

1263.  Dejardin's  formulas,  which  are  frequently  employed  by 
French  engineers,  are  as  follows: 

Ibr  circular  arches, 

ifl«^,  d«  1+0.100^;  ....  (15) 
ifl-J,  d-l+0.050jo;  ....  (16) 
if-  =  j,      d  =  1  +  0.035 /?;    ....     (17) 

if-  =  TV»    d=l +0.020 />;     ....     (18) 
For  elliptical  and  basket-handled  arches, 

U-  =  i,      d=.  1+0.070/? (19) 

By  Dejardin's  formulas  the  thickness  at  the  crown  decreases  as' 
the  rise  decreases,  which  seems  contrary  to  reason. 

1264.  Croizette-Desnoycrs,  a  French  authority,  recommends  the 
following  formulas: 

^  7  >  i      d  =  0.50  +  0,2SVTp;     .     .     .     (20) 

•^T-i      d  -  0.50  +  0.26V2^;     .     .     .     (21) 

r 
"7  =  tV»   d  =  0.50  +  0.20\/2 jo;      ...     (22) 

1266.  Notice  that  in  none  of  the  above  formulas  does  the  char- 
acter of  the  material  of  the  arch  ring  enter  as  a  factor.  Notice  also 
that  none  of  them  has  a  factor  depending  upon  the  amount  of  the 
load — either  live  or  dead. 
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1266.  Thickness  of  the  Aich  at  the  Springing.  If  tho  loads  are 
vertical,  the  horizontal  component  of  the  compression  on  the  arch 
ring  is  constant;  and  hence,  to  have  the  mean  pressure  on  the  joints 
uniform,  the  vertical  projection  of  the  joints  should  be  constant. 
This  principle  leads  to  the  following  formula,  which  is  frequently 
employed:  The  length,  measured  radially,  of  each  joint  between  the 
joint  of  rupture  and  the  crown  should  be  such  that  its  vertical  projection 
is  equal  to  the  depth  of  the  keystone.  In  algebraic  language,  this  rule 
is 

Z  =  d  sec  a, (23) 

in  which  I  is  the  length  of  the  joint,  d  the  depth  at  the  crown,  and  a 
the  angle  the  joint  makes  with  the  vertical. 

1267.  Trautwine  gives  a  formula  for  the  thickness  of  the  abut- 
ment, which  determines  also  the  thickness  of  the  arch  at  the  springing 
(see  §  1258). 

"The  augmentation  of  the  thickness  at  the  springing  line  is 
made,  by  the  Stephensons,  from  20  to  30  per  cent;  and  by  the 
Kennies  about  100  per  cent." 

1268.  Thickness  of  the  Abutment.    Trautwine's  formula  is 

i  =  0.2^  +  0.1r  +  2.0, (24) 

in  which  t  is  the  thickness  of  the  abutment  at  the  springing,  p  the 
radius,  and  r  the  rise — all  in  feet.  "The  above  formula  applies 
equally  to  the  smallest  culvert  or  the  largest  bridge — whether  cir- 
cular or  elliptical,  and  whatever  the  proportions  of  rise  and  span — 
and  to  any  height  of  abutment.  It  applies  also  to  all  the  usual 
methods  of  filling  above  the  arch,  whether  with  solid  masonry  to 
the  level  of  the  top  of  the  crown,  or  entirely  with  earth.  It  gives 
a  thickness  of  abutment  which  is  safe  in  itself  without  any  backing 
of  earth  behind  it,  and  also  against  the  pressure  of  the  earth  when  the 
bridge  is  unloaded.  It  gives  abutments  which  alone  are  safe  when 
the  bridge  is  loaded;  but  for  small  arches,  the  formula  supposes  that 
earth  will  be  deposited  behind  the  abutments  to  the  height  of  the 
roadway.  In  small  bridges  and  large  culverts  on  first-class  railroads, 
subject  to  the  jarring  of  heavy  trains  at  high  speed,  the  compara- 
tive cheapness  with  which  an  excess  of  strength  can  be  thus  given 
to  important  structures  has  led,  in  many  cases,  to  the  use  of  abutments 
from  one  fourth  to  one  half  thicker  than  those  given  by  the  preceding 
rule.  If  the  abutment  is  of  rough  rubble,  add  6  inches  to  the  thick- 
ness by  the  above  formula,  to  insure  full  thickness  in  everj^  part."* 

To  find  the  thickness  of  the  abutment  at  tho  bottom,  lay  off,  in 
Fig.  203,  OM  ==  <  as  computed  by  the  above  equation;  vertically  above 
n  lay  off  an  =  half  the  rise;  and  horizontally  from  a  lay  off  ab  =  one 
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forty-eighth  of  the  span.  Then  the  line  bn  prolonged  gives  the  back 
of  the  abutment,  provided  the  width  at  the  bottom,  sp,  is  not  less 
than  two  thirds  of  the  height,  os,  "In  practice,  os  will  rarely  ex- 
ceed this  limit,  and  only  in  arches  of  considerable  rise.  In  very  high 
abutments,  the  abutment  as  above  will  be  too  slight  to  sustain  the 
earth  pressure  safely.  "* 


Fig.  203.    Trautwine's  Rule  for  TmcKNEss  of  Abutment. 

To  find  the  thickness  of  the  arch,  compute  the  thickness  ce  by 
equation  10,  page  643,  draw  a  curve  through  e  parallel  to  the 
intrados,  and  from  b  draw  a  tangent  to  the  extrados;  and  then  will 
bfe  be  the  top  of  the  masonry  filling  above  the  arch.  Or,  instead  of 
drawing  the  extrados  as  above,  find  by  trial  a  circle  which  will  pass 
through  6,  e,  and  6',  the  latter  being  a  point  on  the  left  abutment 
corresponding  to  b  on  the  right. 

Trautwine's  rule,  or  a  similar  one,  for  proportioning  the  abutment 
and  the  backing  is  frequently  employed. 

1269.  Rankine  says  that  in  some  of  the  best  examples  of  bridges 
the  thickness  of  the  abutment  ranges  from  one  third  to  one  fifth  of 
the  radius  of  curvature  of  the  arch  at  its  crown. 

The  following  formula  is  said  to  represent  German  and  Russian 
practice, 

<-  1  +0.04(5s +  4A), (25) 

in  which  h  is  the  distance  between  the  springing  line  and  the  top  of 
the  foundation. 

1260.  DiMXNSlom  OF  AoTUAL  ARCHES.  Table  90,  page  648. 
shows  the  dimensions  of  a  niunber  of  the  longest  voussoir  arche  in 
the  world,  which  may  be  taken  as  representative  of  good  practice. 
Because  of  the  impossibility  of  obtaining  all  of  the  dimensions,  a 
few  arches  have  been  omitted  whose  spans  are  greater  than  some  of 
those  given.  Unfortunately,  there  is  a  difference  in  the  recorded 
dimensions  of  some  of  the  arches. 

♦  Trautwine's  Engineer's  Pocket-book. 


Art.  2.] 


Empiricai,  Ruler. 


647 


No.  1  ia  thk  lai^eat  masoniy  spao  in  the  worid.  For  further 
details  see  |  12S4. 

No.  3,  the  third  largest  masoniy  arth  (whether  voussoir  or  con- 
crete) in  the  world,  was  built  in  1377 — a  very  interesting  fact. 
However,  the  dates  and  the  dimensions  of  this  arch  are  somewhat 
\mcertain.  The  data  in  the  table  is  said  to  be  derived  from  about 
20  feet  of  each  abutment  that  remained  standing  in  1838.    Some 


TABLE  91. 
Dimensions  of  Abutments  from  French  Railroad  Phacttce.* 


Circular  Arcreb. 
crochet,  chemin  de  ter  de  Paris  i.  Char- 

De  Long-Sauts,  chemin  de  fer  de  Paris  h 

Chartres 

D'Enghien,  chemin  de  fer  du  Nord    

De  Punt.in,  canal  Ht.  Martin 

De  la  Baatile,  canal  St,  Martin 

De  Basses-G  ranges,  Orleans  ik  Tours 

SeO MENTAL   AhCHES. 

.    Fruitiera,  chemin  defer  du  Nord    ... 

De  Paida 

Do  M^iy,  chemin  de  fer  dii  Nord    

De  Couturette,  at  Arbois    

Over  the  Salat    _. _. 

De  la  rue  des  Abattturs,  at  Paria,  chemii 

de  fer  de  Strasbourg    

Overthe  Forth,  at  Stirling  

St.  Mttxence,  overthe  Oise   

Over  theOiee,  chemin  de  ferdu  Nord  ... 

De  Dorlaaton  

Elliptical  or  FAi£i>ELLiPTicAi.AficHBe 

DeCharolles     

Du  (Janal  St.  Denis    

De  Ch4teaii-Thierty     

De  D6le,  over  the  Douba 

Weliesley,  at  Limerick 

D'Orf  ana,  chemin  de  fer deVieraon, , 

DeTrilport  

Dq  Nantes,  over  the  Seine 

DeNeuilly,  over  the  Seine 


13.20 
a. 60 
14.20 

6.ao 

24.49 

12. 9G 
20.75 
27.86 
17.90 
16.55 


4.05 

s.go 

e.S3 
10.56 

9.90 
12.50 


11.71 
17.10 
19.14 

33.00 
18  00 
38.94 
31.65 

32,20 

5  2fi 
12. .35 
15.00 
11.86 
16.50 
18.40 
19.30 
28  90 


*  K  SbermaD  Qould  in  Van  Nattrand't  EtiginMring  Uagamf,  vol  xxix.  f,  4011 
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claim  that  the  bridge  was  never  completed  and  that  it  is  not  even 
known  whether  there  was  to  be  one  or  more  spans. 

No.  5  is  the  largest  voussoir  arch  in  this  country.  For  additional 
details,  see  §1286. 

No.  23  is  a  remarkable  bridge.     For  details  see  §  1288. 

No.  31  is  noted  for  its  boldness.  This  design  was  tested  by 
building  an  experimental  arch — at  Soupes,  France — of  the  propor- 
tions given  in  the  table,  and  12  feet  wide.  The  center  of  the  experi- 
mental arch  was  struck  after  four  months,  when  the  total  settlement 
was  1.25  inches,  due  mostly  to  the  mortar  joints,  which  were  about 
one  quarter  inch;  and  it  was  not  injured  by  a  distributed  load  of 
500  pounds  per  square  foot,  nor  by  a  weight  of  5  tons  falling  1.5 
feet  on  the  key. 

1261.  It  is  interesting  to  notice  that  most  of  the  arches  given  in 
Table  90,  page  648,  are  comparatively  recent.  It  is  also  interesting 
to  notice  that  some  of  the  older  arches  compare  very  favorably  with 
the  most  recent.  For  example,  compare  No.  23  with  the  next  one 
above  and  also  with  the  one  next  below  it;  and  compare  No.  22 
with  the  one  above  it.  However,  possibly  the  later  designer  was 
influenced  by  the  work  of  the  older  designer. 

1262.  DnoENSlONS  OF  Abutmxmts.  Table  91,  page  647,  gives 
the  dimensions  of  a  number  of  abutments  representative  of  French 
railroad  practice. 

Art.  3.    Arch  Centers. 

1263.  DBFIHITIOOT.  A  center  is  a  temporary  structure  for 
supporting  an  arch  while  in  process  of  construction.  It  usually 
consists  of  a  number  of  frames  (commonly  called  ribs)  placed  a  few 
feet  apart  in  planes  perpendicular  to  the  axis  of  the  arch,  and  covered 
with  narrow  planks  (called  lagging)  running  parallel  to  the  axis  of 
the  arch,  upon  which  the  arch  stones  rest.  The  center  is  usually 
wood — either  a  solid  rib  or  a  truss, — but  for  small  arches  is  some- 
times a  curved  rolled-iron  beam.  In  a  trussed  center,  the  pieces 
upon  which  the  laggings  rest  are  called  back-pieces. 

Centers  may  be  divided  into  two  classes,  viz.:  (1)  those  in  which 
the  supports  are  so  arranged  as  to  give  a  clear  opening  under  the  arch 
for  the  passage  of  vehicles  or  shipping;  and  (2)  those  whose  supports 
may  be  arranged  in  any  way  that  judgment  or  economy  may  dictate. 
Centers  of  the  first  class  are  usually  called  cocket  centers. 

1264.  The  Problem  of  Center  Oonstruotion.  The  framing, 
setting  up,  and  removing  of  the  center  is  an  important  feature  of 
the  construction  of  an  arch.  Since  the  center  is  a  temporary  structure, 
it  should  be  made  with  the  least  possible  expenditure  for  materials 
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and  labor,  and  with  the  greatest  salvage  of  useful  material  after  the 
arch  is  completed.  On  the  other  hand,  the  center  must  remain  as 
nearly  as  possible  immovable  in  position  and  invariable  in  form,  for 
any  change  in  the  position  or  in  the  shape  of  the  center,  due  to  in- 
sufficient strength  or  improper  bracing,  will  be  followed  by  a  change 
in  the  curve  of  the  intrados  and  consequently  of  the  line  of  resistance, 
which  may  endanger  the  safety  of  the  arch  itself;  and  when  the  time 
comes  to  remove  the  center,  it  must  move  altogether  and  without 
shock.  The  problem  then  is  to  build  a  structure  that  shs^U  be  im- 
movable imtil  movement  is  desired,  and  that  shall  then  move  at  will. 

1266.  Load  to  be  Supported.  If  there  were  no  friction,  the 
load  to  be  supported  by  the  center  could  be  computed  exactly;  but 
friction  betw^n  the  several  arch  stones 
and  between  these  and  the  center  renders 
all  formulas  for  that  purpose  very  uncer- 
tain. Fortunately,  the  exact  load  upon  the 
center  is  not  required;  for  the  center  is  only 
a  temporary  structure,  and  the  material 
employed  in  its  construction  is  not  entirely 
lost.  Hence  it  is  wise  to  assume  the  loads 
to  be  greater  than  they  really  will  be. 
Some  allowance  must  be  made  for  the  ac-  ^iq,  204. 

cumulation  of  material  on  the  center  and  for 

the  effect  of  jarring  during  erection.  The  following  analysis  of  the 
problem  will  show  roughly  what  the  forces  are  and  why  great  accu- 
racy is  not  possible. 

To  determine  the  pressure  on  the  center,  consider  the  voussoir 
DEFGy  Fig.  204,  and  let 

a  =  the  angle  which  the  joint  DE  makes  with  the  horizontal; 

fi  =  the   coefficient  of  friction   (see  Table  74,  page  464),  i.e., 
fi  is  the  tangent  of  the  angle  of  repose; 

0  =  the  angular  distance  of  any  point  from  the  crown; 

W  =  the  weight  of  the  voussoir  DEFG; 

N  =  the  radial  pressure  on  the  center  due  to  the  weight  of 
DEFG. 

If  there  were  no  friction,  the  stone  DEFG  would  be  supported 
by  the  normal  resistance  of  the  surface  DE  and  the  radial  reaction 
of  the  center.  The  pressure  on  the  surface  DE  would  then  be 
W  cos  a,  and  the  pressure  in  the  direction  of  the  radius  W  sin  a. 

Friction  causes  a  slight  indetermination,  since  part  of  the  weight 
of  the  voussoirs  may  pass  to  the  abutment  either  through  the  arch 
ring  or  through  the  back-pieces  (perimeter)  of  the  center.  Owing 
to  friction,  both  of  these  surfaces  will  offer,  in  addition  to  the  above, 
a  resistance  equal  to  the  product  of  the  perpendicular  pressure  and 
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the  coefficient  of  friction.  If  the  normal  pressure  on  the  joint  DE 
is  W  cos  a,  then  the  frictional  resistance  is  fi  W  cos  a.  Any  frictional 
resistance  in  the  joint  D  E  will  decrease  the  pressure  on  the  center 
by  that  amount;  and  consequently,  with  friction  on  the  joint  DE, 
the  radial  pressure  on  the  center  is 

N  =-W  (sin  a  —  /I  cos  a) (26) 

On  the  other  hand,  if  there  is  friction  between  the  arch  stone  and 
the  center,  the  frictional  resistance  between  these  surfaces  will 
decrease  the  pressure  upon  the  joints  DE,  as  computed  above;  and 
consequently  the  value  of  N  will  be  greater  than  in  equation  26. 

Notice  that  in  passing  from  the  springing  toward  the  crown  the 
pressure  of  one  arch  stone  on  the  other  decreases.  Near  the  crown 
this  decrease  is  rapid,  and  consequently  the  friction  between  the 
voussoirs  may  be  neglected.  Under  this  condition,  the  radial 
pressure  on  the  center  is 

N  =  W  cos9 (27) 

1266.  The  value  of  the  coefficient  to  be  employed. in  equation  26 
is  somewhat  uncertain.  Disregarding  the  adhesion  of  the  mortar, 
the  coefficient  varies  from  about  0.4  to  0.8  (see  Table  74,  page  464) ; 
and,  including  the  adhesion  of  good  cement  mortar,  it  may  be  nearly, 
or  even  more  than,  1.  (It  is  1  if  an  arch  stone  remains  at  rest,  with- 
out other  support,  when  placed  upon  another  one  in  such  a  position 
that  the  joint  between  them  makes  an  angle  of  45°  with  the  hori- 
zontal.) If  the  arch  is  small,  and  consequently  laid  up  before  the 
mortar  has  time  to  harden,  probably  the  smaller  value  of  the  co- 
efficient should  be  used;  but  if  the  arch  is  laid  up  so  slowly  that  the 
mortar  has  tune  to  harden,  a  larger  value  could,  with  equal  safety, 
be  employed.  As  a  general  average,  we  will  assume  that  the  coef- 
ficient is  0.58,  i.e.,  that  the  angle  of  repose  is  30°. 

Notice  that  by  equation  26,  iV  =  0,  if  tan  a  =  j^l;  that  is  to  say, 
iV  =  0,  if  a  =  30°.  This  shows  that  as  the  arch  stones  are  placed 
upon  one  another  they  would  not  begin  to  press  upon  the  center  rib 
until  the  plane  of  the  lower  face  of  the  top  one  reaches  an  angle  of 
30°  with  the  horizon. 

Table  92  gives  the  value  of  the  radial  pressure  of  the  several 
portions  of  the  arch  upon  the  center;  and  also  shows  the  difference 
between  applyiiiiz;  e(| nation  2(5  and  equation  27.  As  a  rough  approx- 
imation, for  a  full-c(Mitered  arcli,  o(|uation  27  may  be  applied  for  the 
first  30°  from  the  crown,  although  it  gives  results  slightly  greater 
than  th(^  real  pn^ssures;  and  for  the  second  30°,  equation  26  may  bQ 
employed,  although  it  gives  results  less  than  the  actual  pressure; 
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and  for  the  third  30°,  the  arch  stones  may  be  considered  self-sup- 
porting. .^ 

1267.  Example,  To  illustrate  the  method  of  usmg  Table  92, 
assume  that  it  is  required  to  find  the  pressure  on  a  back-piece  of  a 
20-foot  semicircular  arch  which  extends  from  30°  to  60°  from  the 
horizontal,  the  ribs  being  5  feet  apart,  and  the  arch  stones  being  2 
feet  deep  and  weighing  150  pounds  per  cubic  foot.  Take  the  sum 
of  the  decimals  in  the  middle  column  of  Table  92,  from  30°  to  50° 
inclusive,  which  is  2.20.  This  must  be  multiplied  by  the  weight  of 
the  arch  r(\stin^r  on  2°  of  the  centre.  An  an;  of  1°  is  equal  to  0.0175 
times  the  radius.  The  radius  to  the  middle  of  the  voussoir  is  11  feet, 
and  the  length  of  2°  of  arc  is  0.38  feet.  The  volume  of  2°  is  0.38  X 
5  X  2  =  3.S  cubic  feet;  and  the  weight  of  2°  is  3.8  X  150  =  570 
pounds.  Therefore  the  pressure  on  the  back-piece  is  570  X  2.20  = 
1,254  pounds. 


TABLE  92. 

Thb  Radial  Pressure  of  the  Arch  Stonh 
OF  A  Semi-Abch,  on  the  Center. 


Radial  Prersure  in  Terms  op  the 

Angle  of  the  Tx>wek 

Weight  op  the  Arch  Stone. 

Face  with  the 
horizontau 

By  Equation  26. 

By  Equation  27. 

30** 

0.00 

•  •  •  • 

ZTf" 

0.04 

•  •  •  • 

34* 

0.08 

•  •  •  • 

se** 

0.12 

•  •  •  • 

38*^ 

0.16 

•  •  •  • 

40** 

0.20 

•  •  •  • 

42» 

0.24 

0.67 

44* 

0.28 

0.69 

46* 

0.32 

0.72 

48* 

0.36 

0.74 

60* 

0.40 

0.76 

65* 

0.45 

0.82 

60* 

0.54 

0.86 

66* 

•  •  •  • 

0.91 

70* 

•  •  •  • 

0.94 

80* 

•  •  •  • 

0.98 

90* 

•  •  •  • 

1.00 

1268.  OUTLXME  VbRMS  OF  Obntebs.    SoUd  Wooden  Bib.    For 

flat  arches  of  10-foot  span  or  under,  the  rib  may  consist  of  a  plank, 
aa^  Fig.  205,  page  054,  10  or  12  inches  wide  and  1 J  or  2  inches  thick, 
set  edgewise,  and  another,  6,  of  the  same  thickness,  trimmed  to  the 
curve  ot  the  intrados  and  placed  above  the  fir^.    The  two  should  be 
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fastened  together  by  nailing  on  two  bleats   of  narrow  boards  as 
shown.    These  centers  may  be  placed  2  or  3  feet  apart. 

1269.  Built  Wooden  Bib.  For  flat  arches  of  10  to  30  feet  span, 
the  rib  may  consist  of  two  or  three  thicknesses  of  short  boards,  fitted 
and  nailed  (or  bolted)  together  as  shown  in  Fig.  206.  An  iron  plate 
is  often  bolted  on  over  the  joints  (see  Fig.  226,  page  669),  which  adds 
materially  to  the  rigidity  of  the  rib.  Centers  of  this  form  have  an 
astonishing  strength.  Trautwine  gives  the  two  following  examples 
which  strikingly  illustrate  this. 


Fio.  205. 


FiQ.  206. 


"In  the  first  of  these  examples,  this  form  of  center  was  employed 
for  a  semicircular  arch  of  35  feet  span,  having  arch  stones  2  feet 
deep.  Each  rib  consisted  of  two  thicknesses  of  2-inch  plank,  in 
lengths  of  about  6.5  feet,  treenailed  together  so  as  to  break  joint. 
Each  piece  of  plank  was  12  inches  deep  at  the  middle,  and  8  inches 
at  each  end,  the  top  edge  being  cut  to  suit  the  curve  of  the  arch. 
The  treenails  were  1.25  inches  in  diameter,  and  12  of  them  were  used 
to  each  length.  These  ribs  were  placed  17  inches  apart  from  center 
to  center,  and  were  steadied  together  by  a  bridging  piece  »of  1-inch 
board,  13  inches  long,  at  each  joint  of  the  planks,  or  about  3.25  feet 
apart.  Headway  for  traffic  being  necessary  under  the  arch,  there 
were  no  chords  to  unite  the  opposite  feet  of  the  ribs.  The  ribs  were 
covered  with  close  board-lagging,  which  also  assisted  in  steadying 
them  together  transversely.  As  the  arch  approached  about  two 
thirds  of  its  height  on  each  side,  the  ribs  began  to  sink  at  the  haunches 
and  rise  at  the  crown.  This  was  rectified  by  loading  the  crown  with 
st'One  to  be  used  in  completing  the  arch,  which  was  then  finished 
without  further  trouble." 

The  other  example  was  an  elliptic  arch  of  60  feet  span  an'd  15 
feet  rise,  the  arch  stones  being  3  feet  deep  at  the  crown  and  4  feet 
at  the  springing.  "Each  frame  of  the  center  was  a  simple  rib  6 
inches  thick,  composed  of  three  thicknesses  of  2-inch  oak  plank, 
in  lengths  (about  7  to  15  feet)  to  suit  the  curve  and  at  the  same 
time  to  preserve  a  width  of  about  16  inches  at  the  middle  ot  each 
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length  and  12  inches  at  each  of  its  ends.  The  segments  broke  joints, 
and  were  well  trcenailed  together  with  from  ten  to  sixteen  treenails 
to  each  length.  There  were  no  chords.  These  ribs  were  placed  18 
inches  from  center  to  center,  and  were  steadied  against  one  another 
by  a  board  bridging-piece,  1  foot  long,  at  every  5  feet.  When  the 
arch  stones  had  approached  to  within  about  12  feet  of  each  other, 
near  the  middle  of  the  span,  the  sinking  at  the  crown  and  the  rising 
at  the  haunches  had  become  so  alarming  that  pieces  of  12-  by  12- 
inch  oak  were  hastily  inserted  at  intervals  and  well  wedged  against 
the  arch  stones  at  their  ends.  The  arch  was  then  finished  in  sections 
between  these  timbers,  which  were  removed  one  by  one  as  the  arch 
was  completed." 

Although  the'  above  examples  can  not  be  commended  as  good 
construction — ^the  flexibility  of  the  ribs  being  so  great  as  to  endanger 
the  stability  of  the  arch  during  erection  and  to  break  the  adhesion 
of  the  mortar,  thus  decreasing  the  strength  of  the  finished  arch, — 
they  are  very  instructive  as  showing  the  strength  attainable  by  this 
method  of  construction. 

1270.  The  above  form  of  center  is  frequently  employed,  partic- 
ularly in  tunnels,  for  spans  of  20  to  30  feet,  precautions  being  taken 
to  have  the  pieces  break  joints,  to  secure  good  bearings  at  the  joints, 
and  to  nail  or  bolt  the  several  segments  firmly  together.  The  centers 
for  the  25-foot  arch  of  the  Musconetcong  (N.  J.)  tunnel  on  the  Lehigh 
Valley  R.  R.  consisted  of  segments  of  3-inch  plank,  5  feet  8  inches 
long,  14  inches  wide  at  the  center,  and  8  inches  at  the  ends,  bolted 
together  with  four  J-inch  and  four  J-inch  bolts  each,  and  14-  by  8- 
inch  pieces  of  plate-iron  over  the  joints.  Where  the  center  was 
required  to  support  the  earth  also,  a  three-ply  rib  was  employed; 
but  in  other  positions  two-ply  ribs,  spaced  4  to  5  feet  apart,  were 
used.  Centers  of  this  form  have  successfully  stood  in  very  bad 
ground  in  the  Musconetcong  and  other  tunnels;*  and  hence  we 
may  infer  that  they  are  at  least  suflBciently  strong  for  any  ordinary 
arch  of  30  feet  span. 

Although  not  necessary  for  stability,  it  is  wise  to  connect  the 
feet  of  the  rib  by  nailing  a  narrow  board  on  each  side,  to  prevent 
the  end  of  the  rib  from  spreading  outwards  and  pressing  against  the 
masonry— thus  interfering  with  the  striking  of  the  center— and  also 
to  prevent  deformation  in  handling  it. 

1271.  Braced  Wooden  Bib.  For  semicircular  arches  of  15  to  30 
feet  span,  a  construction  similar  to  that  shown  in  Fig.  226  (page  669) 
may  be  employed.  The  segments  should  consist  of  two  thicknesses 
of  1-  or  2-inch  plank,  according  to  span,  from  8  to  12  inches  wide 
at  the  middle,  according  to  the  length  of  the  segments.    The  ho]> 

*  Drinker's  Tunneling,  p.  548. 
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zontal  chord  and  the  vertical  tie  may  each  be  made  of  two  thicknesses 
of  the  plank  from  which  the  segments  are  made. 

For  greater  rigidity,  the  rib  may  be  further  braced  by  any  of 
the  methods  shown  in  outline  in  Figs.  207,  208,  209,  or  by  obvious 
modifications  of  them.  The  form  to  be  adopted  often  depends  upon 
the  passageway    required   under  the  arch.     Fig.  207  is  supported 


Fig.  207. 


Fia.  208. 


Fio.  209. 


by  a  post  under  each  end;  Fig.  208  may  be  supported  at  the  middle 
point  also;  and  Fig.  209  may  be  supported  at  both  middle  points 
as  well  as  at  the  ends. 

Since  the  arch  masonry  near  the  springing  does  not  press  upon 
the  center,  that  portion  of  the  arch  may  be  laid  with  a  template 
before  the  center  is  set  up;  and  hence  frequently  the  center  of  a 
semicircular  arch  does  not  extend  down  to  the  springing  line.  For 
examples,  see  Figs.  222  and  226  (page  667  and  669). 

Center  frames  are  usually  put  together  on  a  temporary  platform 
or  the  floor  of  a  large  room,  on  which  a  full-size  drawing  of  the  rib 
is  first  drawn. 

1272.  Trussed  Center.  When  the  span  is  too  great  to  employ 
any  of  the  centers  described  above,  it  becomes  necessary  to  construct 


Fio.  210. 


Fig.  211. 


trussed  centers.  It  is  not  necessary  here  to  discuss  the  principles 
of  trussing,  or  of  finding  the  stresses  in  the  several  pieces,  or  of  deter- 
mining the  sections,  or  of  joining  the  several  pieces, — all  of  which 
are  fully  described  in  treatises  on  roof  and  bridge  construction. 
There  is  a  very  great  Variety  of  methods  of  constructing  such  centers 
Figs.  210  and  211  show  two  common,  simple,  and  efficient  general 
forms.  For  detailed  examples,  see  Fig.  218  (page  663),  Fig.  222 
(page  667),  and  Fig.  226  (page  669). 
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1S73.  Gambke.  Stiictlv.  the  center  should  be  constnicted  with 
a  camber  just  equal  to  the  amount  it  will  yield  when  loaded  with 
the  arch;  but,  since  the  load  is  indeterminate,  it  is  impossible  to 
compute  accurately  what  this  will  be.  Of  course,  the  camber  de- 
pends upon  the  unit  strain  in  the  material  of  the  center.  The  rule 
IS  frequently  given  that  the  camber  should  be  one  four-hufinimitJh 
of  the  radius;  but  this  is  too  great  for  the  excessively  heavA^  centei^ 
ordinarily  used.  It  is  probably  better  to  build  the  centers  true,  and 
guard  against' undue  settling  by  giving  the  frames  great  stiffness: 
and  then  if  unexpected  settling  does  take  place,  tighten  the  striking 
wedges  slightly. 

The  two  sides  of  the  arch  should  be  carried  up  equally  fast,  to 
prevent  distortion  of  the  center. 

1274.  Strikivo  thb  OanxsL  The  Matiiod.  The  ends  of  the 
ribs  or  center-frames  usually  rest  upon  a  timber  lying  parallel  to, 
and  near,  the  springing  line  of  the  arch.  This  timber  is  supported  by 
wedges,  preferably  of  hard  wood,  resting  upon  a  second  stick,  which 
is  in  turn  supported  by  wooden  posts — usually  one  under  each  end  of 
each  rib.  The  wedges  between  the  two  timbers  are  useii  in  removing 
the  center  after  the  arch  is  completed,  and  are  known  as  striking 
wedges.  They  consist  of  a  pair  of  folding  wedges — 1  to  2  feet  long, 
6  inches  wide,  and  having  a  slope  of  from  1  to  5  to  1  to  10 — placeil 
under  each  end  of  each  rib.  It  is  necessarv  to  remove  the  center 
slowly,  particularly  for  large  arches;  and  hence  the  striking  wedges 


FiQ.  212. 

should  have  a  very  slight  taper, — the  larger  the  span  the  smaller 
the  taper. 

The  center  is  lowered  by  driving  back  the  wedges.  To  lower 
the  center  uniformly,  the  wedges  must  be  dri\Tin  back  equally. 
This  is  most  easily  accomplished  by  making  a  mark  on  the  side  of 
each  pair  of  wedges  before  commencing  to  drive,  aiid  then  moving 
each  the  same  amount. 

1275.  Instead  of  separate  pairs  of  folding  wedges,  as  abo\'e,  a 
compound  wedge.  Fig.  212,  is  sometimes  employeil.  The  pieces 
A  and  B  are  termed  striking  plates.  The  ribs  rest  upon  the  former, 
and  the  latter  is  supported  by  the  wooden  posts  before  referred  to. 
The  wedge  C  is  held  in  place  during  the  construction  of  the  areh 
by  the  keys,  K,  K,  etc.,  each  of  which  is  a  pair  of  folding  wedges. 
42 
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To  lower  the  center,  the  keys  are  knocked  out  and  the  wedge  C  is 
driven  back.  The  piece  C  is  usually  as  long  as  the  arch,  and  supports 
one  end  of  all  the  ribs.  With  large  arches,  say  80  to  100  feet  span, 
it  is  customary  to  support  each  rib  on  a  compound  wedge  running 
parallel  to  the  chord  of  the  center  (perpendicular  to  the  axis  of  the 
arch).  The  piece  C  is  usually  made  of  an  oak  stick  10  or  12  inches 
square.     The  individual  wedges  are  from  4  to  6  feet  long. 

P'or  the  larger  arches,  the  compound  wedge  is  driven  back  with 
a  heavy  log  battering-ram  suspended  by  ropes  and  swung  t)ack  and 
forth  by  hand.  The  inclined  surfaces  of  the  wedges  should  be  lub- 
ricated when  the  center  is  set  up,  so  as  to  facilitate  the  striking. 

1276.  An  ingenious  device,  first  employed  in  1855  at  the  Pont 
d'Alma  arch,  Paris,  France, — 141  feet  span  and  28  feet  rise, — con- 
sisted in  supporting  the  center-frames  on  wooden  pistons  or  plungers, 
the  feet  of  which  rested  on  sand  confined  in  plate-iron  cylinders  1 
foot  in  diameter  and  about  1  foot  high.  Near  the  bottom  of  each 
cylinder  there  was  a  plug  which  could  be  withdrawn  and  replaced  at 
pleasure,  by  means  of  which  the  outflow  of  the  sand  was  regulated, 

and  consequently  also  the  descent  of  the 
center.  This  method  is  particularly  useful 
for  large  arches,  owing  to  the  greater  facility 
with  which  the  center  can  be  lowered.  For 
an  example  of  its  use,  see  Fig.  222,  page  667. 
The  sand  should  be  clean,  fine,  and  dry; 
vj   j  J  j        u^        and  the  space  between  the  plunger  and  the 

^_j--lijp:^ — crrn      ^    cylinder  should  be  relatively  small,  or  should 

*> ^    be  filled  with  a  ring  of  neat  cement  mortar. 

Another  ingenious  device  for  lowering 
arch  centers  has  recently  been  employed 
several  times  in  Austria.*  The  special  fea- 
ture is  a  crushing  block  of  soft  wood  of  the 
shape  shown  in  Fig.  213.  The  two  feet  of 
the  block  have  sufficient  bearing  area  to  hold 
up  the  load  during  erection  without  sensible 
crushing;  but  it  is  so  shaped  that  by  sawing  off  the  end  portions 
of  the  block,  the  bearing  area  may  be  successively  reduced,  and  thus 
cause  the  ends  to  crush  down  and  allow  the  centers  to  settle  away 
from  the  arch. 

For  still  another  ingenious  method,  see  item  3  of  §  1367. 

1277.  The  Time.  There  is  a  great  difference  of  opinion  as  to  the 
proper  time  for  striking  the  centers  of  voussoir  arches.  Some  hold 
that  the  center  should  be  struck  as  soon  as  the  arch  is  completed  and 
the  spandrel  filling  is  in  place;  while  others  contend  that  the  mortar 

*  Engineering  News,  vol.  lix,  p.  687, — May  28,  1908. 
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should  be  given  time  to  harden.  It  is  probably  best  to  slacken  the 
centers  as  soon  as  the  keystone  is  in  place,  so  as  to  bring  all  the  joints 
under  pressure.  The  length  of  time  which  should  elapse  before  the 
centers  are  finally  removed  should  vary  with  the  kind  of  mortar 
employed,  and  also  with  its  amount.  In  brick  and  rubble  arches  a 
large  proportion  of  the  arch  ring  consists  of  mortar;  and  if  the  center 
is  removed  too  soon,  the  compression  of  this  mortar  might  cause  a 
serious  or  even  dangerous  deformation  of  the  arch.  Hence  the  centers 
of  such  arches  should  remain  until  the  mortar  has  not  only  set,  but 
has  attained  a  considerable  part  of  its  ultimate  strength, — this 
depending  somewhat  upon  the  maximum  compression  in  the  arch. 

Frequently  the  centers  of  bridge  arches  are  not  removed  for 
three  or  four  months  after  the  arch  is  completed;  but  usually  the 
centers  for  the  arches  of  tunnels,  sewers,  and  culverts  are  removed 
as  soon  as  the  arch  is  turned  and  about  half  of  the  spandrel  filling  is 
in  place. 

Art.  4.    Details  of  Construction. 

1278.  In  this  article  a  few  details  of  construction  will  be  briefly 
considered,  and  illustrations  will  be  given  of  actual  arches  and  centers. 

1279.  Baokino.  Backing  is  masonry  of  inferior  quality  laid 
outside  and  above  the  arch  stones  proper,  to  give  additional  security. 
The  backing  is  ordinarily  coursed  or  random  rubble,  but  some- 
times concrete.  Sometimes  the  upper  ends  of  the  arch  stones 
are  cut  with  horizontal  surfaces,  in  which  case  the  backing  is  built 
in  courses  -of  the  same  depths  as  these  steps  and  bonded  with  them. 
The  backing  is  occasionally  built  in  radiating  courses,  whose  beds 
are  prolongations  of  the  bed-joints  of  the  arch  stones;  but  it  usually 
consists  of  rubble,  laid  in  horizontal  courses  abutting  against  the  arch 
ring,  with  occasional  arch  stones  extending  into  the  former  to  bond 
both  together.  The  radial  joints  possess  some  advantages  in 
stability  and  strength,  particularly  above  the.  joint  of  rupture; 
but  below  that  joint  the  horizontal  and  vertical  joints  are  best,  since 
this  form  of  construction  the  better  resists  the  overturning  of  the 
arch  outward  about  the  springing  line.  Ordinarily,  the  backing  has 
a  zero  thickness  at  or  near  the  crown,  and  gradually  increases  to  the 
springing  line;  but  sometimes  it  has  a  considerable  thickness  at  the 
crown,  and  is  proportionally  thicker  at  the  springing. 

It  is  impossible  to  compute  the  degree  of  stability  obtained  by 
the  use  of  backing;  but  it  is  certain  that  the  amount  ordinarily 
employed  adds  very  greatly  to  the  stability  of  the  arch  ring.  In 
fact,  many  arches  are  little  more  than  abutting  cantilevers;  and  it 
is  probable  that  often  the  backing  alone  would  support  the  structure, 
if  the  arch  ring  were  entirely  removed. 
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1380.  Hollow  S?AKDBXL8.  Sinre  the  roadway  must  not  deviate 
greatly  from  a  horizontal  line,  a  considerable  quantity  of  material  is 
required  above  the  backing  to  brinp  the  roadway  leveL  Ordinarily 
this  space  is  filled  with  earth,  gravel,  broken  stone,  cinders,  etc. 
Sometimes,  to  save  filling  and  also  to 
lighten  the  load  upon  the  arch,  small  arches 
are  built  over  the  haunches  of  the  main 
arch,  as  shown  in  Fig.  214.  The  interior 
longitudinal  walls  may  be  strengthened  by 
transverse  walls  between  them.  To  dis- 
tribute the  pressure  uniformly,  the  feet 
of  these  walls  should  be  expanded  by  foot- 
ings where  they  rest  upon  the  back  of 
the  arch. 

1281.  When  the   load  is  entirely  star 
tionary — as  in  an  aqueduct  or  canal  bridge 
— or  nearly  so — as  in   a  long  span  arch 
under   a  high  railroad  embankment — the 
materials  of  the  spandrel  filling  and  the  size  and  position  of  the 
empty  spaces  may  be  such  as  to  cause  the  line  of  resistance  to  co- 
incide, at  least  very  nearly,  with  the  center  of  the  arch  ring. 


For  example,  ABCD,  Fig.  215,  represents  a  semi-arch  for  which 
it  is  required  to  find  a  disposition  of  the  load  that  will  cause  the 
line  of  resistance  to  coincide  with  the  center  line  of  the  arch  ring. 
Divide  the  arch  into  any  convenient  number  of  voussoirs,  and  also 
divide  the  load  into  a  corresponding  number  of  divisions  by  vertical 
lines  as  shown.  From  P  draw  radiating  lines  parallel  to  the  tangents 
of  the  center  line  of  the  arch  ring  at  a,  b,  c,  etc.;  and  then  at  such  a 
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distance  from  P  that  01  shall  represent,  to  any  convenient  acale,  the 
load  on  the  first  section  of  the  arch  ring  (including  its  own  weight) , 
draw  a  vertical  line  through  0;  and  then  the  intercepts  0-1,  IS, 
2-S,  etc.,  represent,  to  acale,  the  loads  which  the  several  divisions 
must  have  to  cause  the  line  of  resistance  to  coincide  with  the  center 
of  the  arch  ring.  Lay  off  the  distances  0-1,  1-2,  etc.,  at  the  centers 
of  the  respective  sections  vertically  upwards  from  the  center  line  of 
th(r  arch  ring,  and  trace  a  curve  through  their  upper  ends.  The  line 
thus  formed — EF,  Fig.  210,  page  656^shows  the  required  amount 
of  homogeneous  load;  i.e.,  EF  is  the  contour  of  the  homogeneous 
load  that  will  cause  the  line  of  resistance  to  pass  approximately 
through  the  center  of  each  joint. 

Hence,  by  choosing  the  material  of  the  spandrel  filling  and 
arranging  the  empty  spaces  so  that  the  actual  load  shall  be  equivalent 
in  intensity  and  distribution  to  the  reduced  load  obtained  as  above, 
the  voussoirs  can  be  made  of  moderate  depth. 


Fio.  216.     Pi^tTXN  Arch. 

For  three  different  methods  of  lightening  the  haunches,  see 
Fig.  217,  page  662,  Fig.  219,  page  664,  and  Fig.  220,  page  665. 

1282.  Notice  that  the  lines  radiating  successively  from  P,  Fig.  215, 
will  intercept  increasing  lengths  on  the  load-line;  and  that,  there- 
fore, the  load  which  will  keep  a  circular  arch  in  equilibrium  must 
increase  in  intensity  per  horizontal  foot,  from  the  crown  towards 
the  springing,  and  must  become  infinite  at  the  springing  of  a  semi- 
circular arch.  Hence  it  follows  that  it  is  not  practicable  to  load 
a  circular  arch,  beyond  a  certain  distance  from  the  crown,  so  that 
ihe  line  of  resbtance  shall  coincide  with  the  center  line  of  the  arch 
ring. 

1283.  EzAHPUS  or  Toussoia  Akobu.  a  few  illustrations  of 
actual  arches  will  be  given  to  show  some  of  the  details  of  construction 
of  arches  and  of  centers.  Space  will  not  permit  a  full  presentation 
of  all  important  details,  but  a  few  examples  will  be  given  to  illuatrate 
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the  general  principles  discussed  in  the  preceding  portions  of  this 
chapter. 

1284.  Flauen  Ateh.  Fig.  21G,  page  661,  shows  a  half  section  of 
the  largest  masonry  arch  in  the  world — see  Table  90,  pages  648. 

The  total  span  is  295.3  ft.  and  the  total  rise  is  59.5  ft.;  but  the 
span  of  the  arch  proper  is  213.3  ft.,  and  the  rise  21.2  ft.  The  largest 
of  the  transverse  arches  through  the  haunch  is  for  the  passage  of 
a  street.  Between  the  crown  and  the  transverse  arches  are  longi- 
tudinal arches.* 

1286.  Luzembnrff  Atch.  Fig.  217  shows  a  half  cross  section  of 
the  second  largest  voussoir  arch  in  the  world — see  Table  90, 
pages  648.      Nominally  the  span  is  277.7  ft.,  and  the  rise  101.7 
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ft.;  but  really  the  span  of  the  arch,  counting  from  the  top  of  the 
curved  abutment,  is  only  233  ft.,  and  the  rise  only  53  ft.  The  bridge 
cairies  a  32-ft.  roadway  and  two  10-ft.  sidewalks.  The  arch  consists 
of  two  parallel  ribs  each  approximately  18  ft.  wide,  set  approximately 
18  ft.  apart,  with  a  reinforced  concrete  floor  slab  spanning  the  dis- 
tance between  them.  This  is  an  original  and  truly  noteworthy  con- 
ception. The  advantages  of  this  feature  are:  1.  The  amount  of 
masonry,  and  consequently  the  cost,  is  reduced  nearly  one  third. 
2.  By  dividing  the  aich  it  was  possible  to  complete  an  arch  ring  in  a 
single  working  season.  3.  The  centers  for  the  first  arch  ring  can  be 
moved  over  anil  be  used  again  for  the  second. 

The  design  has  been  criticized  adversely  for  the  following  reasons: 
1.  The  full  arch  is  not  visible,  or  rather  the  skcwback  is  invisible, 
which  gives  an  inartistic  efl'cct.     2.  The  curved  abutment  looks  like 
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a  column  that  is  bending  under  its  load,  and  tends  to  give  an  impres- 
sion of  instability.* 

1286.  Oabin  John  Areb.  Fig.  218.t  p&ge  663,  shows  the  eleva- 
tion of  the  Cabin  John  voussoir  arch,  near  Washington,  D.  C.  It 
was  completed  in  1S59.    The  arch  is  a  circular  arc  of  110°;   and 


Longitudinal     Seof 

Fia.  219.     BELiiETiELD  Abcb. 

carries  a  conduit  (clear  diameter  9  feet)  and  a  carriage-way  (width 
20  feet) .  The  top  of  the  roadway  is  101  feet  above  the  bottom  of  the 
ravine.     The  vouasoire  are  Quincy  (Mass.)  granite,  and  are  2  feet 

*  For  additional  data,  and  illustrations  of  the  arch  and  the  center,  Bee  Enffitieering 
JVnw,  vol.  xlvii,  p.  179-180,  193,  254. 

t  Compiled  from  photographs  taken  during  the  pn^reas  of  tha  work  (1&6&-I860)i 
b^  courtesy  of  Gen.  M.  C.  M^ga,  chief  eDgineer. 
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thick,  and  4  feet  deep  at  the  crown  and  6  feet  at  the  springing.  The 
spandrel  filling  is  composed  of  Seneca  sandstone,  which,  for  a  distance 
above  the  arch  of  4  feet  at  the  crown  and  15  feet  at  the  springing, 
is  laid  in  regular  courses  with  joints  radial  to  the  intradoe;  and 
hence  the  effective  thickness  of  the  arch  is  about  8  feet  at  the  crown 
and  about  21  feet  at  the  springing. 

For  more  than  forty  years  this  was  the  largest  masonry  arch  in 
the  world;  and  at  present  it  is  the  largest  voussoir  arch  in  this  coun- 
try. It  is  also  the  largest  masonry  arch  in  this  country,  except  two 
concrete  arches  — see  Nos.  1  and  2  of  Table  99,  page  703. 

1287.  Bellefield  Arch.  Fig.  219  shows  a  half  section  and  par- 
tial plan  of  the  main  arch  of  Bellefield  bridge  at  the  entrance 
to  Schenley  Park,  Pittsburg,  Pa.  For  the  main  dimensions  of  the 
arch,  see  No.  20  of  Table  90,  page  648.     Fig.  219  is  given  to  show 
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the  method  of  securing  empty  spaces  in  the  spandrel  filling.  The 
spandrel  walls  parallel  to  the  roadway  are  built  of  rubble  masonry, 
and  are  connected  at  their  top  by  brick  arches;  and  the  transverse 
spandrel  walls,  also  built  of  rubble,  are  stopped  on  a  level  with  the 
springing  line  of  the  brick  arches.  Notice  the  concrete  backing 
near  the  crown  between  the  extrados  and  the  roadway.* 

1288.  Pont-7-Prydd  Arch.  Fig.  220  shows  a  half  section  of 
the  Pont-y-Prydd  bridge— see  No.  25  of  Table  90,  page  648.  This 
is  a  remarkable  bridge.  It  was  built  by  an  "uneducated" 
mason  in  1750;  and  although  a  very  rude  construction,  is  still  in 
perfect  condition.  A  former  bridge  of  the  same  general  design  at 
the  same  place  fell,  on  striking  the  centers,  by  the  weight  of  the 
haunches  forcing  up  the  crown;  and  hence  in  building  the  present 
structure  the  load  on  the  haunches  of  the  arch  was  lightened  by 

*  For  additional  data  and  illustrations,  see  Engineering  Record,  June  9,  1899;  or 
Engineering  Newe,  June  22, 1899. 
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leaving  horizontal  cylindrical  openings  through  the  spandrel  filling. 
The  cylindrical  arches  extend  from  the  face  of  one.  parapet  wall  to 
that  of  the  other.  In  addition,  the  filling  immediately  over  the  arch 
and  around  the  cylinders  was  charcoal.  This  is  among  the  first 
applications  of  this  method  of  lessening  the  load  on  the  hamiches. 
Between  the  surface  of  the  roadway  and  the  extrados  is  rubble  mas- 
oniy  laid  with  horizontal  joints.  The  outer,  or  showing,  arch 
stones  are  2.5  feet  deep,  and  that  depth  is  made  up  of  two  stones; 
and  the  inner  arch  stones  are  only  1.5  feet  deep,  and  but  from  6  to 
9  inches  thick.  The  stone  quarried  with  tolerably  fair  natural  beds, 
and  received  little  or  no  dressing.  It  is  a  wagon-road  bridge,  and  has 
almost  no  spandrel  filling,  the  roadway  being  very  steep.  A  stress 
sheet  of  the  arch  shows  that  the  line  of  resistance  remains  veiy  near 


the  center  of  the  arch  ring.  The  maximum  pressure  Is  about  1,025 
pounds  per  square  inch.  It  is  an  example  of  very  creditable  en- 
gineering. 

1289.  PennsylTania  B.  B.  Bridge.  Fig.  221  shows  one  of  the 
spans  of  Little  Juniata  Bridge  No.  12  on  the  Pennsylvania  Rail- 
road; and  is  given  mainly  to  show  (1)  the  method  of  draining 
an  arch  and  (2)  the  amount  of  backing  that  is  ordinarily  employed.* 
Formerly  the  backing  was  usually  rubble  masonry,  but  now  it  is 
generally  concrete;  and  in  either  case,  the  amount  is  ordinarily 
enough  to  add  materially  to  the  strength  of  the  structure,  although 
the  backing  is  not  usually  considered  in  computing  the  strength 
of  the  arch. 

1290.  EXAMFUS  OF  Aboh  Oehtebs.  Fig.  222  shows  the  center 
designed  for  the  60-foot  granite  arches  of  the  Washington  Bridge 

•  By  cuurt«fly  of  Williiim  H,  Brown,  Chief 
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over  the  Harlem  River,  New  York  City.*  The  bridge  is  80  feet 
wide,  and  fifteen  ribs  were  employed.  Notice  that  the  center 
does  not  extend  to  the  springing  line  of  the  arch,  the  first  fifteen  feet 
of  the  arch  being  laid  by  a  template. 


Wabhinoton  Bridob. 


For  other  examples  of  arch  centers,  see  Fig.  218,  page  663,  and 
Fig.  226,  page  669. 

1291.  SFEOiriOATioirarOBSTOIiE-ABOH  HjUONBT.  See  Appendix 
III,  page  729,  for  the  standard  specifications  of  the  American  Railway 
Engineering  and  Maintenance  of  Way  A.s80ciation  for  stone-arch 
masonry. 

Akt.  5.    Brick  Arches. 

1393.  Brick  masonry  is  much  used  in  constructing  arched  sewers 
and  for  arched  tunnel  lining.  Owing  to  their  great  number  of  joints, 
brick  arches  are  likely  to  settle  much  more  than  stone  ones  when 
the  centers  are  removed;  and  hence  are  less  suitable  than  stone  for 
lai^e  or  for  flat  arches.  Nevertheless  a  number  of  brick  arches  of 
large  span  have  been  built.  For  some  striking  examples,  see  No. 
28,  and  30  of  Table  90,  page  648;  and  many  bri«rk  arches  having 
spans  from  50  to  80  feet  have  been  built.  However,  such  large 
brick  arches  were  built  before  plain  and  reinforced  concrete  became 
so  common  as  at  present. 

1293.  Bond   m    Beiok   Aroheb.     The    only   matter    requiring 

special  mention  in  connection  with  brick  arches  in  the  bond  to  be 

•  By  oourUay  of  Wm.  R.  Uuttun,  Chief  E 
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employed.  When  the  thickness  of  the  arch  exceeds  a  brick  and  a 
half,  the  bond  from  the  soffit  outwanl  ixxjuirea  attention.  There  are 
three  principal  methods  employed  in  bonding  brick  arches.  (1) 
The  arch  may  be  built  in  concentric  rings;  i.e.,  all  the  brick  may  be 
laid  as  stretchers,  with  only  the  tenacity  of  the  mortar  to  unite  the 
several  rings  (aee  Fig.  223),  This  form  of  construction  is  frequently 
called  Towlock  bond.  (2)  Part  of  the  brick  may  be  laid  as  stretchers . 
and  part  as  headers,  as  in  ordinary  walls,  by  thickening  the  outer 
ends  of  the  joints — either  by  using  more  mortar  or  by  driving  in  thin 
pieces  of  slate — so  that  there  shall  be  the  same  number  of  bricks  in 
each  ring  (see  Fig.  224).     This  form  of  construction  is  known  aa 


header  and  stretcher  bond,  or  is  described  as  being  laid  with  coniiniunis 
radial  joints.  (3)  Block  in  course  bond  is  formed  by  dividing  the  arch 
into  sections  similar  in  shape  to  the  voussoirs  of  stone  arches,  and 
laying  the  brick  in  each  section  with  any  desired  bond,  but  making 
the  radial  joints  between  the  sections  continuous  from  intrados  to 
estrados.  With  this  form  of  construction,  it  is  customary  to  lay  one 
section  in  rowlock  bond  and  the  other  with  radial  joints  continuous 
from  intrados  to  extrados,  the  latter  section  being  much  narrower 
than  the  former  (see  Fig.  225). 

1.  The  objection  to  laying  the  arch  in  concentric  rings  is  that, 
since  the  rings  act  nearly  or  quite  independently  of  each  other,  the 
proportion  of  the  load  carried  by  each  can  not  be  determined.  A 
ring  may  be  called  upon  to  support  considerably  more  than  its  proper 
share  of  the  load.  This  is  by  far  the  most  common  form  of  bonding 
in  brick  arches,  and  that  this  difficulty  does  not  more  often  manifest 
itself  is  doubtless  due  to  the  very  low  unit  working  pressure  employed. 
The  mean  pressure  on  brick  masonry  arches  ordinarily  varies  from 
20  to  40  pounds  per  square  inch,  under  which  condition  a  single 
ring  might  carry  the  entire  pressure  (see  J  622-27).     The  objection 
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to  this  form  of  bond  can  be  partially  removed  by  using  the  very  best 
cement  mortar  between  the  rings. 

The  advantages  of  the  ring  bond,  particularly  for  tunnd  Bad 
sewer  arches,  are:  a..  It  gives  4-inch  toothings  for  connecting  with 
the  succeeding  section,  while  the  others  give  only  2-inch  toothings 
along  much  of  the  outline,  b.  It  requires  less  cement,  is  more  rapidly 
laid,  and  is  less  liable  to  be  poorly  executed,  c.  It  possesses  certain 
advantages  in  facilities  for  drainage,  when  laid  in  the  presence  of 
water. 

2.  The  objection  to  laying  the  arch  with  continuous  radial  jointe 
is  that  the  outer  ends  of  the  joints,  being  thicker  than  the  iimer, 
will  jdeld  more  than  the  latter  as  the  centers  are  removed,  and  hence 
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concentrate  the  pressure  on  the  intrados.  This  objection  is  not 
serious  when  this  bond  is  employed  in  a  narrow  section  between  two 
larger  sections  lai<l  in  rowlock  courses  (see  Fig.  225) . 

3.  When  the  brickwork  is  to  be  subject  to  a  heavy  pressure, 
some  form  of  the  block  in  course  bond  should  be  employed.  For 
economy  of  labor,  the  "  blocks  "  of  headers  should  be  placed  at  surh 
a  distance  apart  that  between  each  pair  of  them  there  shall  be  one 
more  course  of  stretchers  in  the  outer  than  in  the  inner  ring;  but  a 
moment's  consideration  will  show  that  this  would  make  each  section 
about  half  as  long  as  the  radius  of  the  arch, — which,  of  course,  is 
too  loi^  to  be  of  any  material  benefit.  Hence,  this  method  neces- 
sitates the  use  of  thin  bricks  at  the  ends  of  the  rings. 

13M.  EZAISPU  or  BbioE  Aboh.  Fig.  226  shows  the  bond 
and  the  center  employed  in  arching  the  Vosburg  tunnel  on  the 
Lehigh  Valley  Railroad.* 

*  RoseDberfc'B  The  Vosbui^  Tunnel,  p.  4S. 


CHAPTER  XXIII 
ELASTIC  ARCH 

1296.  An  elastic  arch  is  one  which  is  considered  to  support  its 
load  by  virtue  of  the  internal  stresses  developed  in  the  material. 
Any  voussoir  arch,  whether  made  of  stone  or  brick,  will  act  as  an 
elastic  arch  as  long  as  the  Une  of  resistance  remains  within  the 
middle  third  of  every  joint,  i.e.,  as  long  as  no  tension  is  developed; 
and  any  arch,  whether  voussoir  or  monolithic,  will  act  as  an  elastic 
arch  as  long  as  the  maximum  tension  does  not  exceed  the  safe  tensile 
strength  of  the  mortar  or  the  elastic  limit  of  the  concrete.  In  the 
preceding  chapter,  the  arch,  whether  voussoir  or  monolithic,  v/as 
considered  as  being  held  in  equilibrium  by  compression  and  friction. 
In  this  chapter,  the  arch  is  to  be  considered  as  being  held  in  equi- 
librium by  its  resistance  to  combined  compression  and  bending,  i.e., 
it  is  proposed  to  consider  the  arch  ring  as  a  curved  beam. 

The  analysis  of  a  plain  concrete  arch  with  fixed  ends  will  first  be 
considered  and  later  will  be  discussed  the  modifications  necessary 
for  a  reinforced  concrete  arch  and  for  hinged  arches. 

Art.  1.    Plain  Concrete  Arch  having  Fixed  Ends. 

1297.  All  theories  of  the  elastic  arch,  like  those  of  the  voussoir 
arch,  are  only  methods  of  verification.  The  first  step  is  to  assume 
the  dimensions  of  the  arch  ring  outright  or  to  make  them  agree  with 
some  existing  arch  or  conform  to  some  empirical  formula;  and  the 
second  step  is  to  compute  the  stresses  according  to  the  theory.  Then, 
if  the  computed  stresses  are  greater  than  is  considered  safe,  the 
dimensions  must  be  altered  and  the  arch  tested  again. 

1298.  The  External  Forges.  All  that  was  said  under  this 
head  in  §  1205-09  as  to  the  difficulty  and  the  uncertainty  in  finding 
the  loads  to  be  supported  applies  to  elastic  arches  as  well  as  to 
voussoir  arches;  and  nothing  further  is  required  here  concerning 
that  phase  of  the  subject. 

1299.  In  finding  the  stresses  in  an  elastic  arch,  it  is  the  almost 
universal  custom  to  consider  the  load  as  being  entirely  vertical. 
This  is  done  because  the  omission  of  the  horizontal  components 
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greatly  simplifies  the  problem.  If  the  horizontal  components  are 
retained,  it  is  practically  impossible  to  compute  the  stresses  by  the 
graphical  process;  and  since,  for  other  reasons  also,  a  graphic  solu- 
tion is  more  desirable  than  an  algebraic  one  (see  §  1340),  it  is  cus- 
tomary to  employ  the  graphical  process  and  consider  all  the  external 
forces  as  being  vertical.  The  horizontal  components  are  an  element 
of  stability,  and  hence  the  arch  will  have  greater  stability  than  that 
given  by  the  usual  graphical  solution. 

1300.   Ck)NDmONS  FOR  AN  AROH  HAVINO  FIXED  ENDS.      If  the 

physical  conditions  are  such  as  to  fix  the  ends  of  the  arch,  then  the 
three  following  mathematical  conditions  will  be  satisfied,  viz.: 
1.  The  inclination  of  the  tangents  at  the  ends  of  the  neutral  axis  will 
not  change  w^hen  the  load  is  applied.  2.  The  relative  elevations 
of  the  two  abutments  will  remain  unchanged.  3.  The  length  of 
span  of  the  neutral  axis  of  the  arch  ring  will  not  change. 

The  problem  of  testing  an  arch  according  to  the  elastic  theory 
consists  in  finding  a  line  of  resistance  or  a  linear  arch  (§  1195)  that 

will  satisfy  the  above  conditions  and  at  ^. 

the  same  time  give  safe  values  for  the  ^, 
stresses  in  the  arch  ring. 

1301.  Ck)ndition8  Stated  Mathemati- 
cally. To  make  the  above  conditions 
available  as  instruments  in  the  investi- 
gation of  an  arch,  they  must  be  stated 
in  mathematical  terms.  To  state  them 
in  algebraic  form  proceed  as  follows: 

1302.  First  Condition.     In  Fig.  227, 
let  CDKH  be  an  element  of  a  curved 
beam  ds  long,  whose  end  faces  CD  and 
HK  are  at  right  angles  to  the  neutral  axis  ^^^  ^27 
FG,    In  the  original  position,  the  tangents 

to  the  neutral  axis  at  the  points  F  and  G  make  an  angle  with  each 
other  of  d6.     Let 

d(f>  =  the  change  of  angle  between  the  end  faces,  or  between  the 
tangents  at  the  ends,  due  to  the  bending  caused  by  the 
load; 
da  ==  an  element  of  the  area  of  the  cross  section; 
E  =  the  coefficient  of  elasticity  of  the  material; 
/  =  -the  moment  of  inertia  of  the  cross  section  about  the  neutral 
line; 
M  =  the  total  bending  moment  of  the  external  forces  on  one 
side  of  any  section  HK  about  (7; 
s  =  the  length  of  the  neutral  line  of  the  arch  ring; 
2  =  the  distance  of  any  fiber  from  the  neutral  line; 
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•    The  change  in  length  of  a  fiber  at  a  distance  z  from  the  neutral 
axis  will  be  equal  to  z  d^j  and  the  resulting  stress  per  unit  of  area, 

f  =  E    ,     y  in  which  ds  is  the  original  length  of  the  fiber.* 


The  total  moment  of  resistance  then  is 


/H  p    H 

K  •^  K 


Ez'da 


d± 
da 


(a) 


The  first  member  of  this  equation  is  equal  to  M;  and  for  any  par- 
ticular cross  section,  E  and  -^  are  constant.     Hence 

ds 


M^Eff" 

asJ  j^ 
which  by  transposition  gives 


da 


Q>) 


d<f>  = 


Mds 
EI 


(c) 


The  integral  of  equation  c  gives  the  total  change  of  the  angle 
between  the  tangents  at  the  two  ends  of  the  arch  AB,  Fig.  228;  but 
for  an  arch  having  fixed  ends  this  change  is  zero,  and  hence 

^^^  =  0         (1) 

A 


f 


EI 


liquation  1  is  an  algebraic  statement  of  the  first  condition  given  in 

§  1300. 

1303.  Second  Condition.  In 
Fig.  228,  let  AGB  represent  the 
original  position  of  the  linear 
arch,  and  A'GB  the  position  it 
would  take  due  to  the  stresses  in 
the  section  at  G,  if  the  end  A 
were  free.  From  the  similar  tri- 
angles GAK  and  AQA',  we  have 
AQ:  A  A'  ::  AK  :  AG,  or  d  y  : 
AG.  d<t>  ::il  +  x:  AG;  and  therefore  dy  =  (il  +  x)  d(f>,  and  substi- 
tuting the  value  of  d<f>  from  equation  c  and  passing  to  the  integral  as 
in  §  1302,  we  have  for  the  equation  for  the  second  condition: 

M  i^l  +  x)ds 

'El  W 


Fig.  228. 


dt/  = 


*  This  assumes  the  length  of  all  fibers  before  distortion  to  be  cb,  while  in  fact 
each  fiber  has  a  different  length ;  but  as  the  depth  of  the  arch  ring  is  usually  quite 
small  in  comparison  with  its  radius  of  curvature,  the  error  is  very  wrni^H 


sun  "tifiwy 


f 


7-7  ' 


yg-T  = 


E! 


of  spojDi  doe  K-!  li^  eE«"i  ^4if  irie  xvsc:   bui  for  ate  irvi  5i*v:r^  r.\wi 


/• 


■ =  *'  .si> 

El 


130f.  IiHipliliratiap  of  the  Bqiutknit  of  OondiMii.  Ti^  a.i;:^^;  ;ho 
precediii4E  eqi;At:on*  «>:  cond-Tson.  f*:;;;i"K'r.>  I.  2.  Ar.ol  ;v  10  ir:A:>SuciiI 
compuuitiocs.  it  is  nect^ssan-  ■•:•  s.ike  cierrsi:::  5r:xx:::lcii::o.::>.  ji:^ 
follows: 

1308.  To  poj^  fro^  /'/n •/<-**' ••;#?/>  V-  F^M-fv.<.  To  A^iapt  the 
equations  of  con<iition.  e^^ujitions  1.  2.  sn-.i  :>.  10  gr^phro.^  iVuuH;c.i> 
tions,  it  is  necessan'  to  use  finite  increments  iristea^i  of  ii:ffor\nu:Hls 
Each  of  the  equations  of  condition  contains  ihe  term  «;V<  -^  /.  The 
value  of  (U  varies  from  point  to  point  aoooniing  to  the  curvature*  ot* 
the  arch  ring;  and  /.  the  moment  of  inertia  i^f  the  crxxss  s^vtion. 
usually  increases  from  the  cmim  towanl  the  sprininnir,  simv  tho  arx-l^ 
ring  usually  is  deeper  at  the  springiiis:  than  at  the  onnvn.-  as  it 
should  be.  since  the  thrust  in  the  arch  increases  toward  the  sprinirini;. 
Therefore,  if  the  neutral  line  of  the  arch  ring  is  dividiHl  into  a  numUM* 
Df  short  sections,  Js,  such  that  Js  -^  I  \s  constant,  wo  niav  sul>- 
stitute  in  the  equations  of  condition  the  finite  anil  constant  quantity 
Js  -h  I  for  the  infinitessimal  and  variable  quantity  d^  -^  /,  A 
method  of  dividing  the  arch  ring  so  as  to  make  Js  h-  /  constant  will 
be  explained  later  (see  §  1311). 

1307.      E  Constant.     The   coefficient    of  ehisticity   of   couv'^rete 
varies  with  the  unit  load  (§  400).  but  within  the  onlinarj'  working 
stress  the  variation  for  any  particular  concrete  is  not  great;    and 
43 
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therefore  E  may  be  regarded  as  a  constant,  and  may  be  placed  before 
the  sign  of  integration  in  the  equations  of  condition. 

1308.  Equations  of  Condition  Re-stated.  By  placing  As  ^  I  and 
\  -^  E  outside  of  the  integration  sign,  and  using  the  summation  sign, 
equations  1,  2,  and  3  become,  respectively, 

JM      =0 (4) 

IM.x^Q (5) 

IM.y^O (6) 

1309.  Equations  of  Condition  in  Graphic  Terms.  To  adapt  the 
above  equations  to  graphic  computations,  it  is  necessary  to  find  M 
in  graphic  terms.  To  do  this,  let  GJ  in  Fig.  229  he  a  portion  of  the 
arch,  ab  the  neutral  line,  ac  a  vertical  line,  and  ce  be  the  adjacent 
side  of  the  equilibrium  polygon,  and  ae  a  line  from  a  perpendicular 
to  ce.  Let  R  represent  the  magnitude  of  the  force  acting  in  the  line 
C6,  i.e.,  R  is  the  length  of  the  ray  in  the  force  diagram  parallel  to  the 

side  ce  of  the  equilibrium  poly- 
gon; and  let  H  be  the  horizontal 
-  .       component  of  /?,  i.e.,   H  is  the 

true  pole  distance. 

CI  I  The  force  72,  being  eccentric, 

^'^^•^  ^^^        V    tends  to  bend  the  arch  rib;  and 

^^        ^^^^  the  amount  of  the  bending,  Af , 

6\^       /         ^/^  about  a  is  R  .ae.     By  similar 

triangles,  R  .ae  =  H.ac;  that  is, 

the  bending  moment  at  any  sec- 

FiG.  229.  ^ion  of  an  arch  rib  acted  upon  by 

vertical  loads  is  equal  to  the  true 
pole  distance  multiplied  by  the  vertical  intercept  between  the  true 
equilibrium  polygon  and  the  neutral  line.  Substituting  the  above 
value  of  M  in  equations  4,  5,  and  6,  and  remembering  that  /f  is  a 
constant  for  any  particular  system  of  loads,  the  equations  of  con- 
dition become,  respectively, 

2^ac      ^0 (7) 

2 ^  ac.x  =  0 (8) 

I^acy^O (9) 

in  which  ac  is  a  general  expression  for  the  intercept  between  the  true 
equilibrium  polygon  and  the  neutral  line  of  the  arch  ring,  and  x  is 
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the  borixontaJ  distance  of  any  point  from  the  mid-^pan,  and  y  i$  the 
vertical  distance  of  any  point  above  a  horiiontai  line  thrcni$)i  the 
abutments. 

1310.  llallwd  of  lUfillmff  tte  EqiiatwDS  of  OonditMii.     In  Fig.  230, 
let  Oi  ...  a,  ...  a,  lepieBSit  the  neutral  line  of  an  a^^h  ring,  c^  . . . 


FiGw  23a 


c,  .  - .  f ,  the  true  equilibrium  polygon,  and  k^  ...  k\  an  axis  of  ref- 
erence.     Then  at  any  point 

ac  =  ck  —  ak V*"^ 

Taking  the  summation  of  equation  e*.  and  rememliering  tl\at  ^  ac  '^^ 
o,  we  have 

lac^Ick—Iak^  o;  or  I  ck  =  J  ak      ....      {\0) 

Multiplying  equation  e  by  j,  and  taking  the  summation. 

Z ac.x  =^  I ck,x  —  I ak.x  ^  o;  or  Z ck.x  =^  2l  ak.x  {\l) 

Similarly 


I  ac.y  =^  I  ck.y  —  I  ak.y  =  o;  or  -  ck . ;/  =  -  ak  >• 


(V2\ 


Therefore  we  see  that  the  three  eiiuations  of  condition.  iH]uation8 
7,  8,  and  9,  will  \ye  satisfied,  if  ecjuations  10,  11.  and  12  an^  fultilloil. 
Furthermore,  equations  10  and  11  will  \ye  fulfilled,  if  the  axis  A\  .  .  . 
k^  is  taken  so  as  to  make 


Ick  =0 
lak.x  =  0 
I  ck.x  =  0 


(14> 
(15^ 


Hence  the  determination  of  an  equilibriiun  jwlygcm  satisfying 
equations  7,  8,  and  9,  is  accomplished  by  (1)  dividing  the  arch  ring 
into  sections  such  that  Js  -r-  /  is  constant,  (2)  finding  a  reference 
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line  for  the  arch  ring  such  that  I  ak  =  0  and  i*  a* .  a;  =  0,  and  (3) 
conetructing  thereon  an  equilibrium  polygon  such  that  I  ck  =  0, 
2*  cAj  .  X  =  0,  and  I  ck  ,y  =^  I  ak  .  y, 

1311.  To  Make  Js  -t-  I  Constant.  The  first  step  is  to  divide 
the  neutral  axis  of  the  arch  ring  so  that  Js  -r-  I  will  be  a  constant. 
Since  the  thrust  increases  from  the  crown  toward  the  springing,  the 
depth  of  the  arch  ring  usually  also  increases  toward  the  springing, 
which  gives  a  variable  moment  of  inertia.  The  moment  of  inertia 
increases  as  the  cube  of  the  depth;  and  hence  a  comparatively  small 
change  in  the  depth  will  cause,  a  large  change  in  the  moment  of  in- 
ertia. Therefore,  to  keep  As  -^  I  constant,  it  will  be  necessary  to 
make  As  much  greater  near  the  springing  than  at  the  crown. 

There  are  several  methods  of  determining  the  successive  divi- 
sions of  the  arch'ring,  but  the  following  graphical  process  is  the  sim- 
plest. Divide  the  neutral  line  of  the  semi-arch  ring  into  any  number 
of  equal  parts,  say,  from  5  to  10;  and  measure  the  radial  depth  of 
the  ring  at  each  point  of  division.  Rectify  the  neutral  line,  either 
by  stepping  around  it  with  a  pair  of  dividers  or  by  computation,  and 
lay  off  this  distance  to  scale  from  A'  to  C  in  Fig.  231;  and  divide 
the  line  A'C  into  the  same  number  of  equal  parts  as  the  semi-arch 
ring.  At  each  point  of  division  of  A'C^  erect  a  vertical  equal  to  the 
moment  of  inertia  at  the  corresponding  point  on  AC;  or  since  in  a 
plain  concrete  arch  the  moment  of  inertia  is  proportional  to  the  cube 
of  the  depth,  we  may  lay  off  the  latter  quantity  instead  of  the  moment 
of  inertia.  Connect  the  tops  of  these  verticals  by  a  smooth  curve 
DFj  and  then  it  may  be  assumed  that  any  ordinate  to  the  curve  DF 
is  proportional  to  the  moment  of  inertia  at  the  corresponding  point 
of  the  arch  ring. 

To  divide  the  neutral  line  of  the  arch  ring  into  portions  As  so 
that  As  ^  I  shall  be  constant,  draw  a  line  C^a  at  any  slope  and  then 
a  line  ab  at  the  same  slope,  and  continue  the  construction  by  drawing 
other  isosceles  triangles  as  shown,  using  always  the  same  slope. 
This  divides  the  rectified  arch  ring  into  a  number  of  parts,  Cb,  bd, 
dff  etc.,  such  that  the  length  of  each  part  divided  by  the  moment 
of  inertia  al  its  center  is  constant,  i.e.,  Js  -^  /  =  2  tan  a,  in  which 
a  is  the  angle  between  the  sides  of  the  isosceles  triangles  and  the 
vertical.  It  is  not  important  that  a  point  of  division  shall  fall 
exactly  at  A',  since  many  arches  join  the  abutment  by  a  gradually 
increasing  section,  and  hence  there  is  really  no  springing  line,  and 
also  since  most  arches  are  so  thick  at  the  springing  that  the  position  of 
the  line  of  resistance  is  mainly  determined  by  the  portion  of  th^  arch 
ring  over  the  central  half  of  the  span. 

1312.  The  arch  ring  can  be  divided  into  a  predetermined  number 
of  parts  only  by  successive  approximations.     To  make  the  first 
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Fig.  231. 

an  approximation.  To  make  a  first  appn^xiination.  lay  oflf  tan  u 
a  little  smaller  than  the  value  compuieil  aN>ve.  :uul  oousmict  a  serift? 
of  isosceles  triangles.  By  using  a  Bnnvn  ami  Sharp  pn>traoior  these 
triangles  can  be  constructed  ven-  quickly.  To  make  a  second  approx- 
imation, find  a  new  value  of  /.  by  taking  the  moan  of  the  oniinates 
at  a,  c,  f.  etc.,  and  construct  a  new  series  of  trianjiles.  For  a  third 
^iproximation,  determine  a  third  value  of  l^  by  measuring  the  or- 
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dinates  at  a,  c,  e,  etc.,  of  the  second  series  of  triangles.  The  third 
approximation  is  usually  practically  exact.  In  making  the  exact 
division,  it  is  better  to  begin  at  A  in  constructing  the  isosceles 
triangles,  since  then  the  first  side  of  each  triangle  intersects  the  curve 
DF  more  nearly  at  right  angles,  and  hence  the  solution  is  more 
accurate. 

1313.  To  Locate  the  Lime  kk.  The  second  step  (§  1310)  is  to 
locate  the  line  kk.  Fig.  230,  page  675,  so  as  to  satisfy  the  conditions 
2*  afc  =  0  and  I  ak  .  x  =0.  Since  the  Une  joining  the  abutments 
is  horizontal,  if  a  horizontal  line  k^k^  is  drawn  at  a  distance  above 
AB  equal  to  the  average  of  the  ordinates  to  the  neutral  line,  then 
2*  afc  =  0;  that  is,  if  a^  Aj^  =  2"  cki  -r-  (n  -f  2)  in  which  n  is  the  num- 
ber of  sections  in  the  arch  ring  (§  1312),  then  equation  13,  page  675, 
i.e.,  2*  aAj  =  0,  is  satisfied. 

Since  the  arch  is  symmetrical  with  reference  to  a  vertical  line 
through  the  crown,  and  since  the  points  of  divisions  of  the  arch  ring 
are  also  symmetrical  with  reference  to  the  crown,  the  Une  A,  kg 
drawn  as  above,  also  satisfies  the  equation  15,  page  675,  which  is 

1  ak.x  =  0  . 

Equations  14  and  16,  page  675,  and  also  equation  9,  page  674, 
involve  the  equilibrium  polygon,  and  hence  they  can  not  be  satisfied 
until  that  is  determined. 

1314.  To  Find  the  True  Equilibiiium  Polygon.  The  third 
step  (§  1310)  is  to  construct  on  the  line  kk,  Fig.  230,  page  675,  an 
equilibrium  polygon  which  will  satisfy  the  conditions:  I  ck  ==■-  0, 
i*  cfc . X  =  0,  and  I  ck.y  =  I  ak, y.  The  equilibrium  polygon  which 
satisfies  these  conditions  is  the  true  equilibrium  polygon,  and  having 
this  the  stresses  in  the  arch  can  readily  be  found.  The  method  of 
finding  the  true  equiUbrium  polygon  can  best  be  explained  in  con- 
nection with  the  working  of  an  example. 

1316.  The  Data.  We  will  use  for  the  illustration  a  segmental 
circular  plain-concrete  arch  of  the  following  dimensions:  Span  of 
the  neutral  line,  50  ft. ;  rise  of  the  neutral  line,  10  ft. ;  thickness  at 
the  crown,  2.0  ft. ;  thickness  at  the  springing  in  the  line  of  the  radius  of 
the  neutral  line,  5  ft. ;  depth  of  earth  over  the  crown  of  the  extrados, 

2  ft.;  live  load  over  half  the  span,  100  lb.  per  sq.  ft.  The  live  load 
is  taken  over  only  half  the  span  to  illustrate  a  method  of  procedure 
for  unsymmetrical  loads.  We  will  assume  concrete  to  weigh  150, 
and  earth  100  lb.  per  cu.  ft.  We  will  consider  only  a  section  of  the 
arch  ring  1  ft.  long,  i.e.,  1  ft.  perpendicular  to  the  plane  of  the  draw- 
ing.    Fig.  232  shows  the  dimensions  of  the  arch. 

The  first  step  is  to  divide  the  neutral  line  of  the  semi-arch  into  a 
number  of  parts  such  that  the  length  of  each  part  divided  by  the 
moment  of  inertia  of  the  cross  section  shall  be  constant.    By  the 
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1316.  The  next  ?*ep  U 
to  di\"ide  the  in-h  into 
secttoof  &nd  find  the  de:id 
and  live  load  for  each. 
In  the  solution  of  the 
problem  to  follow,  we  shall 
be  required  to  measure  the 
vertical  intercepts,  at  the 
center  of  each  division  of 
the  arch  ring  fouml  in 
i  1311-12,  of  the  equilil>- 
rium  polygon  and  also  l^e- 
Iween  the  equilibrium 
polygon  and  the  neutral 
line  of  the  arch  ring;  and 
the  more  nearly  the  equi- 
librium ptdygon  conform" 
to  the  cur\'e  of  pressures, 
i.e.,  the  line  of  resistance 
or  the  linesr  arch,  the 
more  accurate  the  results. 
The  line  of  resistance  is  a 
curve  inscriljed  in  the 
equilibrium  polygon  Tsee 
|I195) ;  and  hence  we  may 
eitber  make  the  equilil^- 
rium    polygon    arj    many 
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sided  that  it  conforms  closely  to  the  pressure  curve,  or  so  construct 
the  equilibrium  polygon  that  its  sides  shall  be  tangent  to  the  pressure 
curve  at  the  points  where  the  intercepts  are  to  be  measured.  The 
first  necessitates  the  dealing  with  numerous  loads,  and  hence  entails 
considerable  work;  while  the  second  can  be  done  without  unneces- 
sary labor. 

TABLE  93. 
Data  for  Making  Js   -^  I  Constant. 


Ref.No. 

Rectified 

Distance 

from  Crown. 

Js 

Depth  of  Arch 

Ring  on 
Raditia  of  Neu- 
tral Line  at 
Middle  of  A«. 

Cube  of 
Depth. 

/-A  fed*. 

Js 

I 

0 

0.00 

0.00 

2.000 

8.00 

0.66 

•  •  •  • 

1 

1.54 

1.64 

2.004 

8.04 

0.67 

2.30 

2 

3.13 

1.59 

2.02 

8.24 

0.69 

2.31 

3 

4.82 

1.69 

2.07 

8.87 

0.73 

2.32 

4 

6.72 

1.90 

2.14 

9.80 

0.81 

2.34 

5 

8.95 

2.23 

2.27 

11.69 

0.95 

2.35 

6 

11.80 

2  85 

2.46 

14.88 

1.22 

2.34 

7 

16.02 

4.22 

2.80 

21.95 

1.81 

2.33 

8 

27.58 

11.56 

3.91 

59.78 

4.97 

2.33 

Therefore,  if  we  draw  vertical  lines  through  a^,  a,,  a,,  etc.,  Fig. 
232,  page  679,  the  middle  of  the  several  divisions  of  the  arch  ring,  and 
find  the  dead  and  live  loads  for  each  section,  the  resulting  equilibrium 
polygon  will  have  its  sides  almost  exactly  tangent  to  the  pressure 
curve  at  the  verticals  through  a,,  Oj,  etc.,  the  points  at  which  the 
intercepts  are  to  be  measured.  Since  the  end  section  of  the  arch 
ring  is  rather  long,  it  was  divided  into  three  portions  and  the  load 
found  for  each.  The  loads  for  each  of  the  several  sections  are  stated 
in  the  upper  portion  of  Fig.  232.  These  loads  act  at  the  center  of 
gravity  of  each  vertical  slice,  which  may  usually  be  taken  midway 
between  the  vertical  sides  except  possibly  for  a  few  slices  near  the 
springing.  For  the  latter  portions,  the  center  of  gravity  may  be 
found  as  in  §  935. 

1317.  Trial  Equilibrium  Polygfon.  The  first  step  toward  finding 
the  true  equilibrium  polygon  is  to  draw  a  trial  eqiiilibrium  polygon. 
The  arch  is  loaded  as  shown  in  Fig.  232.  The  arch  is  re-drawn  to  a 
larger  scale  in  Fig.  233 — a  folding  sheet  facing  page  688. 

To  construct  the  trial  equilibrium  polygon  proceed  as  follows :  1.  Lay 
off  a  load  line  1.  ...  19  to  represent  the  loads.  2.  Choose  a  trial  pole, 
which  may  be  at  any  point  but  which  should  preferably  be  at  a  point 
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or  their  equivalents  I  bm  =  0  and  I  6?n  .  x  =  0.  Then,  since  the 
summation  of  the  moments  is  to  be  made  equal  to  zero,  i.e.,  since  we 
are  to  have  J  6m  =  0,  the  total  minus  forces  must  be  equal  to  the 
total  positive  forces;  and  since  we  are  also  to  have  2*  bm  .  x  =  0, 
the  resultant  of  the  minus  forces  must  lie  in  the  same  line  as  the  re- 
sultant of  the  positive  forces.* 

The  preceding  principles  make  it  possible  to  find  (I)  the  resultant 
of  the  positive  forces  and  (2)  the  closing  line  of  the  trial  equilibrium 
polygon. 

1319.  To  find  the  Resultant.  The  first  step  toward  finding  the 
closing  line  is  to  determine  the  amount  and  the  position  of  the  re- 
sultant R'j  of  the  intercepts  bv  when  considered  as  forces. 

Table  94  gives  the  values  of  the  coordinates  x  and  y  to  the  points 
of  intersection  of  the  lines  of  action  and  neutral  line  of  the  arch  ring, 
and  also  various  intercepts  and  products  employed  in  the  solution  to 
follow.  (Taking  the  origin  of  coordinates  at  the  middle  of  the  span 
gives  smaller  values  of  x  and  otherwise  materially  shortens  the  sub- 
sequent work.) 

To  find  the  magnitude  of  /?',  the  resultant  of  the  forces  repre- 
sented by  the  intercepts  bi\  take  the  sum  of  bii\ ^is^'is^  which 

is  shown  in  Table  94  to  be  164.71  ft.f 

To  find  the  position  of  the  resultant,  compute  the  successive  prod- 
ucts bv .  X,  and  divide  their  sum  by  the  sum  of  the  intercepts  bv 
The  several  products  bv  .  x  are  given  in  Table  94;  and  their  sum  is 
-  19.4,  which  divided  by  164.71  gives  -  0.12  ft.  Hence,  /?'  acts  0.12 
ft.  to  the  left  of  C,  i.e.,  on  the  side  toward  the  abutment  that  has  the 
heavier  load;  ori  =  —  0.12  ft.  Or,  since  the  position  of  the  inter- 
cepts bv  is  symmetrical  about  the  crown,  the  equation  of  moments 
may  be  stated  thus: 

R  ,X  =  (62^2  ~  ^17^17)   ^2  +   (^3^3-  ^W^ie)   -^3 (^9^9  -  ^10^10)^9- 

In  solving  the  problem  on  a  drawing  board,  this  formula  affords 
a  method  of  finding  the  position  of  the  resultant  which  is  a  Httle 
shorter  than  the  preceding  one. 

1320.  To  find  the  Closing  Line  of  the  Trial  Equilibrium  Polygon, 
The  next  step  is  to  find  a  closing  line  such  that  if  the  ordinates  from 
it  to  tj. .  .69.  .  .6,8  are  treated  as  forces,  their  resultant  will  be 
equal  to  R'  in  magnitude  and  coincide  with  it  in  position.  We  will 
assume  a  trial  closing  line  n^n^g  parallel  to  i^Vig,  such  that  Vin,  is 
equal  to  the  average  of  the  bv  ordinates,  i.e.,  v{ni  =  t^ign^  = 
R'  -^  (16  +  2)  =  -f  9.14  ft.     (The  line  n{nig  could  be  drawn  in 

*  Regarding  the  intercepts  bv  as  forces  is  only  a  device  for  making  more  clear  the 
various  steps  in  the  solution  immediately  to  follow,  i.e.,  that  in  §  1319-22. 

t  Notice  that  although  the  ordinates  have  been  considered  as  forces,  they  are 
ally  linear  distances. 
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any  position,  but  drawing  it  parallel  to  v^v^^  and  making  Vinj  = 
R  -^  (16  +  2)  simplifies  the  subsequent  work). 

We  have  said  that  the  ordinates  Vin^  .  .  .  Vi^n^^  may  be  regarded 
as  representing  tlie  negative  forces  which  must  be  added  to  the  given 
forces  to  give  the  closing  line  riinj^;  and  similarly,  if  lines  n^Vi^ 
njt?,8,  and  n^^v^^  be  drawn,  the  total  negative  load  may  be  regarded 
as  loeing  represented  by  the  ordinates  to  the  two  triangles  niV^^Ui 
and  WiriigVig.  Designate  the  resultant  of  the  forces  represented  by 
the  triangle  n^Vi^v^  as  trial  T;,  and  the  resultant  for  the  triangle 
^1^18^18  ^  trial  Tr-  (The  subscript  of  T  indicates  whether  the 
resultant  lies  to  the  right  or  to  the  left  of  the  center  line  CD'), 
It  is  required  to  find  the  magnitude  and  position  of  Ti  and  Tr- 

1321.  The  magnitude  of  trial  Ti  is  the  sum  of  the  ordinates 
of  the  triangle  n^v^^v^.  Since  the  line  n^n^^  was  drawn  parallel 
to  t^i^is,  the  triangles  n^v^^v^^  and  n^n^^v^^  are  equal;  and  therefore 
trial  Tr  --=  trial  Ti  =  \R  =  \  (164.71)  =  82.35  ft.;  and  trial  Tr 
is  as  far  to  the  right  of  C  as  trial  Ti  is  to  the  left.  Let  Xr  represent 
the  distance  of  trial  Tr  from  C\     As  just  stated  Xr  =X/. 

The  position  of  trial  Ti  is  most  conveniently  found  by  taking 
moments  of  the  intercepts  about  C,  and  dividing  by  the  sum  of 
the  intercepts.  If  a  line  be  drawn  from  v^  to  F'  (the  point  where 
rii^ig  crosses  the  vertical  through  C),  then  the  moment  of  the  tri- 
angle F'v^jy  is  equal  to  that  of  F'vjy^  and  consequently  the 
moment  of  n^v^^v^  about  F'  is  equal  to  the  moment  of  n^F'Vy^ 
about  the  same  point.  The  intercepts  of  the  triangle  n^F^v^  are 
given  in  Table  94,  page  683,  as  also  the  moments  of  these  intercepts 
about  F',  the  former  being  designated  /  and  the  latter  f.x.    Forming 

_         I  f  X 

the  equation  of  moments  as  above  and  solving,  we  get  Xi  =        ' 
=  -6.44  ft.     Hence  Xr  =  +6.44  ft. 

By  taking  moments  about  a  point  in  trial  Ti,  we  have :  true 
Tr '  (xi  -{■  Xr)  =  R' .  (xi  —  x)  =2  trial  T .  (xi  —  x);  and  therefore 

true  Tr      2  (xi  —x)       Xi  —  x 
trial  T        Xi  -h  Xr  Xi 

Similarly,  by  taking  moments  about  a  point  in  trial  Tr,  we  get 

true  Ti  _  2  (Xr  +  x)  _Xr  -hx 
trial  T         X/  -f  x,.  Xr 

1322.  The  magnitude  of  trial  Ti  is  increased,  if  the  point  n, 
is  moved  vertically  upward;  and  is  decreased,  if  n,  is  moved  down. 
Further,  the  position  of  trial  Ti  is  not  changed  if  n^  is  moved  vertically, 
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p.  18S-90. 
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equivalent  to  JM .x  =  0.  Therefore  two  of  the  three  conditions 
to  be  fulfilled  by  the  true  equilibrium  polygon  are  satisfied  by  the 
trial  equilibrium  polygon  h^h^h^^m^m^by  ;  that  is,  the  trial  equi- 
librium polygon  for  the  given  system  of  loads  is  the  true  equilibrium 
polygon  for  an  undetermined  system  of  loads. 

If  the  construction  has  been  correctly  made,  the  summation  of 
the  vertical  intercepts  above  the  closing  line  between  it  and  the  trial 
equilibrium  polygon  is  equal  to  the  summation  of  the  ordinates 
below  that  line — a  test  easy  to  apply.  In  the  drawing  of  which 
Fig.  233,  facing  page  688,  is  a  photographic  reduction  and  which  had 
a  scale  of  1  inch  =  3  feet,  the  sums  of  the  hm  intercepts  were: 
above,  27.37  ft.;  below  27.29  ft. 

1324.  If  in  the  force  diagram,  a  line  be  drawn  from  the  trial 
pole,  P',  to  the  load  line  parallel  to  the  closing  line  m^m^^f  the  inter- 
section Q  will  divide  the  load  line  into  the  true  reactions  at  the  right 
and  the  left  abutments.  The  true  pole  is  at  some  point,  as  yet 
undetermined,  on  a  horizontal  line  through  Q. 

It  is  a  principle  of  the  equilibrium  polygon  that  moving  the  pole 
vertically  does  not  alter  either  the  magnitude  or  the  position  of  the 
intercepts,  but  does  change  the  direction  of  the  closing  line.  There- 
fore if  the  trial  pole  is  moved  vertically  to  the  horizontal  line  through 
Q,  and  a  new  equilibrium  polygon  be  drawn,  the  closing  line  of  the 
new  equilibrium  polygon  will  be  horizontal;  but  the  intercepts  will 
not  have  changed  either  their  magnitudes  or  their  positions  hori- 
zontally. (This  equilibrium  polygon  is  not  drawn  in  Fig.  233,  since 
it  is  of  no  special  advantage  and  would  therefore  only  encumber  the 
drawing). 

Since  the  span  of  the  trial  equilibrium  polygon  is  equal  to  the  span 
of  the  arch  ring,  and  since  moving  the  pole  horizontally  does  not  alter 
the  position  horizontally  of  the  several  ordinates  of  the  trial  equilib- 
rium polygon,  if  verticals  be  drawn  through  g^  and  qi^  the  points 
in  which  the  closing  line  and  the  trial  equilibrium  polygon  intersects, 
the  intersections  of  these  verticals  with  the  reference  line  kjc^^j 
kj.  and  ki  respectively,  will  be  points  on  the  true  equilibrium  polygon 
that  is  to  be  constructed  upon  the  Une  k^k^^, 

1326.  True  Pole  Distance.  The  moment  at  any  point  is  equal 
to  the  intercepts  in  the  equilibrium  polygon  multiplied  by  the  pole 
distance;  and  hence  increasing  the  pole  distance  decreases  the 
intercepts  in  the  equilibrium  polygon,  and  vice  versa.  The  true 
equilibrium  polygon  must  give  J  cA: .  i/  =  I  ak,y  (see  equation  12, 
page  675);  and  hence  the  trial  pole  must  be  moved  accordingly. 
If  the  trial  pole  is  moved  vertically  to  the  horizontal  line  through 
Q,  the  closing  line  will  be  horizontal  (§  1324);  and  if  then  the  trial 
pole  is  moved  along  the  horizontal  line  through  Q  so  as  to  change 
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2  fern .  y  to  -J  oA' .  //,  the  new  poaition  will  W  the  true  pole  for  the  given 
loading.     Therefore 

the  true  pole  drntanoe  =  the  trial  pole  distanoe  ^.  '^ — r— ^      (!'<'' 

-:  ak .  // 

To  solve  eqnatioD  17  proceed  as  follows:  In  the  trial  equilibrium 
pobrgon,  meafiure  the  several  intercepts  inn.,  and  also  mejisure  the 
several  ordinates.  ad  (  =  //^  from  the  neutral  line  to  the  span  linn, 
AB;  and  compute 

The  se^'eral  values  of  \mi  and  of  //  are  given  in  Table  W.  page  GS.S. 
In  the  example  in  hand.  J  hvi .  i/  =  -229.78.  On  the  line  of  action 
of  each  load,  measure  the  several  intercepts,  ak,  from  the  neutral 
line  to  tlie  reference  line  A*,A"iy;   and  compute 

I  ak.y  =  J  (o,*-,.//,  -^  Ont.?/, o^tnKlhH^- 

The  "-alues  of  ak  and  of  //  are  given  in  Table  94,  page  fiS.^.  In  the 
ex&mple  in  hand,  J  ak.y  =  —192.72.     Equation  17  then  liecomes: 

—  229  78 
1i»e  true  j)ole  distance    =  20,00()  X  _  too  ■'o  '^ 

20,000  X  1 .192  =  23,840  lb. 

mc.  True  XqniUfaaaimi  PdlygGn.  Locate  the  tnio  pole  by  moiisur- 
ing  the  true  pole  distance  from  Q:  and  then  lieginning  at,  say. 
kr  draw  the  equilibrium  polygon  c^.  c^  ....  r ,«  which  should  pass 
through  ki. 

The  graphical  construction  of  the  equilibrium  polygon  can  l>e 
checked  as  folloi^^:  Multiplying  the  pole  distance  is  the  same  as 
di\dding  the  intercepts  of  the  equilibrium  polygon,  and  hence  we 
may  compute  the  intercepts  ck  at  once  by  dividing  each  hm  inter- 
cept b}'  the  ratio  J  bm.y  -^  -T  ak.y,  and  lay  ofi*  those  quantities  from 
the  line  /:,A-,g  vertically  on  the  lines  through  the  centers  of  the  several 
sections  into  which  the  neutral  line  is  divided,  having  regard  to  the 
sign  of  bm. 

1827.  The  equilibrium  polygon  construcf<*d  as  above  is  the  tnie 
equilibrium  polygon  for  the  given  loads.     The  proof  is  as  follo^'s: 

By  construction,  Ick.y  =  I  ak.y.  which  satisfies  equation  12, 
page  675. 

By  construction,  each  ck  has  been  made  equal  to  the  correspond- 
ing bm  divided  by  a  constant  ratio,  and  in  §  132.3  it  was  shown 
that  2  bm  ^  0:  and  hence  -T  ck  =  0.  which  satisfies  equation  14, 
page  675. 
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Each  intercept  ck  is  vertically  over  the  corresponding  intercept 
bniy  and  in  magnitude  each  ck  is  equal  to  the  corresponding  bm 
divided  by  a  constant  ratio;  and  in  §  1321  it  was  shown  that 
I  bm . X  =  0,  and  therefore  I  ck,x  =0,  which  satisfies  equation  16, 
page  675. 

Therefore  c,  ...  c^  ...  c^  is  the  true  equilibrium  polygon  for  the 
given  system  of  loads,  and  k^k^^  is  the  true  closing  line. 

1328.  Stresses  Due  to  Dead  and  Live  Loads.  In  Fig.  234, 
let  GJ  represent  a  portion  of  the  arch,  ab  the  neutral  line,  and  ce  the 
side  of  the  true  equilibrium  polygon  to  the  left  of  the  point  a,  ac 
the  vertical  intercept  between  the  neutral  line  and  the  equilibrium 
polygon,  and  ae  is  a  perpendicular  from  a  upon  ce.  Then  ce  is  the 
line  of  action  of  the  resultant,  Rj  of  all  the  external  forces  to  left  of 
the  section  ea,  i.e.,  R  is  the  resultant  of  the  reaction  at  the  left 
abutment  and  of  all  the  loads  between  the  left  abutment  and  the 
section  ea.  The  amount  and  the  direction  of  -R  is  given  by  the  cor- 
responding ray  of  the  force  diagram.     Assume  that  two  opposite 

forces,  fij  and  /Jj*  ©ach  equal 
to  R  and  parallel  to  that  force, 
be  applied  at  a.  These  forces 
will  not  disturb  the  equiUbrium, 
and  the  single  force  R  acting 
at  c  is  then  replaced  by  the 
couple  R  Ri  and  a  force  R^  act- 
ing at  a.  The  force  R^  may  be 
decomposed  into  two  compo- 
nents— T  tangent  to  the  neutral 
line  abf  and  N  normal  to  the 
neutral  line.  The  couple  R  R^ 
produces  bending,  the  force  T  causes  a  shortening  of  the  arch  ring, 
and  the  force  N  produces  shear  in  a  normal  section  through  a.  The 
bending,  the  shortening,  and  the  shear  of  the  elastic  arch  are 
somewhat  analogous  to  the  tendency  in  the  voussoir  arch  to 
overturn,  to  crush,  and  to  slide. 

To  find  the  stresses  in  the  arch  ring,  let 

ac  =  the  intercept  between  the  neutral  line  and  the  true  equili- 
brium polygon; 
b  =  the  breadth  of  the  unit  section  of  the  arch,  i.e.,  6  =  1  ft.; 
c  =  the  distance  of  the  most  remote  fiber  from  the  neutral  line; 
d  =  the  depth  of  the  arch  ring; 
/    =  the  unit  fiber  stress; 
H  =  the  true  pole  distance; 

N  ==  the  component  parallel  to  the  radius  at  any  point  of  the 
neutral  line  of  all  the  forces  to  one  side  of  the  point; 


Fig.  234. 
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T  =  the  component  parallel  to  the  tangent  at  any  point  of  the 
neutral  line  of  all  the  forces  to  one  side  of  the  point ; 

V  =  the  unit  shearing  stress. 

In  Fig.  234,  the  moment  of  the  couple  is  R.(u:  but  if  H  ]s  the 
horizontal  component  of  R,  i.e.,  is  the  true  pole  distance,  then  by 
similar  triangles  R.ae  =  H .ac.  The  value  of  H  was  computed  in 
{  1325,  and  etc  can  be  measured  in  Fig.  233,  facing  page  6S8;  and  there- 
fore the  bending  moment  at  any  point  of  the  arch  may  be  found. 
The  maximum  unit  fiber  stress  in  the  section  ae  due  to  bending  is 

fh  is  compression  on  the  side  next  to  R  and  tension  on  the  side  opposite. 
The  value  of  T  can  be  found  by  resohing  the  ray  in  the  force 
diagram  that  is  parallel  to  the  side  of  the  equilibrium  polygon  ad- 
jacent to  the  point  a,  into  a  component  parallel  to  the  tangent  at  a. 
The  unit  compressive  stress  due  to  the  force  tending  to  shorten  the 
rib  is: 

/,  =  r  -^  the  area  ^T-^hd^T-^d.  (19) 

The  force  N  is  the  component  parallel  to  the  radius  at  a;  and 
the  unit  shearing  stress,  v,  is: 

V  =  JV  -^  area  =  .V  -^  d.  (20) 

1329.  The  total  maximum  fiber  stress  due  to  combined  bending 
and  shortening  is: 

/  =  A  +  A  =  ^  ±  — ^—        ....     (21) 

The  first  term  of  the  right-hand  side  of  equation  21  is  always  com- 
pression. For  the  extrados,  the  last  term  is  plus*,  i.e..  compression, 
when  the  equilibrium  polygon  lies  outside  of  the  neutral  line  of  the 
arch  ring,  and  nanus,  i.e.,  tension,  when  inside:  and  for  the  intrados 
the  stress  is  the  reverse  of  that  in  the  extrados.  Ultimately  the 
stress  given  by  equation  21  must  be  combined  with  that  due  to  a 
change  of  temperature  of  the  arch  rinp. 

In  using  equation  21,  the  intercepts  ar  should  Ix*  measured  in  the 
verticals  through  a^,  cuj^.  a,,  etc.,  the  pi>ints  at  which  As  -^  /  is  con- 
stant,  in  accordance  with  the  equations  of  condition,  which  a\so 
secures  the  greatest  accuracy  (see  J  l.*M(>V  The  vahies  of  ac  can 
be  determined  by  taking  the  diflferenco  l>etwcen  ak  and  cA-,  which 
is  more  accurate  than  measuring  the  small  quantity  ac  directly. 

♦  This  neglects  a  small  moment  due  to  the  eflFect  of  the  tangential  force  in  shorten- 
ijig  the  arcti  ling.  which  will  be  considervd  later  ^see  }  1336). 
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Equation  21  above  is  analogous  to  equation  2  (page  611)  of  the 
voussoir  arch.  The  former  is  limited  to  the  tensile  strength  of  the 
concrete,  while  the  latter  is  limited  to  the  condition  that  the  line  of 
pressure  must  remain  within  the  middle  third  of  the  depth. 

1330.  Numerical  Results.  Table  95  gives  the  stresses  in  the  arch 
shown  in  Fig.  232,  page  679,  and  Fig.  233,  facing  page  688.  Later 
these  stresses  will  be  combined  with  those  due  to  changes  of  tem- 
perature. 

TABLE  95. 

Dead  and  Live  Load  Stresses. 
+  signifies  compression;   —  signifies  tension. 


1 

Stress  Due  to 

Maximum  Strbss. 

1 

Bending. 

Thrust. 

In  trades. 

Extrados. 

Sh«ar. 

a 

lb.  per  sq.  ft. 

lb.  per 
sq.  in. 

lb.  per  sq.  ft. 

lb.  per 
sq.  in. 

lb.  per 
sq.  in. 

lb.  per 
sq.  in. 

lb.  per 
sq.  in. 

at 

Oft 
Oio 

an 
an 
an 

±  1  488 
±3  075 
±4  010 
±3  870 
±3  545 
±4200 
±     472 
±     229 

* 
±  10.3 
±21.3 
±27.9 
±26.9 
±24.6 
±29.2 
±    3.3 
±    1.6 

4-    9  080 
-f    9  120 
-f  10  040 
4-  10  675 
4-  11  880 
-f  11  830 
-f  10  010 
+    7  080 

+  63.1 
+  63.3 
+  69.8 
4-  74.0 
4-82.5 
+  82.2 
+  69.5 
+  49.1 

4-    74.4 
4-    42.0 
"4-    41.9 
4-    47.1 
4-  107.1 
4-  111.4 
4-    72.8 
4-    47.5 

4-    52.8 
+    84.6 
4-    97.1 
4-  100.9 
4-    57.9 
4-    53.0 
+    66.2 
4-    50.7 

5.8 
0.9 
1.8 

2.4 
1.7 
0.9 
1.6 
3.5 

*  For  the  extrados,  the  quantities  in  this  coliunn  are  plus  when  the  equilibrium  polycoo 
lies  outside  of  the  neutral  line,  and  minus  when  inside. 


1331.  Position  of  Live  Load  for  Mazimnm  Stress.    No  general 

law  has  been  established  for  the  position  of  the  live  load  for  a  maxi- 
mum stress  at  any  particular  point.  According  to  equation  21  the 
stress  at  any  point  of  the  arch  ring  varies  with  (1)  the  tangential 
thrust,  T;  (2)  the  true  pole  distance,  H;  (3)  the  intercept  ac;  and  (4) 
the  depth  of  the  arch  ring.  Each  of  these  quantities  varies  according 
to  a  different  law;  and  it  will  be  very  difficult,  if  not  impossible,  to 
state  a  general  law  for  the  position  of  the  live  load  which  will  give  a 
maximum  stress  at  any  point.  Practice  varies  considerably  as  to 
the  positions  of  the  live  load  employed  in  testing  the  stability  of  an 
arch.  The  less  exacting  engineers  test  the  arch  for  only  two  posi* 
tions  of  the  live  load,  viz.:  over  half  the  span  and  over  the  whole 
span;  while  others  test  for  four  positions,  viz.:  over  one  quarter  of 
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• 
the  span,  one  half,  three  quarters,  and  the  whole  span;  and  still 
others  test  for  a  live  load  over  two  fifths,  one  half,  three  fifths,  and  the 
whole  span.  Professor  Wm.  Cain  suggests*  that  probably  the  fol- 
lowing positions  are  the  best:  live  load  over  three  tenths  of  the  span, 
half  of  the  span,  six  tenths  of  the  span,  and  the  whole  span. 

To  fully  check  the  design  of  an  arch,  a  table  similar  to  the  first 
four  columns  of  Table  95  should  be  made  out  for  each  of  the  above 
positions  of  the  live  load;  and  then  a  table  similar  to  the  latter  part 
of  Table  95  should  be  made  out  showing  the  maximum  stresses  for 
any  of  the  positions. 

1332.  Effect  of  Tempebatube  Changes.  The  temperature 
stresses  in  an  arch  ring  having  fixed  ends  may  be  quite  high,  and 
should  therefore  be  carefully  considered.  To  compute  the  temper- 
ature stresses,  conceive  that  the  arch  is  without  weight  and  exactly 
fits  between  the  skewbacks,  without  stress  anywhere,  at  a  certain 
mean  temperature.    Let 

I  =  the  span  of  the  neutral  line; 

e  —  the  expansion  of  concrete  per  unit  of  length  per  1®  Fahr.; 

f*  =  the  difference  in  degrees  Fahrenheit  between  the  mean  temper- 
ature and  the  actual  temperature  of  the  arch  ring. 
Then  the  total  change  in  length  of  the  span  of  the  neutral  line  is 
I  e  t^.  As  the  abutments  resist  this  expansion,  a  horizontal  thrust 
and  also  a  bending  moment  will  be  developed  at  each  abutment. 
Conceive  that  the  bending  moment  is  resisted  by  a  horizontal  force, 
Q,  appUed  at  some  distance,  g,  above  each  springing  line,  and  that 
these  forces  act  inward  for  a  rise  of  temperature  and  outward  for  a 
fall;  and  also  conceive  that  at  each  springing  two  horizontal  forces, 
each  equal  to  Q,  act  opposite  to  each  other.  The  first  Q  and  one  of 
the  latter  form  a  couple  whose  bending  moment  at  the  abutment 
is  Q .  ^,  and  the  remaining  Q  at  the  springing  resists  the  horizontal 
thrust  (or  pull)  at  the  abutment. 

We  may  regard  the  arch  as  being  without  weight  and  acted  upon 
by  the  couples  and  by  the  horizontal  thrusts,  and  that  we  are  to  find 
the  resulting  stresses  in  the  arch  ring.  Since  the  arch  has  fixed  ends, 
the  three  equations  of  condition,  equations  4,  5,  and  6  (page  674) 
must  be  satisfied. 

1333.  If  the  upper  Q  at  each  end  be  conceived  as  acting  along  the 
line  A^iAjjg,  Fig.  233,  i.e.,  if  g  =  dk^  then  the  bending  moment  at  any 
point  of  the  arch  ring  due  to  temperature  changes  is  Q .  ak.  The 
bending  moment  at  any  point  of  the  arch  ring  due  to  the  external 
loads  is  H.ac.  Hence,  by  analogy,  we  see  that  Q.ak  may  replace 
H  ,ac  in  equations  4, 5,  and  6,  page  674;  and  consequently  the  equa- 
tions of  condition  for  temperature  stresses  become 

♦Trans.  Amer.  Soc.  C.  E.,  vol.  Iv,  p.  191-93. 
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lak      =0 (22) 

1  ak.x  =  o      ........     (23) 

2  ak,y  =  o      ,     ,     .     .     ,     .     .     .     (24) 

The  line  kikts:  has  been  so  located  that  I  ak  ==  o,  and  also  that 
ak.x  =  o;  and  therefore,  if  the  yet  unknown  force  Q  acts  along 
kikisj  equations  22  and  23  are  thereby  satisfied,  i.e.,  the  first  two 
of  the  equations  of  conditions  (§  1300)  are  satisfied. 

1334.  To  satisfy  the  third  condition,  notice  that  a  rise  of  temper- 
ature tends  to  increase  and  a  fall  to  decrease  the  span;  and  hence  the 
forces  Q  at  each  abutment  must  be  just  sufficient  to  resist  this  ten- 
dency, and  must  act  toward  the  center  of  the  span  to  counteract  a 
rise  of  temperature  and  from  the  center  to  counteract  a  fall.  In 
§  1332  the  change  of  span  was  shown  to  be  Z  e  t°;  and  by  equation 

6,  page  673,  the  differential  change  of  span  is  My^ds^ 

Substituting  the  value  of  M  from  §  1333,  and  taking  the  summation 
for  one  half  of  the  arch  ring  we  get 

lef  ^Q^^l\ak,y    .....     (26) 

and  by  transposition 

Elef     I 
Q=      s  T- (27) 

E  in  equation  27  is  to  be  taken  in  accordance  with  the  character 
of  the  concrete  in  the  arch  ring;  and  in  the  example  in  hand  we  will 
assume  a  1  :  2  :  4  concrete,  and  take  E  =  1,500,000  lb.  per  sq.  in. 
or  (1,500,000  X  144)  lb.  per  sq.  ft.  (see  §  478  and  493).  I  is  the 
span  of  the  neutral  line,  and  is  known.  In  the  example  in  hand, 
I  =  50  ft.  Different  observers  find  values  of  e  varying  from 
0.000,004,3  to  0.000,008,0  per  1°  Fahr.,  although  the  more  reliable 
results  are  between  0.000,004,3  and  0.000,006,5.*  We  will  use 
0.000,005,4,  the  value  obtained  by  Professor  W.  D.  Pence.f  /  -^  ^s 
is  the  reciprocal  of  Js  -^  /,  which  was  computed  in  determining  the 
stresses  due  to  external  loads.  For  the  example  in  hand,  /  -^  Js 
is  equal  to  the  reciprocal  of  the  mean  of  the  quantities  in  the  last 

*  For  a  summary  of  th(^  various  results,  see  Reid's  Concrete  and  Concrete  Con- 
strurtion,  pp.  100-71:   or  Trans.  Amer.  Hoc.  C.  K..  vol.  Ivi,  p.  406. 
t  Jour.  We^t.  Soc.  of  Kngineers.  vol.  vi,  p.  549. 
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column  of  Table  93,  page  680;  or  I  ^  Js  =  1  -^  2.3275.     The  value 
of  i*  ak.y  is  given  in  Table  94,  page  683,  and  is  equal  to  192.72. 

The  proper  value  to  be  adopted  for  /  is  not  easy  to  detennine. 
Often  the  upper  surface  of  the  arch  is  covered  with  earth,  and  con- 
sequently does  not  var>'  much,  if  any,  in  temperature;  and  usually 
the  lower  siuiace  of  the  arch  is  not  exposed  to  the  direct  rays  of  the 
sun,  and  consequently  the  range  of  temperature  of  that  surface  is 
only  that  of  the  atmosphere.  Owing  to  its  high  thermal  conduc- 
tivity steel  will  readily  acquire  the  temperature  of  the  air;  but  con- 
crete is  a  very  poor  conductor  of  heat,  and  consequently  the  tempera- 
ture of  the  interior  of  a  concrete  arch  ring  does  not  vary  as  much  as 
the  surface.  Observations  made  under  the  author's  direction  *  seem 
to  show  that  concrete  4  to  6  inches  below  the  surface  does  not  follow 
the  diurnal  variations  of  atmospheric  temperature.  Observations 
for  two  years  upon  the  width  of  cracks  in  the  masonry  near  the  top 
of  the  New  Croton  Dam  (§  964)  seem  to  show  that  the  coefficient 
of  expansion  was  0.000,003,1,  or  that  the  range  of  temperature  of 
cut-stone  and  rubble  masonr>"  approximately  30  ft.  thick,  exposed 
to  the  atmosphere  on  both  sides  and  the  top,  was  only  about  half 
or  two-thirds  of  that  of  the  monthly  mean  of  the  atmosphere.f 
"Expansion  joints  in  the  most  exposed  cases  do  not  show  over  J 
inch  motion  per  100  ft.,  which  assuming  a  coefficient  of  expansion 
of  0.000,006  is  equivalent  to  a  maximum  change  of  temperature  of 
not  more  than  35°  F.''  J  "A  self-recording  thermometer  placed  in 
the  ring  of  a  reinforced  concrete  bridge  having  earth  filling  indicated 
that  the  total  range  of  temperature  did  not  exceed  about  20°  F.  in 
some  ten  or  twelve  months.''^  In  the  design  of  the  280-ft.  concrete 
archnow  (1909)  in  process  of  construction  in  Cleveland,  Ohio  (see  §  1346) , 
the  range  of  temperature  was  taken  at  ±30°  F.,  the  arch  ring  being 6  ft. 
thick  at  the  crown  and  11  ft.  at  the  springing,  and  being  exposed  on 
both  the  intrados  and  the  extrados.  From  a  limited  number  of  ob- 
servations extending  over  nearly  two  years  with  thermophones  em- 
bedded in  the  masonry  of  the  Boonton  (N.  J.)  Dam,  before  the 
water  was  admitted  behind  it,  the  following  formula  was  deduced.** 

n         135 
3</D 

in  which  R  is  the  total  range  of  temperature  on  Fahrenheit  degrees 
at  any  point  within  the  mass,  the  numerator  is  the  total  atmospheric 

*  Harmon  D.  Brush.  Jr..  Bachelors  Thiols.  University  of    Uinois.  1906. 

t  Trans.  Amer.  Sor.  C  K..  vol.  Ixi.  p.  405. 

j  Trans.  Amor.  Sor.  C.  K..  vol.  Iv.  p.  195. 

t  Howe's  Symmetrieal  Masonry  Arches,  p.  119. 

**  Trans.  Amer.  Soc.  C.  E..  vol.  Ixi.  p.  421. 


694  Elastic  Arch.  [Chap.  XXIII. 

range,  and  D  is  the  distance  in  feet  to  the  nearest  exix)sed  face  of 
the  dam.  The  above  formula  is  true  only  for  values  of  D  between 
0.5  ft.  and  20  ft. 

In  the  example  under  consideration,  t  will  be  assumed  to  be 
20®  Fahr.  above  a  mean  temperature  of  60°,  and  30°  below.  The 
sufficiency  of  this  allowance  will  depend,  of  course,  upon  the  locality 
and  the  exposure  of  the  arch  ring. 

Substituting  the  above  values  in  equation  27,  gives  for  a  maximum 
•rise  of  temperature 

^       (1,500,000  X  144)  X  50  X  0.000,005,4  X  20    _  «  kka  lu 
^ 192.72  X  2.3275  ^'-       ^^' 

That  is,  a  rise  of  temperature  of  20°  F.  in  an  arch  ring  1  foot  long 
exerts  an  outward  thrust  of  2,550  pounds  upon  the  abutments;  and 
similarly  a  fall  of  30°  F.  will  exert  an  inward  pull  upon  the  abutments 

of  |-  X  2,550  =  3,825  pounds. 

1336.  Temperature  Stresses.  The  fiber  stress  due  to  temperature 
changes  is,  in  the  nomenclature  of  §  1328, 

.   _  M c  _    Q.ak.c   _  6  Q.ak  . 

f'-T"  ^b(P  -  ~~dr~ ^^^ 

The  stress  due  to  the  action  of  the  tangential  component  of  Q, 

f'-l (29) 

in  which  Tt  is  the  component  of  Q  parallel  to  the  tangent  of  the 
neutral  line  at  the  point  where  the  stress  is  desired.  The  total  fiber 
stress  due  to  the  combined  bending  and  the  thrust  caused  by  a 
change  of  temperature  is 

It  =  l8  +  jb  =  ^  -^  ^  — ^ —     ....     (30; 

The  first  term  is  H-  for  a  rise,  and  —  for  a  fall  of  temperature. 
To  aid  in  interpreting  the  character  of  the  stresses  given  by  the  second 
term,  consider  only  the  left-hand  half  of  the  arch;  and  conceive  that 
the  right-hand  half  is  removed  and  that  its  effect  is  replaced  by  the 
force  Q  along  kik^^  acting  toward  the  left  for  a  rise  and  toward  the 
right  for  a  fall.  Then,  if  the  point  lies  below  the  line  k^k^g,  as  for 
example  a,,  for  a  rise  the  second  term  gives  tension  at  the  intrados 
and  compression  at  the  extrados,  and  for  a  fall  gives  compression 
at  the  intrados  and  tension  at  the  extrados;  and  when  the  point  lies 
above  the  line  k^k^^,  the  above  stresses  are  reversed.  Table  96 
shows  the  temperature  stresses  in  the  arch  ring  of  Fig.  233. 
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1336.  8TBK88  Dui  TO  Shortinino  OF  A&OH  RiMO.  In  deter- 
mining the  preceding  stresses,  the  only  eflfect  of  the  tangential  com- 
ponent considered  was  that  of  a  force  T  uniformly  distributed  over 
the  cross  section,  which  force  produced  only  shortening  of  the  arch 
ring,  and  being  uniformly  distributed  over  the  cross  section  did  not 
affect  the  bending  due  to  R,ae  or  H ,ac;  but  the  shortening  of  the 
arch  ring  produces  a  bending,  which  eflfect  is  now  to  be  considered. 

If  the  unit  compression  due  to  the  thrust  T  were  constant  for  all 
cross  sections,  the  effect  would  be  the  same  as  a  fall  in  temperature. 
\l  T  -^  A  represents  the  average  unit  compressive  stress,  the  short- 

T  1 
ening  of  the  span  is  i  ^^;   and  the  shortening  for  a  suppositious 

change  of  temperature  ^  is  ^  Z  6.  Ekjuating  these  two  values^  and 
solving  we  get: 

'-TE-e (31) 

The  proper  value  of  jP  -^  A  to  be  used  in  the  above  equation  is 
somewhat  uncertain,  since  the  unit  thrust  varies  from  point  to  point, 
and  is  quite  different  in  the  two  halves  of  the  arch  ring.  For  the 
example  in  hand,  the  value  used  will  be  the  average  of  the  unit  thrust 
at  ttj,  a^y  and  a^,  (see  the  fifth  column  of  Table  95,  page  690),  which 
is  71.8  lb.  per  sq.  in.  Substituting  in  equation  31,  this  value  and 
also  the  values  of  E  and  e  (see  §  1334),  we  get: 

1,500,000X0.000,005,4  * 

Therefore  the  shortening  of  the  arch  ring  under  the  action  of  T, 
the  tangential  component  due  to  the  dead  and  live  load,  is  equal  to 
that  due  to  a  fall  of  temperature  of  8.9°  Fahr.;  or  the  bending 
stresses  due  to  this  shortening  are  29J  per  cent  (  =  8.9  -^  30)  of 
those  due  to  a  fall  of  30®,  but  are  of  opposite  sign.  The  values  of 
the  bending  stresses  due  to  the  above  shortening  are  given  in  the 
fourth  and  the  fifth  columns  of  Table  97. 

The  bending  stresses  due  to  the  shortening  caused  by  the  tan- 
gential component  of  the  dead  and  live  loads  is  usually  neglected; 
but  it  is  un\\dse  to  omit  them,  particularly  as  the  above  method  of 
computing  them  is  so  simple  and  brief. 

1337.  There  is  a  similar  bending  stress  due  to  T^  ,  the  tangential 
component  of  the  abutment  reaction  for  temperature  stresses,  which 
can  be  computed  as  in  §1336.  For  the  example  in  hand,  this 
shortening  is  equivalent  to  a  fall  of  temperature  of  0.8*^  Fahr.,  which 
is  almost  exactly  11  per  cent  of  the  result  in  §  1336.  Therefore  the 
bending  stresses  due  to  this  shortening  are  only  about  11  percent 
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of  the  results  in  the  tenth  column  of  Table  97,  page  697;  and  hence, 
in  this  case  at  least,  they  may  be  omitted. 

1338.  Combined  Stresses.  Tabic  97,  page  697,  shows  the  max- 
imum combined  stresses  due  to  dead  and  live  loads  and  to  temperature 
changes.  The  results  are  collected  from  Table  95  (page  690)  and 
Table  96  (page  695).  The  stresses  to  be  employed  in  checking  the 
design  of  the  arch  ring  are  deduced  as  those  in  Table  97  using  the 
maximum  stresses  for  different  positions  of  the  live  loads  in- 
stead of  those  for  a  single  position  as  in  Table  95.  Table  97  does 
not  show  the  shearing  stress,  partly  because  it  would  unduly  extend 
the  table.  The  shearing  stress  due  to  the  dead  and  live  loads  is 
shown  in  Table  95,  page  690;  and  that  due  to  temperature  changes 
in  Table  96,  page  695.  The  latter  is  really  too  small,  in  this  case  at 
least,  to  be  considered;  and  hence  the  only  shearing  stress  to  be 
considered  in  checking  the  design  is  that  in  Table  95. 

By  way  of  further  illustration  Table  98  is  given  to  show  the 
stresses  at  several  points  of  a  100-ft.  arch  for  several  positions 
of  the  live  load,  and  for  a  plain  and  a  reinforced  concrete  arch  ring, 
and  also  for  three  different  end  conditions.*  The  semi-arch  ring 
was  divided  into  14  parts,  beginning  at  the  springing,  such  that 
As  -h-  I  was  constant;  and  "Point  1'*  is  in  the  middle  of  the  end 
section,  and  "Point  6^*  is  about  midway  between  it  and  the  crown. 
To  study  the  variation  of  the  stress  at  any  point  due  to  the  dead  and 
live  loads,  consider  only  the  quantities  in  the  "D  &  L"  columns  in 
the  upper  portion  of  Table  98;  and  to  study  the  variation  of  the 
combined  gravity  and  temperature  stresses  consider  only  the  stresses 
in  the  first  four  lines  of  the  table.  The  remainder  of  Table  98  will 
be  of  interest  in  connection  with  the  discussions  in  Art.  2  and  3  of 
this  chapter. 

1339.  Approximate  Solutions.  The  work  of  finding  the 
stresses  in  an  elastic  arch  having  fixed  ends  is  so  long  that  numerous 
approximations  have  been  used. 

One  of  these  consists  in  dividing  the  span  into  equal  parts  instead 
of  dividing  the  neutral  line  into  parts  such  that  As  -f--  /  is  constant 
(§  1311-12).  If  the  span  is  divided  into  equal  parts,  the  arch  ring 
is  divided  into  parts  whose  lengths  increase  as  the  secant  of  the 
angle  with  the  horizontal;  and  consequently  the  divisions  increase 
in  length  from  the  crown  toward  the  abutment,  but  not  as  required 
to  make  As  -^  I  constant.  This  method  is  most  nearly  correct  for 
a  very  flat  arch  having  a  nearly  uniform  depth.  The  method  of 
dividing  the  neutral  line  as  explained  in  §  1312  is  so  simple  as  not  to 
make  the  above  approximation  of  any  great  advantage. 

Another  approximation  consists  in  assuming  the  loads  at  points 

*  Almon  H.  Fuller,  Trans.  Amer.  Soc.  C.  E.,  vol.  Iv,  p.  196. 
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on  the  arch  independent  of  the  division  of  the  neutral  line,  which 
introduces  errors  in  scaling  the  intercepts  ac  (see  §  131G  and  §  1329); 
but  this  approximation  is  necessary  when  the  weight  of  the  roadway 
and  of  the  live  load  is  transferred  to  the  main  arch  by  spandrel 
arches  or  by  columns. 

Sometimes,  when  the  spandrel  filling  is  earth,  the  horizontal 
components  of  the  earth  filling  are  included;  but  this  violates  one 
of  the  fundamental  principles  upon  which  the  method  of  solution  is 
based,  viz.:  that  the  bending  moment  is  proportional  to  the  veHical 
intercept  in  the  equilibrium  polygon,  which  principle  is  true  only 
with  vertical  forces.  Therefore  including  the  horizontal  components 
adds  accuracy  in  one  respect  but  introduces  error  in  finother;  and 
on  the  whole  is  not  wise,  since  usually  the  horizontal  components  are 
not  included,  and  including  them  prevents  a  comparison  of  the  re- 
sults by  this  method  with  those  by  the  ordinary  method. 

1340.  Oraphio  vs.  Aloebraio  Solution.  The  preceding 
solution  is  quite  long  and  complicated;  but  it  is  shorter  and  simpler 
than  an  algebraic  solution.  Further,  the  graphic  solution  is  self- 
checking  at  various  intermediate  steps;  any  errors  in  the  graphic 
solution,  being  visible  to  the  eye,  are  more  easily  detected  than  in  an 
algebraic  solution;  and  great  errors  are  less  likely  in  a  graphic  than 
in  an  algebraic  solution. 

1341.  Reliability  of  Elastic  Theory.  The  chief  sources  of 
error  in  applying  the  elastic  theory  to  a  plain  concrete  arch  are: 
1.  The  uncertainty  as  to  the  coefficient  of  elasticity.  The  coefficient 
varies  with  the  quality  and  the  age  of  the  concrete,  and  also  with  the 
unit  stress;  but  not  according  to  any  definite  law.  2.  The  uncer- 
tainty as  to  the  temperature  variations.  The  effect  of  temperature 
changes  were  entirely  neglected  by  the  older  builders  and  by  nearly 
all  the  modern  builders;  and  as  the  older  voussbir  arches  have  stood 
for  thousands  of  years  without  signs  of  distress,  and  as  the  newer 
concrete  arches  show  no  signs  of  approaching  failure,  it  may  be  con- 
cluded that  the  stresses  due  to  temperature  changes  are  proportion- 
ally not  very  great,  probably  because  the  variation  of  the  mean  tem- 
perature of  the  arch  ring  is  not  very  large.  Accurate  experiments 
on  this  phase  of  the  subject  are  very  much  needed.  3.  The  uncer- 
tainty as  to  the  coefficient  of  expansion  of  concrete  (see  §  1334). 
Accurate  experiments  are  very  much  needed  in  this  field.  4.  The 
uncertainty  as  to  the  fixedness  of  the  ends  of  the  arch.  The  un- 
certainty as  to  the  fixity  of  the  ends  can  be  greatly  reduced  or  be 
entirely  eliminated  by  taking  the  springing  line  for  purposes  of 
analysis  at  a  plane  where  the  ends  of  the  arch  are  virtually  fixed; 
and  whenever  there  is  no  pronounced  change,  of  resisting  section 
from  abutments  to  arch  ring,  or  whenever  the  abutments  are  so  high 
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or  of  such  a  form  that  the  end*?  of  tiie  urnh  are  not  reallv  fixed,  than 
the  anah'siB  should  inolude  the  whole  fniruorure  i\oyn\  to  the  founda^ 
tiioBL,  «*here  the  unit  pressure  ^kHI  likely  lie.,  or  nan  he  made,  fto  low  that 
the  distortion  due  to  the  live  load  on  the  arch  will  lie  inappreciable. 
5.  When  the  spandrel  filing  is  earth,  the  omisaion  of  the  horizontal 
oompanentfi  of  the  pressure  nuikes  the  computed  stability  less  than 
libe  acTtual. 

If  tiie  ai'ch  ring  is  buih  mcmoiithio,  the  elastir  theorj'  applies 
i^ascmabhr  -well,  and  a  small  amount  -of  tension  may  be  permitted, 
say  ^0  lb.  per  sq.  in.  (see  §  405-06) ;  but  if  the  arch  rin|!:  ii^  built  in 
TousBuirB,  the  bond  lietween  the  two  adjacent  voussoirs  is  likely  t/) 
be  much  less  than  the  tensile  strength  of  the  concrete  (see  f  '^45), 
AZkd  consequently  it  is  unwise  to  permit  any  tension  in  the  arch  rinjo:. 

The  dimensions  deduced  Iry  the  elastic  theon-  do  not  differ  greath' 
from  those  for  the  thrust  theory,  partic^ularh'  if  the  moving  load  is 
tjomLparatively  light :  but  the  elastic  lihec»r}'  jjormit*  a  more  accurate 
<ietierminati()n  erf  the  maximum  Ij-v-e-lfiad  stresses. 

Utt.  An  elabc)rat.e  series  erf  instruct! \'e  experiments  on  arches 
<j>f  various  spans  up  to  75  ft...  by  the  Austrian  Society  of  Kngineers  and 
Architects*  showed  thai  the  deflections  erf  vou5?soir  arches  well"«int.hin 
working  limits  (Kvnformed  to  the  law  erf  elastiejity,  and  therefore  the 
elastic  theory  is  ap)pli cable  te)  a  ve>usse>ir  arch  pro\ided  the  cur\'e  of 
pressure  always  lies  within  tbe  middle  third  of  the  depth  of  t.he  arch 
riaa^,  i-e.,  pre)vided  there  is  no  t«enfae>n:  but  o"?^ing  t»o  the  uncertain- 
ties of  the  pre^penies  e)f  the  compeisit^e  arch  ring,  the  de^rree  of 
accuracy  is  not  as  great  as  in  a  plain  (concrete  arch. 

IMS.  Placutg  thb  Oomcssix.  With  a  small  arch  the  concret-e 
can  be  laid  at  one  rjperatic^n,  e^^^mmencing  at  the  abutment.*^  ajnd  work- 
ing toward  the  crown,  se>  that  the  arch  ring  is  in  fact  monolit.hio; 
but  with  large  arches  ihis  is  impossiV»le.  There  are  two  general 
methods  of  plaedng  the  e-oncrete  in  a  large  arch  ring,  \iz.:  (1 )  con- 
structing the  arch  in  suce-essive  bloeks  or  voussoirs  each  of  which 
is  continuous  for  the  fuJl  width  of  the  arch  transverse  \-o  the  s]^n; 
and  (2)  building  the  arch  ring  as  a  numlx^r  of  successive  ]>arallel  ril'is 
continuous  from  abutment  to  abutment,  Kach  methoii  has  it$ 
advocates. 

In  the  first  method,  the  voussoii^  at  each  springing  ^ro  laid  first, 
next  a  bkx*k  on  each  side  intermediate  Ix^twcen  the  springing  and  the 
crown,  then  the  two  voussoirs  each  side  of  the  kev,  and  next  the 
intermediate  block.?,  and  finallv  that  at  the  ctx>wti.     For  the  exact 

« 

*  Berirlit  d***  Gf-'»*^jV»^*-A\i.ssoluL«^s<»!>  iit>s  iVstcnviohisrhcx.  liVPMiH»nr*  «m«1  .Xivhi- 
tekten-Verfins :  largf  4tf».  i-ajH-r.  pp.  131.  27  foKiiixg  pUtos.  Vi<^nTm„  15^V  For  a 
brief  6umiiutr>',  m*  Howt-'s  'l"reati.«<'  on  Archos.  p.  "J.V^  -<>(>.  «^r  KngitifieHnp  .V#^wv.  xxJ. 
xxzv,  p.  238-39. 
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order  in  a  particular  case,  see  Fig.  236,  page  705,  and  Fig.  244,  page 
719.  This  method  distributes  the  weight  uniformly  over  the  center 
and  prevents  its  distortion  by  unequal  compression  or  settlement. 

In  the  second  method,  the  width  of  the  rib  can  be  chosen  so  that 
a  single  arch  rib  may  be  built  complete  from  abutment  to  abutment 
in  a  single  day  (except  for  very  long  spans),  which  as  soon  as  the 
concrete  sets  is  capable  of  bearing  its  own  weight.  Each  rib  built 
in  this  way  has  no  joints,  and  hence  is  in  better  condition  to  resist 
bending  stresses  than  though  it  had  radial  joints;  but  this  is  not 
an  important  matter  if  the  line  of  pressure  is  always  within  the 
middle  third,  since  then  there  is  no  tension  at  any  point  in  the  arch 
ring. 

1344.  Examples  of  Plain  Conorete  Arohes.  We  will  close 
the  consideration  of  plain  concrete  arches  by  giving  a  few  details  of 
some  of  the  larger  arches  that  have  been  built. 

1346.  Dimensions  of  Plain  Concrete  Arches.  Table  99  gives  the 
principal  dimensions  of  some  of  the  larger  plain  concrete  arches 
having  fixed  ends.  A  comparatively  few  structures  were  omitted 
for  the  lack  of  complete  data.  Table  99  is  valuable  as  showing 
the  dimensions  of  arches  that  have  stood  successfully  for  a  number 
of  years,  and  are  useful  as  a  guide  in  assuming  trial  dimensions  for 
a  new  structure. 

1346.  The  Longest  Concrete  Arch.  Fig.  235,  page  705,  shows 
the  cross  section  of  a  280-ft.  concrete  arch,  the  longest  yet  put  under 
construction.  For  comparative  data,  see  Table  99.  This  arch, 
now  (1909)  in  process  of  construction,  is  the  central  span  of  a 
concrete  bridge  to  carry  Detroit  Avenue,  Cleveland,  Ohio,  over  Rocky 
River.  The  central  arch  is  flanked  on  one  side  by  one  59-ft.  and  two 
50-ft.  arch  spans,  and  on  the  other  side  by  one  59-ft.  and  one  50-ft. 
arch  spans.  The  bridge  has  a  40-ft.  roadway  and  two  8-ft.  sidewalks. 
The  main  arch  consists  of  two  parallel  ribs,  each  22  ft.  wide  and  11  ft. 
thick  at  the  springing,  and  18  ft.  wide  and  6  ft.  thick  at  the  crown. 
The  space  between  the  ribs  at  the  crown  is  IG  ft.,  and  is  spanned  by  a 
reinforced  slab  (the  only  reinforced  concrete  in  the  bridge).  The 
parallel  twin  construction  is  carried  all  through  the  spandrel  arches, 
the  piers,  and  the  approach  spans.  The  twin  method  of  construction 
was  first  employed  in  the  Luxemburg  bridge — see  No.  2,  Table  90, 
page  648,  and  also  §  1285.  The  advantages  of  this  form  of  construc- 
tion are:  (1)  it  saves  considerable  load  on  the  foundations;  (2) 
lessens  the  amount  of  spandrel  filling  required;  and  (3)  permits  the 
same  center  to  be  used  for  the  two  parallel  arches. 

For  a  graphic  solution  of  the  stresses  in  the  main  arch  and  a 
tabular  statement  of  the  stresses  for  the  dead  load,  for  two  positions 
of  the  live  load,  for  the  wind,  and  for  temperature  changes,  see 
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Engineering-Contracting  J  March  10,  1909,  page  184-87.  The  main 
arch  ril)8  are  built  of  a  1  :  2  :  4  portland-cement  concrete  with  slabs 
of  stone  embedded  therein  in  a  radial  position  quite  close  together; 
and  most  of  the  remainder  of  the  bridge  is  built  of  a  1  :  3  : 5  rubble 
concrete.  The  rubble  concrete  of  the  arch  rings  was  assumed  to 
weigh  160  lb.  per  cu.  ft.,  and  the  remainder  of  the  concrete  150  lb. 
per  cu.  ft.  The  safe  compressive  strength  of  the  concrete  in  the 
arch  rings  was  assumed  to  be  600  lb.  per  sq.  in.  The  center  for  the 
main  ril>s  consists  of  two  three-hinged  steel  trusses  23  ft.  apart.  The 
arch  will  l>e  concreteil  in  transverse  sections  (§  1343). 

1347.  Big  Muddy  Bridge.  One  of  the  first  large  plain-concrete 
railway  arches  was  the  double-track  bridge  on  the  Illinois  Central 
Riiilroad  over  the  Big  Muddy  River,  near  Grand  Tower,  111.*  The 
bridge  consists  of  three  elliptical  arches,  each  of  140  ft.  clear  span 
and  30  ft.  rise.  For  the  dimensions  of  the  main  arches,  see  No.  5, 
Table  99,  page  705.  Each  main  arch  is  surmounted  by  ten  trans- 
verse arches  whose  abutment  walls  are  pierced  by  longitudinal 
arches.     Only  the  spandrel  arches  were  reinforced. 

Fig.  236,  opposite,  shows  the  longitudinal  section  of  one  of  the 
main  arches.  The  arch  ring  was  built  in  voussoirs  approximately 
8  ft.  long  on  the  intrados:  and  the  numbers  on  the  voussoirs  in 
Fig,  XM\  show  the  onier  of  placing  the  concrete.  Each  voussoir 
keN's  into  the  next  one  by  two  4-inch  by  r2-inch  projections  on  each 
side,  made  by  timl^ers  built  into  the  block  first  completed.  The 
face  of  the  arrh  ring  was  divided  into  false  voussoir?  4  ft.  on  the 
intrados  by  nailing  triangular  strij>s  on  the  forms.  Fig.  237,  pape 
70(>,  shoxs^  the  centers  employed  in  erecting  the  side  spans.  For  the 
central  span,  to  pit^Nide  for  jx^ble  drift,  the  middle  portion  of  the 
center  was  supjx>rted  upon  GO-ft,  plate  girders  which  rested  upon 
piles, 

Ol>ser\'ations  were  made  from  Januan*  *20  to  Mav  23,  19CV^,  with 
gaijes  Tt^,^ding  to  thousandths  of  a  fix>t,  to  determine  the  amouni  of 
exjvansion.  The  extTVime  movement  in  that  time  was  0.012  ft., 
which  was  equivalent  to  a  temj-^erature  chanije  of  16'  F,  if  we  assunx* 
the  cix^fficient  oi  exjvui^^ion  to  be  O.OOC\(Xi5,4.  or  to  12^  F.  if  ve 
assume  the  cix^^cient  to  Ix^  O.lXX'ixXX^.o  (5>ee  f  i;>;^4--  No  lieflectSon 
of  the  arches  or  movement  at  the  expansion  joints  could  be  lietected 
during  the  iviss.-^^-^  of  he.^vy  tr.<iin5. 

IS4S.  FennypaclDer  Bhdg«.  Fiir.  2;>S,  pace  707,  shows  some  of 
tl">e  details  of  the  Arch  rini:  .^Dvi  oi  ihe  oente^r  of  one  of  the  five  60- 
f<v>t  arches  of  the  Pennvp,^fker  bridire  on  the  Phi'.aoe'r^hifi  &nd  R^iad- 
ing  R^iiroAd  "-     The  srch  tr.^  const n'C";<\i  ,*is  h  n-iorjolit.h.     A  1  :  3  :  6 
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concrete  was  used  below  the  springing  line,  and  a  1:2:4  above. 
The  upper  surface  of  the  arch  pitches  6  inches  toward  the  axis  of 
the  bridge,  and  is  drained  by  4-inch  pipes  built  into  the  concrete  of 
each  pier.  Tongue  and  groove  vertical  transverse  expansion  joints 
are  provided  in  the  spandrel  wall,  two  over  each  pier,  extending  from 
the  haunches  through  the  coping. 


Art.  2.    Reinforced  Concrete  Hingeless  Arch. 

1349.  AdVAMTAGES  of  THE  Reimfoboed  Abgh.  If  the  loads 
upon  the  arch  were  all  fixed,  it  would  be  possible  to  design  an  arch 
ring  so  that  the  resultant  pressure  would  pass  through  the  center  of 
each  cross  section,  and  consequently  the  entire  arch  ring  would  be 
in  compression;  but  if  part  of  the  load  is  a  moving  one,  or  if  the  line 
of  pressure  does  not  pass  exactly  through  the  center  of  each  cross 
section  of  the  arch  ring,  there  will  be  developed  bending  stresses 
as  well  as  direct  compression.  When  the  arch  ring  is  subjected 
to  bending,  the  greatest  economy  is  likely  to  be  obtained  by  the 
use  of  reinforced  instead  of  plain  concrete.  However,  the  gain  in 
economy  through  the  use  of  steel  reinforcement  in  an  arch  is  not 
very  great.  If  the  line  of  pressure  does  not  depart  from  the  middle 
third  of  the  arch  ring,  no  tension  is  developed;  and  therefore  the 
steel  reinforces  only  in  compression,  and  steel  is  not  as  economical 
a  material  to  resist  compression  as  concrete.  On  the  other  hand, 
if  the  line  of  pressure  departs  from  the  middle  third  of  the  arch  ring, 
the  probabilities  are  that  owing  to  the  comparatively  heavy  direct 
compressive  stress  the  resulting  tension  will  be  quite  small,  and 
hence  the  unit  tensile  stress  in  the  steel  will  be  very  low.  Of  course, 
the  unit  stress  in  the  steel  could  be  increased  by  using  a  smaller  per 
cent  of  it;  but  if  the  percentage  of  steel  is  quite  small,  to  secure 
a  proper  distribution  of  it  would  necessitate  the  use  of  impossibly 
small  cross  sections. 

Even  though  the  economy  of  the  use  of  steel  in  arches  is  not 
great,  the  reinforcement  is  practically  of  great  value.  Concrete  is 
much  more  reliable  in  compression  than  in  tension,  and  hence  tht 
use  of  steel  to  carry  the  tension  adds  to  the  reliability  of  the  structure 
as  a  whole.  Further,  the  steel  is  an  economical  insurance  against 
uncertainties  in  the  data,  errors  in  the  computations,  shrinkage 
stresses,  unequal  settlement  of  the  foundations,  defective  materials, 
and  careless  workmanship. 

1360.  Analysis  of  Reinforced  Argh.  The  analysis  of  the 
reinforced  concrete  arch  having  fixed  ends  is  substantially  the  same 
as  that  for  a  plain  concrete  arch,  except  that  the  moment  of  inertia 
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of  the  homogeneous  cross  section  should  be  replaced  by  that  of  the 
composite  cross  section. 

The  differences  between  the  solution  for  the  plain  concrete  arch 
and  that  for  the  reinforced  arch  will  be  considered  in  order. 

1361.  Equations  of  Condition.  It  is  customary  to  place  the  re- 
inforcing steel  symmetrically  about  the  neutral  surface  of  the  arch 
ring.     In  §  1302  the  fiber  stress  of  the  plain  concrete  section  is  stated 

to  be  /  =  S     ,      ;   and  for  the  symmetrically  reinforced  concrete 

section,  the  fiber  stress  in  the  concrete  is  /-  =  Ec     ,     and  that  in 

as 

9  /Irk 

the  steel  is  /,  =  E^     ,     .    Similarly,  the  differential  moment  of  the 

stress  in  the  plain  concrete  section  is  stated  to  be  /  2  da;  but  for  the 
reinforced  section  the  elementary  moment  is  (/<.  z  dag  +  fg  z  da^. 
Substituting  in  equation  a,  page  672,  the  above  values  for  the  rein- 
forced concrete  section,  instead  of  the  corresponding  values  for  the 
plain  concrete  section,  remembering  that  Eg  ^  n  E^  (see  §  447),  and 
carrying  the  work  through,  equation  c,  page  672,  becomes 

^-xffi« <^> 

By  analogy,  the  equations  of  conditions,  equations  1,  2,  and  3, 
then  become 

^        Md'i 
=  0  .  .     .     (V) 

^_Mxd^_ 
^  EAIc  +  nIg)      " ^""^ 


/ 


^  EAIc  +  nh)'^ (^^ 

1362.  To  Make  Js  4-  (/^  +  n/,)  Constant.  The  neutral  line  of 
the  arch  ring  must  be  divided  so  as  to  make  Js  -r-  (Ic  4-  nig) 
constant.  The  method  of  making  this  division  is  the  same  for  the 
reinforced  section  as  that  explained  in  §  1311  for  the  plain  section. 
Proceeding  as  in  the  second  paragraph  of  §  1311,  construct  a  line 
similar  to  Z)F,  Fig.  231,  page  677,  to  represent  Ic  +  n/,.  /^  =  -jlj 
6(2rfc)^;  and  /«  =  tV  b  di^  +  As  dg-  in  which  dc  is  the  depth  of  the  con- 
crete from  the  neutral  axis,  d\  is  the  thickness  of  the  steel  in  the  direc- 
tion of  th(^  radius  of  tlu^  arch,  dg  is  the  distance  from  the  neutral  line 
to  tliec(»ntor  of  the  steel,  and  Ag  is  the  sum  of  the  area  of  the  cross 
section  of  the  steel  on  th(»  two  sides  of  the  neutral  axis.     Since  it  is 


710  Elastic  Arch.  [Ghap.  XXlII. 

customary  to  consider  only  a  section  of  the  arch  a  unit  long,  we 
may  put  /c  =  TV(2^f)^J  ^^^  ordinarily  we  may  take  Ia=Asds^, 

Next  proceeding  as  in  §  13 12,  divide  the  neutral  line  into  a  pre- 
determined number  of  parts. 

1363.  To  Locate  tlie  Line  kk.  The  method  of  locating  the  line 
kk  for  the  reinforced  arch  is  exactly  the  same  as  that  for  the  plain 
concrete  arch — see  §  1313. 

1364.  To  Find  the  Troe  Eqnilifarinm  Polygon.  The  method  of  find- 
ing the  true  equilibrium  polygon  for  the  reinforced  arch  is  exactly 
the  same  as  that  explained  in  §  1314-26. 

1366.  8TBB88X8  Dub  to  Dead  ahd  Live  Loads.  In  §  1351  it 
was  shown  that  the  fiber  stress  in  the  concrete  due  to  bending 

fc  =  EcZ-^ ,  and  substituting  the  value  of  the  fraction  from  equation 

« 

</,  page  709,  gives 

.  _       Mz 

Je  — 


ifc  +  nl.) 

As  we  desire  the  maximum  value  of  /c,  z  must  have  its  maximum 
value,  i.e.,  z  =  dcy  the  distance  from  the  neutral  line  to  the  upper  or 
the  lower  edge  of  the  concrete.  Further,  from  equation  18,  page 
689,  M  =^  H  ,ac.  Therefore  for  the  maximum  fiber  stress  in  the 
concrete  due  to  bending,  the  above  equation  becomes 

Similarly,  the  maximum  fiber  stress  in  the  steel  due  to  bending  is 

/•  =  ^T^    ......     (18") 

in  which  d,  is  the  distance  from  the  neutral  axis  to  the  center  of  the 
steel. 

To  find  the  unit  stress  due  to  T,  the  tangential  component  of  R 
(see  §  1328),  notice  that  the  section  is  symmetrical  and  also  that  the 
steel  takes  n  times  as  much  stress  as  an  equal  area  of  concrete,  and 
therefore  the  unit  compressive  stress  due  to  T  is 

Again,  /,  =  n/^,  and  hence  from  equation  W 

Adding  equations  18'  and  19^,  and  substituting  the  values  of 
If,  and  /,  from  §  1352,  we  have 
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/  -         ^         4-       H,ac,dc  fou\ 


Similarly,  by  adding  equations  18"  and  19", 

.  n .  T        ,      n .  H .  ac.dg 

' '  ^  Ac  +  nA,      ^dJ'  +  nA.d,'' 


(21-) 


Equations  21'  and  21"  are  to  be  used  exactly  as  equation  21,  page 
G89,  and  the  law  governing  the  character  of  the  stress  is  the  same  in 
both  cases. 

1366.  Systems  of  Reinforced  Concrete  Arch  Construotion. 
There  are  a  great  variety  of  methods  of  reinforcing  a  concrete  arch, 
most  of  which  are  patented.  A  few  of  the  better  known  will  be 
briefly  described,  in  chronological  order. 

1367.  Monier  Arch.  Mr.  Jean  Monier  of  Paris,  France,  in  1876, 
built  the  first  reinforced  concrete  arch.  He  first  embedded  a  wire 
net  near  the  intrados;  but  later  two  nets  were  used,  one  near  the 
intrados  and  one  near  the  extrados.  Monier  arches  have  some 
seriovis  defects,  viz.:  1.  The  wire  nets  are  very  flexible,  and  hence 
are  difficult  to  place  properly.  2.  The  transverse  wires  do  not  aid 
in  supporting  the  load,  and  hence  add  needlassly  to  the  cost.  3.  The 
closeness  of  the  mesh  prevents  the  use  of  even  a  moderately  coarse 
aggregate,  and  hence  adds  to  the  cost  of  the  concrete.  Notwith- 
standing their  defects  many  Monier  arches  have  been  built,  partic- 
ularly in  Europe,  some  of  which  are  quite  remarkable  for  their  delicate 
dimensions  and  surprising  strength.  The  two  most  notable  of  these 
are:*  1.  Three  arches  built  in  Switzerland  in  1891  each  having  a 
span  of  128  ft.,  rise  11  ft.,  thickness  at  the  crown  6.67  in.  and  at  the 
springing  10  in.  2.  An  arch  built  in  Germany  in  1890  in  which  the 
span  was  132  ft.,  the  rise  14.7  ft.,  and  thickness  at  the  crown  9.88  in. 

1368.  WiinBch  System.  This  system,  invented  by  Robert  Wiinsch 
of  Budapest,  Hungary,  in  1884,  consists  of  a  straight  rolled  section, 
equal  in  length  to  the  span,  placed  horizontally  above  the  crown  and 
a  curved  member  placed  parallel  to  the  intrados,  the  two  being 
connected  by  vertical  members  riveted  to  them.  This  is,  strictly 
speaking,  not  an  arch  at  all,  but  a  reinforced  abutting  cantilever. 

1369.  Melan  System.  This  system,  invented  in  1892  by  Joseph 
Melan  of  Austria-Hungary,  consists  of  embedding  steel  ribs,  either 
solid  rolled  sections  or  built  sections,  in  the  concrete  arch  ring.  The 
solid  sections  are  used  for  small  arches  and  the  built  for  large  ones. 

1360.  Hemiebiqae  System.  The  arch  in  this  system,  invented 
by  Hennebique  in  1893,  is  reinforced  with  solid  rolled  members 
parallel  to  the  intrados  and  the  extrados  connected  at  frequent 

*  Trans.  Amer,  Soc.  C.  E.,  vol.  xxxi,  p.  441-42. 
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intervals  by  lattice  bars.  In  this  system,  small  bridges  consist  of 
parallel  arch  ribs  built  up  solid  to  the  level  of  the  crown,  which  sup- 
port a  reinforced  concrete  slab  resting  directly  upon  the  ribs;  and 
in  larger  bridges  the  floor  slab  is  supported  by  columns  or  spandrel 
arches  resting  on  the  extrados  of  the  reinforced  ribs. 

1361.  Thacher  System.  This  system,  invented  by  Edwin  Thacher, 
New  York  City,  in  1899,  consists  of  flat  steel  bars  in  pairs,  one  parallel 
to  the  intrados  and  the  other  parallel  to  the  extrados.  The  bars 
have  no  connection  with  each  other  except  through  the  concrete; 
but  are  provided  with  projections,  usually  rivet  heads,  at  short 
intervals  to  secure  mechanical  bond  between  the  steel  and  the  con- 
crete. 

1362.  Common  System.  Recently  in  America  the  most  common 
reinforcement  for  concrete  arches  consists  of  a  series  of  plain  or 
deformed  bars  (Fig.  28,  page  236)  parallel  to  and  near  the  extrados 
and  a  similar  series  near  the  intrados,  each  series  sometimes  being 
connected  at  intervals  by  some  form  of  stirrups  (Fig.  29,  page  238). 
The  chief,  if  not  the  sole,  purpose  of  the  steel  is  to  resist  the  bending; 
and  hence  the  amount  of  reinforcement  parallel  to  the  neutral  line 
should  be  from  j  to  1^  per  cent  (see  equation  10,  page  228),  but  it 
is  frequently  considerably  greater  than  this.  Not  infrequently  the 
concrete  alone  is  able  to  carry  the  computed  stresses  with  a  fair 
degree  of  safety,  the  reinforcement  being  added  only  as  an  additional 
element  of  security. 

For  examples  of  what  was  above  called  the  common  system,  see 
Fig.  239-41,  page  713-16,  and  Fig.  243-44,  page  717-19. 

1363.  Examples  of  Reinforoed  Conorete  Arohes.  The  con- 
sideration of  reinforced  concrete  arches  will  be  closed  by  giving  somo 
details  of  a  few  structures. 

It  is  hardly  possible  to  make  a  tabular  exhibit  of  any  value  show- 
ing the  dimensions  of  reinforced  concrete  arches  as  was  done  for 
voussoir  and  plain  concrete  arches,  since  the  systems  of  reinforce- 
ment are  so  varied  and  the  quality  of  the  steel  and  its  positions  are 
so  diverse.  Further,  reinforced  concrete  arches  are  built  with  either 
a  solid  arch  ring  or  of  ribs  connected  by  a  curtain  wall;  and  rein- 
forced concrete  arches,  like  those  of  plain  concrete,  are  built  with 
solid  spandrel  filling  or  various  forms  of  open  spandrels.  It  is  not 
possible  to  make  a  tabular  statement  of  all  these  variables  that  will 
be  of  any  particular  value.  Reasonably  complete  descriptions  of 
many  reinforced  concrete  arches  can  be  found  by  consulting  any  one 
of  the  several  indexes  to  current  engineering  literature.  The  fol- 
lowing are  representative  examples  of  reinforced  concrete  arches 
having  no  hinges. 

1364.  Union  Pacific  Arch.     Fig.  239  shows  the  typical  reinforced 
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concrete  arch  for  stream  and  highway  crossings  employed  recently 
by  the  Union  Pacific  Railroad.*  Fig.  239  is  for  a  highway 
crossing  near  Omaha;  and  the  form  for  stream  crossings  is  the  same 
except  that  the  wings  flare  at  30".  The  reinforcement  consists  of 
corrugated  bars  (§  465) ;  and  this  particular  job  contained  52.2  lb. 
of  steel  per  cubic  yard  of  concrete.  No  bar  was  placed  nearer  the 
surface  of  the  concrete  than  3  inches,  and  splices  were  lapped  2  feet. 


BnsmorUa 


Seciton  at  Crown.  Sections  Through  ButtrMsca. 

Fig.  239. — REiNroRCED  Concbete  Abch  on  Uvion  Pianc  R.R. 

The  arch  ring  is  not  necessarily  built  monolithic,  but  any  joints  are 
required  to  be  on  a  radial  line. 

1365.  Big  South  Fork  Bridge.  Fig.  240,  page  714,  shows  one  of 
the  five  equal  spans  of  a  skew  bridge  over  the  Big  South  Fork  Branch 
of  the  Cumberland  River  on  the  Kentucky  and  Tennessee  Railway. t 
The  extradoa  and  also  the  intrados  are  circular  curves.  The  arch 
is  designed  for  a  train  load  equivalent  to  Cooper's  E-40.  The  rein- 
forcement is  twisted  steel  bars  (§  465).  The  concrete  in  the  arch 
ring  and  the  spandrel  walls  is  1  : 2  :  4.  in  the  footings  I  :  3  : 6,  and 
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in  the  body  of  the  piers  1  :  2i  :  5.  "The  west  abutment  was  built 
hollow  and  filled  with  stone.  It  was  deigned  on  the  supposition 
that  solid  rock,  which  outcropped  near  the  site  of  the  abutment, 
would  be  found  at  a  small  depth;  but  solid  rock  was  not  found  as 
expected,  and  to  avoid  the  cost  of  extending  the  abutment  so  that 
its  weight  would  make  it  stable  against  the  thrust  of  the  arch, 
anchors  were  cemented  into  the  rock  foundation  to  a  depth  of  6  ft. 
along  the  front  edge  of  the  abutment.  In  building  this  abutment 
it  was  found  that  the  cost  of  the  form-work  was  greater  than  the 
saving  in  concrete;  and  the  contractor  preferred  to  build  the  other 
abutment  solid  and  omit  much  of  the  steel."  The  rods  parallel  to 
the  neutral  line  between  the  reinforcement  near  the  extrados  and  the 
intrados  are  quite  unusual. 

1366.  Gharlaj  Greek  Bridge.  Fig.  241,  page  716,  shows  one  of 
the  two  75-ft.  arches  carrying  a  highway  over  Charley  Creek,  near 
Wabash,  Ind.;  and  Fig.  242,  page  716,  shows  the  center  used  in 
its  erection.*  This  bridge  differs  from  the  two  preceding  ones 
in  four  noteworthy  particulars,  viz.:  1.  The  use  of  a  special  bar, 
the  Kahn  (e.  Fig.  29,  page  238)  for  the  reinforcement,  which  give 
a  rather  remarkable  arrangement  of  metal  in  the  arch  ring.  The 
designer  claims  that  the  diagonal  members,  being  solidly  connected 
to  the  extradosal  and  intradosal  bars,  firmly  anchor  these  bars  and 
also  tie  together  the  concrete  of  the  arch  ring.  2.  The  complete 
reinforcement  of  the  spandrel  walls.  The  spandrel  walls  are  designed 
as  vertical  cantilevers  to  hold  in  place  the  earth  spandrel  filling,  the 
reinforcement  being  Kahn  bars  (§  465)  set  upright ;  and  are  rein- 
forced longitudinally  for  temperature  stresses  by  round  rods.  3. 
The  bonding  together  of  the  arches  and  spandrel  walls  over  the  center 
pier.  4.  It  has  frequently  been  stated  that  the  curve  of  the  arch 
ring  of  this  bridge  is  a  parabola;  but  an  examination  of  the  drawing 
shows  that  the  intrados  is  a  five-centered  circular  curve  and  the 
extrados  a  circular  arc.  The  above  statement,  and  many  similar 
ones,  must  be  interpreted  to  mean  that  the  stresses  were  determined 
on  the  assumption  that  the  center  line  of  the  arch  ring  was  a  parabola, 
i.e.,  the  stresses  were  determined  by  the  method  proposed  by  Prof. 
C.  E.  Greene  t  for  an  arch  whose  neutral  line  is  a  paratx)la.  Professor 
Greene  adopted  a  parabola  for  the  center  line  of  the  arch  ring  because 
a  parabolic  linear  arch  is  stable  under  a  load  uniform  along  the  span; 
but  it  is  not  proved  that  the  parabolic  arch  is  better  than  the  more 
common  forms,  particularly  as  the  dead  load  is  not  uniform  along 
the  span,  and  since  the  live  load  has  a  different  position  for  the  maxi- 

♦  Engineering  Netrs,  vol.  Iv,  p.  290, — March  15,  1906. 

t  Pages  41-71  of  his  Arches — Part  III.  of  his  Trusses  and  Arches.     John  Wiley  A. 
Sons,  New  York,  1879. 
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mum  stresses  at  different  points 
along  the  arch,  and  fufther  since 
temperature  stresses  are  an  impor- 
tant factor  in  the  design  of  an  arch 
and  are  independent  of  the  curve 
of  the  neutral  line.* 

1367.  Fern  Bridge.  Fig.  243 
shows  one  of  the  seven  arches 
across  the  Wabash  River  at  Peru, 
Ind.f  There  are  three  noteworthy 
features  of  this  bridge.  1.  The 
arrangement  of  the  reinforcement 
of  the  arch  ring,  whereby  a  rod  is 
near  the  intrados  at  the  crown  and 
near  the  extrados  at  the  springing, 
one  third  of  the  rods  crossing  the 
neutral  line  at  the  mid-point  of 
the  semi-arch,  one  third  at  the 
upper  third-point,  and  one  third 
at  the  lower  third-point.  This 
disposition  of  the  steel  is  on  the 
supposition  that  the  unreinforced 
arch  has  a  tendency  to  fail  by  ten- 
sion in  the  intrados  at  the  ciown 
and  by  tension  in  the  extrados 
near  the  springing — see  Fig.  189, 
page  610.  2.  A  new  method  of 
balancing  the  thrust  of  unequal 
spans.  The  arch  shown  in  Fig. 
243  is  flanked  on  the  right  by  a 
100-ft.  span  and  on  the  left  by  an 
85-ft.  span.  For  the  effect  on  the 
appearance  of  the  bridge  and  also 
to  increase  the  waterway,  it  was 
desired  to  make  the  spans  increase 
from  the  shore  toward  the  middle 
of  the  river;  and  to  keep  the  road- 
way level  and  as  low  as  possible 
'  and  also  to  give  a  maximum  water- 
way, it  was  not  possible  to  balance 

■  For  an  intcifstiiiB  and  in."tructivo  dele 
plaiii-«m.-rclp  arcOi  briagi-  iivi-r  Pinry  Braiif 
fiea's.  vol.  liv,  |i.  alO-l?:    vol.  Iv,  p.  ir,:i ;    vo 

t  I).  11.  l-utt-n,  llie  designer  of  the  bridgi-. 


count  of  e,  t26-ft.  true  parabolic 
diinglon.   D.  C.,  see  Engineeriny 
,.  682 -H3. 
•inerring  Ncu-t,  vol.  Iv,  |i,  347-49. 
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the  thrust  of  the  longer  span  in  the  usual  way,  i.e.,  by  making  the 
shorter  span  proportionally  much  flatter,  as  the  shorter  arch  would  be 
entirely  submerged  at  highwater.  The  submergence  of  the  end 
spans  would  not  only  decrease  the  waterway,  but  might  through  the 
effect  of  buoyancy  cause  a  collapse  of  the  adjoining  spans.  Further, 
it  was  not  possible  to  make  the  piers  heavy  enough  to  support  the 
unequal  thrusts,  without  unduly  reducing  the  waterway.  These 
conditions  were  met  by  inclining  each  arch  of  a  shorter  span  upwards 
toward  the  adjacent  longer  span,  so  that  at  any  pier  the  shorter  arch 
has  virtually  a  higher  springing  than  the  longer  arch,  although  the 
apparent  springings  are  maintained  at  the  same  level  by  sUghtly 
distorting  the  curve  of  the  shorter  span  at  the  pier.  By  this  method 
a  75-ft.  span  is  balanced  by  an  85-ft.  span,  an  85-ft.  by  a  95-ft.,  and 
a  95-ft.  by  a  100-ft.,  all  on  6-ft.  piers,  although  the  rise  of  the  several 
arches  is  practically  constant,  being  15  feet  for  the  100-ft.  span  and 
13  feet  for  the  75-ft.  The  effect  on  the  thrusts  of  the  arches  by  in- 
clining of  the  shorter  span  upward  toward  the  longer  is  shown  in 
Kg.  243,  for  the  pier  between  the  95-ft.  and  the  100-ft.  spans.  The 
thrust  Tj  of  the  95-ft.  arch  meets  the  thrust  T^  of  the  100-ft.  span  on 
that  side  of  the  center  of  the  pier  toward  the  greater  span,  by  reason 
of  the  elevation  of  this  end  of  the  shorter  span.  The  thrust  T^  of  the 
100-ft.  arch  being  greater  than  T^  the  resultant  -R^  of  the  two  thrusts 
is  deflected  across  the  center  line  of  the  pier,  but  is  kept  within  the 
middle  third  of  its  base.  3.  A  new  method  of  striking  tie  centers. 
The  centering  was  supported  by  2-  by  12-inch  joists,  which  were  too 
flexible  to  carry  their  load  except  when  braced  in  both  directions 
at  the  third  points.*  To  strike  the  centers,  one  sj'stem  of  sway 
bracing  was  removed  from  the  upright  supports,  which  allowed  them 
to  buckle  and  thus  relieve  the  centers. 

1368.  Danvffle  Bridge.  Fig.  244  shows  half  of  the  100-ft. 
span  and  half  of  one  of  the  two  80-ft.  spans  of  the  double- 
track  reinforced-concrete  arch  bridge  on  the  Cleveland,  Cincinnati, 
Chicago  and  St.  Louis  Railway,  near  DanA-ille.  IlLf  The  road  also 
has  a  similar  bridge  near  Robinson,  111.  The  bridge  is  42  ft.  wide 
outside  to  outside  of  parapet  walls,  and  27  ft.  inside  to  inside.  The 
springing  line  of  the  intrados  of  the  100-ft.  arch  is  30  ft.  above  the  bed 
of  the  stream.  Note  that  the  crowns  of  all  three  arches  are  at  the 
same  elevation,  the  springing  lines  of  the  smaller  arches  being  higher 
than  those  of  the  larger  one.  The  base  of  the  rail  Ls  19.75  ft.  above 
the  extrados  of  the  crown  of  the  main  arches,  and  the  track  rests 
upon  a  cushion  of  earth  5  ft.  deep.     The  spandrel  arches  have  a 

•  For  details  of  the  computations,  see  Engineering  Xevf^  roL  Ilii,  p,  477, 
11,  1905. 

Record,  voL  liii,  p.  23S-43. 
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span  of  8  ft.,  and  a  thickness  at  the  crown  of  2  ft.,  the  space  above 
the  arches  being  filled  with  concrete  to  the  level  of  the  crown.  The 
reinforcement  is  square  corrugated  bars.  The  steel  in  the  main 
arches  is  6  inches  from  the  surface  at  the  crown  and  24  inches  at  the 
haunches.  The  series  of  spandrel  arches  are  built  in  three  sections, 
one  over  each  of  the  main  arches.  Between  each  section  of  spandrel 
arched  is  an  expansion  joint,  the  details  of  which  are  shown  in  Fig. 
244,  page  719.  The  numbers  on  the  arch  rings  show  the  order  of 
the  concreting. 

1369.  Hudson  Memorial  Arch.  For  a  detailed  description  of  the 
proposed  Henry  Hudson  memorial  reinforced-concrete  arch  of  703- 
ft.  clear  span  over  Spuyten  Duyvil  Creek,  New  York  City,  see  Engi- 
neering News,  Vol.  Lviii  (Nov.  21,  1907),  pages  559-61;  and  for  in- 
teresting editorial  comments  on  the  same,  see  page  555. 

Art.  3.    Hinged  Arch. 

1370.  A  hinge  in  a  masonry  arch  consists  of  two  blocks  of  stone, 
cast  iron,  or  steel,  one  having  a  plane  or  nearly  plane  surface  of  con- 
tact and  the  other  having  a  cylindrical  surface.  Stone,  cast  iron, 
and  steel  hinges  have  been  employed.  Hinge-like  joints  are  some- 
times constructed  by  inserting  a  sheet  of  lead  in  the  middle  third  of 
the  joint,  and  then  after  the  centers  are  struck  the  remainder  of  the 
joint  is  filled  with  mortar.  There  are  three  forms  of  hinged  arches, 
viz.:  (1)  a  hinge  at  the  crown,  (2)  a  hinge  at  each  springing  line, 
and  (3)  a  hinge  at  each  springing  and  also  one  at  the  crown;  but  only 
the  last  form  is  used  for  masonry  arches. 

The  use  of  hinges  in  masonry  arches  was  first  proposed  by  Koepke 
of  Dresden,  Germany,  in  1880;  and  a  number  of  hinged  arches,  both 
voussoir  and  continuous,  have  been  built  in  Europe,  but  almost  none 
have  been  built  in  America  (see  §  1374).  Hinged,  arches  have  been 
built  of  independent  voussoirs,  of  plain  concrete,  and  of  reinforced 
concrete  (see  Table  100). 

1371.  Analysis  of  the  Three-Hinged  Aroh.  The  hingeless 
arch  is  statically  an  indeterminate  structure,  since  the  stresses  can 
not  be  found  except  by  a  consideration  of  the  elastic  properties  of  the 
material  of  the  arch  ring;  while  the  three-hinged  arch  is  statically 
determinate.  Each  half  is  an  independent  structure,  and  the  ex- 
ternal reactions  and  internal  stresses  can  easily  be  found  by  the  usual 
methods  of  structural  analysis;  in  other  words,  each  half  may  be 
treated  as  a  curved  beam  and  the  stresses  found  accordingl}^  The 
metliod  of  designing  a  hinged  masonry  arch  consists  in  assuming  the 
cross  sections  at  the  hinges  and  also  the  boundaries  of  the  arch  ring, 
and  then  computing  the  maximum  stresses  at  a  number  of  sections. 
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If  the  resulting  stresses  are  not  satisfactory,  the  dimensions  are 
altered  and  the  computations  are  repeated.  For  a  general  solution 
and  detailed  design  of  a  three-hinged  masonry  arch  of  236  ft.  span, 
see  an  article  by  D.  A.  Molitor  in  Transactions  of  American  Society 
of  Civil  Engineers,  Vol.  xl,  pages  36-76. 

1372.  HlNOED  VS.  HlNGELESS  ARCHES.  The  advantages  claimed 
for  the  hinged  masomy  arch  are:  1.  The  introduction  of  hinges 
eliminates  the  difficulties  and  the  uncertainties  in  the  analvsis  of  the 
hingeless  arch.  2.  The  hinges  prevent  undue  stresses  owing  to  an 
unequal  settlement  of  the  abutments.  3.  The  effect  of  temperature 
changes  is  less  for  hinged  than  hingeless  arches.  4.  The  arch  rin^ 
of  the  hinged  arch  is  lighter  than  that  of  the  hingeless  arch. 

The  disadvantages  urged  against  the  hinged  masonry  arch  are: 
1.  The  hinges  add  cost  and  complication  in  the  construction,  and 
their  maintenance  requires  attention.  2.  The  lack  of  perfect 
freedom  of  action  of  the  hinge,  due  to  friction  and  to  dust  and  rust, 
introduces  uncgmputable  stresses.  3.  Any  movement  at  the  hinge 
changes  the  position  of  the  line  of  pressure  and  hence  changes  the 
stresses.  4.  The  spandrel  walls  and  the  floor  of  an  arch  bridge 
interfere  with  the  action  of  the  hinges.  5.  The  amount  of  masonry 
in  the  arch  ring  is  only  a  small  part  of  that  in  the  entire  structure, 
and  hence  the  saving  of  a  small  per  cent  of  arch  masonry  is  unim- 
portant. 6.  The  hinged  arch  has  greater  deflections,  and  hence  is 
less  rigid  than  the  hingeless  arch.  7.  The  hinges  lack  durability — 
the  most  important  feature  of  a  masonry  arch.  It  is  agreed  that 
hinges  are  more  useful  the  larger  and  the  flatter  the  arch. 

American  engineers  almost  unanimously  prefer  the  hingeless  arch. 

1374.  Examples  of  Hinged  Arches.  Apparently  there  are 
only  three  hinged  arches  in  America:  1.  A  40-ft.  three-hinged  plain- 
concrete  highway  arch  at  Mansfield,  Ohio,  built  about  1904  and  hav- 
ing a  rise  of  7.5  ft.  2.  A  three-hinged  83-ft.  elliptical  plain-concrete 
arch  in  Brookside  Park,  Cleveland,  Ohio.  For  an  illustrated  des- 
cription, see  Engineering  Neivs,  Vol.  lv,  pages  507-08.  3.  A  135-ft. 
three-hinged  reinforced-concrete  ribbed  parabolic  skew  arch  in 
Denver,  Colorado.  The  hinged  form  was  adopted  largely  because 
of  the  flatness  of  the  arch  and  the  36°  skew.  For  a  detailed  anci 
illustrated  description,  see  Engineering  Record yYo\.  lvii,  pages  336 
39,— March  21,  190'! 

1376.  Tal)le  100,  page  722,  gives  some  of  the  particulars  concern- 
ing the  most  noted  hinged  masonry  arches  in  Europe. 
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APPENDIX   I 


Specifications  for  Cement 

The  following  are  the  standard  specifications  of  the  American- 
Society  for  Testing  Materials.*  and  have  been  approved  by  the 
American  Railway  Engineering  and  Maintenance  of  Way  Associa- 
tion, and  by  the  American  Society  of  Civil  Engineers.  The  headings 
and  the  numbering  of  the  paragraphs  are  as  in  the  original. 

General  Observations. 

1.  These  remarks  have  been  prepared  with  a  view  of  pointing  out  the  pertinent 
features  of  the  various  requirements  and  the  precautions  to  be  observed  in  the 
interpretation  of  the  results  of  the  tests. 

2.  The  Conunittee  would  suggest  that  the  acceptance  or  rejection  under  these 
specifications  be  based  on  tests  made  by  an  experienced  person  having  the  proper 
means  for  making  the  tests. 

3.  Specific  Gravity.  Specific  gravity  is  useful  in  detecting  adulteration. 
The  results  of  tests  of  specific  gravity  are  not  necessarily  conclusive  as  an  indi- 
cation of  the  quality  of  a  cement,  but  when  in  combination  with  the  results  of 
other  tests  may  afford  valuable  indications. 

4.  Fineness.     The  sieves  should  be  kept  thoroughly  dry. 

6.  Time  of  Setting.  Great  care  should  be  exercised  to  maintain  the  test 
pieces  under  as  uniform  conditions  as  possible.  A  sudden  change  or  wide  range 
of  temperature  in  the  room  in  which  the  tests  are  made,  a  very  dry  or  humid 
atmosphere,  and  other  irregularities  vitally  affect  the  rate  of  setting. 

6.  Tensile  Strength.  Each  consumer  must  fix  the  minimum  requirements 
for  tensile  strength  to  suit  his  own  conditions.  They  shall,  however,  be  within 
the  limits  stated. 

7.  Constancy  of  Volume.  The  tests  for  constancy  of  volume  are  divided  into 
two  classes,  the  first  normal,  the  second  accelerated.  The  latter  should  be  re- 
garded as  a  precautionary  test  only,  and  not  infallible.  So  many  conditions 
enter  into  tKfe  making  and  interpreting  of  it  that  it  should  be  used  with  extreme 
care. 

8.  In  making  the  pats  the  greatest  care  should  be  exercised  to  avoid  initial 
strains  due  to  moulding  or  to  too  rapid  drying-out  during  the  first  twenty-four 
hours.  The  pats  should  be  preserved  under  the  most  uniform  conditions  pos- 
sible, and  rapid  changes  of  temperature  should  be  avoided. 

9  The  failure  to  meet  the  requirementh  of  the  accelerated  tests  need  not 
be  sufficient  cause  for  rejection.  The  cement  may,  however,  be  held  for  twenty- 
oight  days,  and  a  re-test  be  made  at  the  end  of  that  period,  using  a  new  sample. 
I'aihire  to  meet  the  requirements  at  this  time  should  be  considered  sufficient 

♦  Adopted  Nov    14.  1004.  apd  amended  slightly  June  25,  1908. 
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cause  for  rejection,  although  in  the  present  state  of  our  knowledge  it  can  not  be 
said  that  such  failure  necessarily  indicates  unsoundness,  nor  can  the  cement  be 
eoDsidered  entirely  satisfactory  simply  because  it  passes  the  tests. 

Specifications. 

1.  General  Conditions.     All  cement  shall  be  inspected. 

2.  Cement  may  be  inspected  either  at  the  place  of  manufacture  or  on  the  work. 

3.  In  order  to  allow  ample  time  for  inspecting  and  testing,  the  cement  shoukl 
be  stored  in  a  suitable  weather-tight  building  having  the  floor  properly  blocked  or 
raised  from  the  ground. 

4.  The  cement  shall  be  stored  in  such  a  manner  as  to  permit  easy  access  for 
proper  inspection  and  identification  of  each  shipment. 

6.  Every  facility  shall  be  provided  by  the  contractor  and  a  period  of  at  least 
twelve  days  allowed  for  the  inspection  and  necessary  tests. 

6.  Cement  shall  be  delivered  in  suitable  packages  with  the  brand  and  name 
of  the  manufacturer  plainly  marked  thereon. 

7.  A  bag  of  cement  shall  contain  94  pounds  of  cement  net.  Each  barrd  of 
Portland  cement  shall  contain  4  bags,  and  each  barrel  of  natural  cement  shall 
contain  3  bags  of  the  above  net  weight. 

8.  Cement  failing  to  meet  the  seven-day  requirements  may  be  held  awaiting 
the  results  of  the  twenty-eight-day  tests  before  rejection. 

9.  All  tests  shall  be  made  in  accordance  with  the  methods  proposed  by  the 
Committee  on  Uniform  Tests  of  Cement  of  the  American  Society  of  Civil  Engi- 
neers, presented  to  the  Society  January  21,  1903,  and  amended  January  20,  1904 
and  January  15,  1908.  [The  methods  described  in  Chapter  IV  are  substantially 
in  accordance  with  that  report.] 

10.  The  acceptance  or  rejection  shall  be  based  on  the  following  requirements: 

Natural  ('ement. 

11.  Definition.  The  term  natural  cement  shall  be  applied  to  the  finely 
pulverized  product  resulting  from  the  calcination  of  an  argillaceous  limestone 
at  a  temperature  only  sufficient  to  drive  off  the  carbonic  acid  gas. 

12.  Fineness.  It  shall  leave  by  weight  a  residue  of  not  more  than  10  percent 
on  the  No.  100,  and  30  per  cent  on  the  No.  200  sieve. 

13.  Time  of  Setting.  It  shall  not  develop  initial  set  in  less  than  ten  minutes, 
and  shall  not  develop  hard  set  in  less  than  thirty  minutes,  or  in  more  than  three 
hours. 

14.  Tensile  Strength.  The  minimum  requirements  for  tensile  strength  for 
briquettes  one  inch  square  in  cross  section  shall  be  within  the  following  limits, 
and  shall  show  no  retrogression  in  strength  within  the  periods  specified: 

Age,  Neat  Cement.  Stretigth.* 

24  hours  in  moist  air 50-100  lb. 

*  7  dayH  (1  day  in  moist  air,    6  days  in  water)       100-200  " 

28  days  (1  day  in  moist  air,  27  days  in  water) 200-300  ** 

One  Part  Cement,  Three  Parts  Standard  Sand. 

7  days  (1  day  in  moist  air,    6  days  in  water) 25-  75  lb. 

28  days  (1  day  in  moist  air,  27  days  in  water) 75-150  ** 

♦  The  minimum  requirement  for  neat  cement  at  twenty-four  hours  should  be 
8ome  specified  value  within  the  limits  of  50  and  100  pounds,  and  similarly  for  each 
period  Mtated.  If  no  special  value  is  prescribed,  the  mean  of  the  above  values  ahall 
be  taken  as  the  minimum  strength  required. 
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16.  Constancy  of  Volume.  Pats  of  neat  cement  about  three  inches  in  diam- 
eter, one  half  inch  thick  at  center,  tapering  to  a  thin  edge,  shall  be  kept  in  moist 
air  for  a  period  of  twenty-four  hours. 

(a)  A  pat  is  then  kept  in  air  at  normal  temperature. 

(6)  Another  is  kept  in  water  maintained  as  near  70°  F.  as  practicable. 

16.  These  pats  are  observed  at  intervals  for  at  least  28  days;  and,  to  satis- 
factorily pass  the  tests,  should  remain  firm  and  hard  and  show  no  signs  ol[  dis- 
tortion, checking,  cracking,  or  disintegrating. 

Portland  Cement. 

17.  Definition.  This  term  is  applied  to  the  finely  pulverized  product  residting 
from  the  calcination  to  incipient  fusion  of  an  intimate  mixture  of  properly  pro- 
portioned argillaceous  and  calcareous  materials,  and  to  which  no  addition  greater 
than  3  per  cent  has  been  made  subsequent  to  calcination. 

18.  Specific  Gravity.  The  specific  gravity  of  the  cement,  ignited  at  a  low 
red  heat,  shall  be  not  less  than  3.10;  and  the  cement  shall  not  show  a  loss  on 
ignition  of  over  4  per  cent. 

19.  Fineness.  It  shall  leave  by  weight  a  residue  of  not  more  than  8  per  cent 
on  the  No.  100,  and  not  more  than  25  per  cent  on  the  No.  200  sieve. 

20.  Time  of  Setting.  It  shall  not  develop  initial  set  in  less  than  thirty  minutes, 
and  must  develop  hard  set  in  not  less  than  one  hour  nor  more  than  ten  hours. 

21.  Tensile  Strength.  The  minimum  requirements  for  tensile  strength  for 
briquettes  one  inch  square  in  section  shall  be  within  the  following  limits,  and 
shall  show  no  retrogression  in  strength  within  the  periods  specified: 

Age,     '  Neat  Cement.  Strength,* 

24  hours  in  moist  air 150-200  lb. 

7  days  (1  day  in  moist  air,    6  days  in  water) 450-550  " 

28  days  (1  day  in  moist  air,  27  days  in  water) 550-650  " 

One  Pari  Cement^  Three  Parts  Sand. 

7  days  (1  day  in  moist  air,    6  days  in  water) 150-200  lb. 

28  days  (1  day  in  moist  air,  27  days  in  water) 200-300  " 

22.  Constancy  of  Volume.  Pats  of  neat  cement  about  three  inches  in  dia- 
meter, one  half  inch  thick  at  the  center,  and  tapering  to  a  thin  edge,  shall  be 
kept  in  moist  air  for  a  period  of  twenty-four  hours. 

(a)  A  pat  is  then  kept  in  air  at  normal  temperatiu*e  and  observed  at  intervab 
for  at  least  28  days. 

(6)  Another  pat  is  kept  in  water  maintained  as  near  70°  F.  as  practicable,  and 
observed  at  intervals  for  at  least  28  days. 

(c)  A  third  pat  is  exposed  in  any  convenient  way  in  an  atmosphere  of  steam, 
above  boiling  water,  in  a  loosely  closed  vessel  for  five  hours. 

23.  These  pats,  to  satisfactorily  pass  the  requirements,  shall  remain  firm  and 
hard  and  show  no  signs  of  distortion,  checking,  cracking,  or  disintegrating. 

24.  Sulphuric  Acid  and  Magnesia.  The  cement  shall  not  contain  more  than 
1.75  per  cent  of  anhydrous  sulphuric  acid  (SO*),  nor  more  than  4  per  cent  of 
magnesia  (MgO). 

'*'  For  example  the  minimum  requirement  for  neat  portland  cement  at  twenty- 
four  houre  should  be  some  specified  value  within  the  limits  of  150  and  200  pounds, 
and  similarly  for  each  period  stated.  If  no  value  is  specified,  the  mean  of  the  above 
values  shall  be  taken  as  the  minimum  strength  required. 
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Specifications  for  PoHTLA>n>OacEN'T  Coxcretk 

oilowmj^  are  the   st&ndsrd  ape€ific;itioiis  of    the  Amcrk:uL 
FngjneCTDjg  and  Maintenaace  of  War  Asoeiatioii:  "^ 


1.  Oift  The-  eemm:!  sfaaH  be  portiutd.  cither  Anuwaean.  or  fiorciKB. 
wtucb  wiQ  m««c  the  reqTnmnent;/}  of  the  :ft&£uiard  spcciiiesLCiocs  a(ki{}iied  b j 
the  .\mcne:in  Society  for  Testizi^  ll;fctcriib$.     [See  AppeiudEx  L  J 

2.  Swii.  Tlie  daod  ahaE  b^  cfeui.  sh^zp.  coarse,  jud  o£*  jcrskooii  vikr^nB^  bx 
sue.  It  5fadJl  be  free  hxyoL  sfikks  amd  other  focei^  CELiCtcr.  b<i6  is  ixukj  catLftam. 
cLkj  or  Loam,  not  to  e:xcec«i  fire  pm*  cent.  Crusher  d^ist.  jcreeaasfi  to  reject  aS 
pUkFtkitf:}  ov^er  oce  (.^UAFter  irtch  ni  liuunecer.  may  be  litscil  mi<€e:ki  of  jaocL  ec 
aipfwoTcii  by  the  cfs^iiwcr. 

3»  StOBB.  The  sliocie  :sh;fcil  be  :*«>rm»i.  haxi^i  ;LDii  liiir^Je.  cnA«he«i  to-  sobs  aa4 
exreeiiizi^  two  m.chi»  m.  :iJi j  direcinoii.  Fjt  reinf ore«ti  rDacreCe.  nhe  siK»  aBoaQhr 
jfe  not  to  exceed  three  ic^xiiircef  mch.  m.  jilt  fiErectii^n.  b<it  m^j  be  ^v^uned  tof  saoc 
the  choraetcr  of  the  reinf  orT±3c  msiCeruL 

4.  GcsDcL  The  grii^vi  shuR  be  coixifwised  of  dcaji  pebbJe»  toe  hofd  ami  <!ferablie 
s&oce  of  4KK»  004!  cxceetiizuc  two  inehn-  m  efekftmetcr.  free  fram.  cfaj  and  ^tbar 
ooDLpimtk!}  except  jami.  Wheo.  ci>atjJ2iizur  sunii  in  uij  cucuiiiectibie  f^asiai(a(Qr.. 
the  j£Qo<i2it  per  onit  of  Troliime  oi  jcniTet  ^huiJI  be  vjetennbief^i  jccuratebr  t0>  adnoB 
of  the  proper  proportsoa  of  iomi  bemie  uumitaineii  in  the  ci^cerece  mfxtuze. 

&.  Watec  The  water  ^hall  be  deoji  jkCui  ceocKMi^ib^y  dOear.  &ee  firomi  »dk 
P&3ZW'  cKsd  Off  sCD-^nc  aIkiiiK& 

Cw  Mirirtg  if  If^irf  '  -i  Tudit  pLicf(-^rmt»  ^hoJl  be  pn^Ttiieti  of  ^tzifiEDHic  «k-  to» 
aceiamimxbjie  men  :i>niii  nia>cerijitf  for  the  pnxcreiiisnn^  :vnil  ni.pfii  mi-ting  of  -jA  fiuut 
two-  bateheif  of  ct^ojerete  xz  the  -Kune  nizne.  BaC(!hetf  ih;jJI  m^t  tfxseeii  (Hie  eoinr 
jTkni  eaehu  junii  ^Huailer  barcheif  xre  preferibie.  buj^eti  ^zpi^o.  i  amJinple  of  the  iiiinL*> 
ber  of  ^aeks  no  the  burreL 

I  ^  <  Soc^uaI  the  iocii  evTHiIy  upon  nhe  plucfoniL.  then  nhe  <»Hnen£  T^pf^a  the  jomi.. 
ADii  mix  Ghi}n3<::chly  ^uinil  •}£  jji  i^v^hi  (n?it?r.  Aii»i  jJl  nhe  wuiter  3eee»KU!?'  to*  moftK 
;fc  thin  mijirijjr.  wLni  ^n*nd  .i«piin.:  jaJiI  nhe  zrj.uT*£  if  -..itf^i.  uni  tiiuiJbr  the  bcoftsL 
stone,  both,  oi  waufh.  if  -iry .  -jiiiiiLji  tir*c  be  nhocoijicfaiv  wifC  .i^^wn.  Tora  tdfce maae- 
with  -ffaov**!!*  .:-r  hijei*  tLanii  nhiorrjinpiy  mifi^rpori.ni»ii.  .imi  -unil  jJI  the  ggsi^^rdB  aDi£ 
stooe  j*  «n:'^?»r»f<i  wi-nh.  cij:mjjr.  wineii  will  pct:)babi:5  n*i;::ir«  the  coiUSH-  to-  be  tmnuii: 
ioixr  nixnes. 

■:  -Vzi^niier  naerJiijii.  whiiu'CL  nuij  be  perauniitfii  m  nhe  option  of  theengjneer in- 
tfharsce.  it*  no  *pn*aAi  nfae  juj^aI.  nfaen  nhe  «;emen^.  iiui  mia^viry .  nhea  the  gjranrrf  <« 
broken  :scone,  Jiii  w^ter.  usii  mis  nbi^njiiichiy  ae-  ii*?o^«*. 

T.  Mrgmy  ft<r  Kic&xiie.     A  Tiruffji-ni*  miser  ikuLL  be  "zised.  wherv^mr  t&e  lEoAomr 

Ami  nil.- cnwi  i£«  :ifn*  2.  t-)i;4.  44*^  t  :u   x   7.    '5L=?-L.J.   •^t'<k  »4t'K    (fiB^HMS;     TTbe  heait- 
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of  work  will  justify  the  expense  of  installing  the  plant.  The  necessary  require- 
ments for  the  machine  shall  be  that  a  precise  and  regular  proportioning  of  materials 
can  be  controlled,  and  the  product  as  delivered  shall  be  of  the  required  consistency 
and  be  thoroughly  mixed. 

8.  Consistency.  The  concrete  shall  be  of  such  consistency  that  when  dum{)ed 
in  place  it  will  not  require  much  tamping.  It  shall  be  spaded  down,  and  be 
tamped  sufficiently  to  level  it  off,  after  which  the  water  should  rise  freely  to  the 
surface. 

9.  Forms,  (a)  Formsshallbe  well  built,  substantial  and  unyielding,  properly 
braced  or  tied  together  by  means  of  wire  or  ro<ls.  and  shall  conform  to  the  lines 
given. 

(6)  For  all  important  work,  the  lumber  used  for  face  work  shall  be  dressed 
on  one  side  and  both  edges,  and  shall  be  sound  and  free  from  loose  knots,  secured 
to  the  studding  or  uprights  in  horizontal  lines. 

(c)  For  backing  and  other  rough  work,  undressed  lumber  may  be  used. 

(d)  Where  comers  of  the  masonry  and  other  projections  liable  to  injury  occur, 
suitable  mouldings  shall  be  placed  in  the  angles  of  the  forms  to  round  or  bevel 
them  off. 

(e)  Lumber  once  used  in  forms  shall  be  cleaned  before  being  used  again. 

(/)  The  forms  must  not  be  removed  within  thirty-six  hours  after  all  the 
concrete  in  that  section  has  been  placed.  In  freezing  weather,  they  must  re- 
main until  the  concrete  has  had  a  sufficient  time  to  become  thoroughly  hardened. 

(g)  In  dry  but  not  freezing  weather,  the  forms  shall  be  drenched  with  water 
before  the  concrete  is  placed  against  them. 

10.  Depositing,  (a)  Each  layer  should  be  left  somewhat  rough  to  insure  bond- 
ing with  the  next  layer  above;  and,  if  the  concrete  has  already  set,  it  shall  be 
thoroughly  cleaned  by  scrubbing  with  coarse  brushes  and  water  before  the  next 
layer  is  placed  upon  it. 

(b)  Concrete  shall  be  deposited  in  the  moulds  in  layers  of  such  thickness  and 
position  as  shall  be  specified  by  the  engineer  in  charge.  Temporary  planking 
shall  be  placed  at  the  ends  of  partial  layers,  so  that  none  shall  run  out  to  a  thin 
edge.  In  general,  excepting  in  arch  work,  all  concrete  must  be  deposited  in 
horizontal  layers  of  uniform  thickness  throughout. 

(c)  The  work  shall  be  carried  up  in  sections  of  convenient  length  and  the 
sections  shall  be  completed  without  intermission. 

(d)  In  no  case  shall  work  on  a  section  stop  within  18  inches  of  the  top. 

(e)  Concrete  shall  be  placed  immediately  after  mixing,  and  any  having  an 
initial  set  shall  be  rejected. 

11.  Expansion  Joints.  In  exposed  work,  expansion  joints  may  be  provided 
at  intervals  of  thirty  to  one  hundred  feet,  as  the  character  of  the  structure  may 
require. 

(6)  A  temporary  vertical  form  or  partition  of  plank  shall  be  set  up,  and  the 
section  behuid  shall  be  completed  as  though  it  were  the  end  of  the  structure. 
The  partition  shall  be  removed  when  the  next  section  is  begun,  and  the  new 
concrete  shall  be  placed  against  the  old  without  mortar  flushing.  Locks  shall 
be  proWded,  if  directed  or  called  for  by  the  plans. 

(r)  In  reinforced  concrete  the  length  of  these  sections  may  be  materially  in- 
creased at  the  option  of  the  engineer. 

12.  Facing,  (a)  The  facing  may  be  made  by  carefully  working  the  coarse 
stone  back  from  the  form  by  means  of  a  shovel,  bar  or  similar  tool  so  as  to  bring 
the  excess  mortar  of  the  concrete. 

(6)  About  one  inch  of  mortar  (not  grout)  of  the  same  proportions  as  used  in 
the  concrete  may  be  placed  next  to  the  forms  immediately  in  advance  of  the 
concrete,  in  order  to  secure  a  perfect  face. 
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(c)  O&re  must  be  taken  to  remove  from  the  inside  of  the  forms  any  dry  mortar 
in  order  to  secure  a  perfect  face. 

13.  Proportioiis.  The  proportions  of  the  materials  in  the  concrete  shall  be  as 
specifically  called  for  by  the  contract,  or  as  set  forth  herein,  upon  the  lines  1^  for 
that  purpose,  the  volume  of  cement  to  be  based  upon  the  actual  cubic  oootents 
of  one  barrd  of  specified  wei^t. 


Pabtb  bt  Volume. 

Snuoruiw. 

Cement. 

Sand. 

Gravel. 

Brakeu 
Stone. 

* 

14.  Finishing,  (a)  After  the  forms  are  removed,  which  should  g^merally  be  as 
soon  as  possible  after  the  concrete  is  sufficiently  hardened,  any  small  cavities  or 
openings  in  the  face  shall  be  neatly  filled  with  mortar,  if  necessary  in  the  opin- 
ion of  the  engineer.  Any  ridges  due  to  cracks  or  joints  in  the  lumber  shall  be 
rubbed  down  with  chisel  or  wooden  float.  The  entire  face  may  then  be  washed 
with  a  thin  grout  of  the  consistency  of  whitewash,  mixed  in  the  same  proportion 
as  the  mortar  of  the  concrete.  The  wash  shall  be  applied  with  a  brush.  The 
earlier  the  above  operations  are  performed  the  better  will  be  the  result. 

(6)  The  tops  of  bridge  seats,  pedestals,  copings,  wing  walls,  etc. ,  when  not  finished 
with  natural  stone  coping,  shall  be  finished  with  a  smooth  surface  composed  of  (me 
part  cement  to  two  parts  of  granite  or  other  suitable  screenings  or  sand,  applied  in 
a  layef  ^  to  1  inch  thick.    This  must  be  put  in  place  with  the  last  course  of  concrete. 

15.  Waterproofing.  Where  waterproofing  is  required,  a  thin  coat  of  mortar 
or  grout  shall  be  applied  for  a  finishing  coat,  upon  which  shall  be  placed  a 
covering  of  suitable  waterproofing  material. 

16.  Freezing  Weather.  Ordinarily  concrete  to  be  left  above  the  surface  of 
the  ground  shall  not  be  constructed  in  freezing  weather  Portland-cement 
concrete  may  be  built  under  these  conditions  by  special  instructions.  In  this 
case  the  sand,  water  and  broken  stone  shall  be  heated;  and  in  severe  cold,  salt 
shall  be  added  in  the  proportion  of  about  2  pounds  per  cubic  yard. 

17.  Reinforced  Concrete.  Where  concrete  is  dep>osited  in  connection  with 
metal  reinforcing,  the  greatest  care  must  be  taken  to  insure  the  coating  of  the 
metal  with  mortar  and  the  thorough  compacting  of  the  concrete  around  the 
metal.  Whenever  it  is  practicable,  the  metal  shall  be  placed  in  position  first. 
This  can  usually  be  done  where  the  metal  occurs  in  the  bottoms  of  the  forms, 
by  supporting  the  metal  on  transverse  wires  or  otherwise,  and  then  flushing  the 
bottoms  of  the  forms  with  cement  mortar,  so  as  to  get  the  mortar  under  the 
metal  and  depositing  the  concrete  immediately  afterward.  The  mortar  for  flush- 
ing the  bars  shall  be  composed  of  one  part  cement  and  two  parts  sand.  'Hie 
metal,  used  in  the  concrete  shall  be  free  from  dirt,  oil  or  grease.  All  mill 
scale  shall  be  removed  by  hammering  the  metal,  or  preferably  by  pickling  the 
same  in  a  weak  solution  of  muriatic  acid.  No  salt  shall  be  used  in  reinforced 
concrete  when  laid  in  freezing  weather. 
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Specifications  for  Railway  Masonry 

The  following  are  the  standard  specifications  of  the  American 
Railway  Engineering  and  Maintenance  of  Way  Association:* 

General  Requirements. 

1.  Engineer.  Where  the  term  Engineer  is  used  in  these  specifications,  it 
refers  to  the  engineer  actually  in  charge  of  the  work. 

2.  Cement  The  cement  shall  conform  to  the  requirements  adopted  by  the 
Association  [see  Appendix  I]. 

3.  Stone.  Stone  shall  be  of  the  kinds  specially  designated  and  shall  be  hard 
and  durable,  free  from  seams  or  other  imperfections,  of  approved  quaHty  and 
shape,  and  in  no  case  shall  have  less  bed  than  rise.  When  liable  to  be  affected 
by  freezing,  no  unseasoned  stone  shall  be  laid. 

4.  Dressing.     Dressing  shall  be  the  best  of  the  kind  specified. 

6.  Beds  and  joints  or  builds  shall  be  square  with  each  other,  and  dressed  true 
and  out  of  wind.     Hollow  beds  shall  not  be  allowed. 

6.  Stone  shall  be  dressed  for  laying  on  natural  beds. 

7.  Marginal  drafts  shall  be  neat  and  accurate. 

8.  Pitching  shall  be  done  to  true  Unes  and  exact  batter. 

9.  Mortar.  Mortar  shall  be  mixed  in  a  suitable  box,  and  kept  clean  and  free 
from  foreign  matter.  Sand  and  cement  shall  be  mixed  dry  and  in  small  batches 
in  proportions  as  directed  by  the  engineer,  water  shall  then  be  added,  and  the 
whole  mixed  until  the  mass  of  mortar  is  thoroughly  homogeneous  and  leaves  the 
hoe  clean  when  drawn  from  it.  Mechanical  mixing  to  produce  the  same  results 
may  be  permitted.     Mortar  shall  not  be  re-tempered  after  it  has  begun  to  set. 

10.  Laying.  The  arrangement  of  courses  and  bond  shall  be  as  indicated  on 
the  drawings  or  as  directed  by  the  engineer.  Stone  shall  be  laid  to  exact  lines 
and  levels,  to  give  the  required  bond  and  thickness  of  mortar  in  beds  and  joints. 

11.  Stone  shall  be  cleansed  and  dampened  before  laying. 

12.  Stone  shall  be  well  bonded,  laid  on  its  natural  bed  and  solidly  settled  into 
place  in  a  full  bed  of  mortar. 

13.  Stone  shall  not  be  dropped  or  slid  over  the  wall,  but  shall  be  placed  with- 
out jarring  stone  already  laid. 

14.  Heavy  hammering  shall  not  be  allowed  on  the  wall  after  a  course  is  laid. 
16.  Stone  becoming  loose  after  the  mortar  is  set  shall  be  relaid  with  fresh 

mortar. 

16.  Stone  shall  not  be  laid  in  freezing  weather,  unless  directed  by  the  en- 
gineer. If  laid,  it  shall  be  freed  from  ice,  snow  or  frost  by  warming;  and  the  sand 
and  water  used  in  the  mortar  shall  be  heated. 

♦  Adopted  1908 — see  Proc.  vol.  ix,  p.  650-55,  659. 
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17.  With  precaution,  a  brine  may  be  substituted  for  the  heating  of  the  mor- 
tar. The  brine  shall  consist  of  one  pound  of  salt  to  eighteen  gallons  of  water, 
when  the  temperature  is  32  degrees  Falu^nheit;  and  for  every  degree  of  tempera- 
ture below  32  degrees  Fahrenheit,  one  ounce  of  salt  shall  be  added. 

18.  Pointing.  Before  the  mortar  has  set  in  beds  and  joints,  it  shall  l>e  removed 
to  a  depth  of  not  less  than  one  inch  (!'').  Pointing  shall  not  be  done  until 
the  wall  is  complete  and  mortar  set,  nor  when  frost  is  in  the  stone. 

19.  Mortar  for  pointing  shall  consist  of  equal  parts  of  portland  cement  and 
sand  sieved  to  meet  the  requirements.  In  pointing,  the  joints  shall  be  wet  and 
fille<l  with  mortar  pounded  in  with  a  "set-in**  or  calking  tool,  and  be  finished 
with  a  beading  tool  of  the  width  of  the  joint,  used  with  a  straight-edge. 

Ashlar  Masonry. 

A.  For  Bridges  and  Retaining  Walls. 

20.  Stone.    The  stones  shall  be  large  and  well-proportioned. 

21.  Courses  shall  not  be  less  than  fourteen  inches  (14*)  or  more  than  thirty 
inches  (3(r)  thick,  thickness  of  courses  to  diminish  regularly  from  bottom  to  top. 

22.  Dressing.  Beds  and  joints  or  builds  of  face  stone  shall  be  fine-pointed, 
so  that  the  mortar  layer  shall  not  be  more  than  one  half  inch  ( i'')  thick  when  the 
stone  is  laid. 

23.  Joints  in  face  stone  shall  be  full  to  the  square  for  a  depth  equal  to  at  least 
one  half  the  height  of  the  course,  but  in  no  case  less  than  twelve  inches  (12*). 

24.  Exposed  surfaces  of  the  face  stone  shall  be  rock-faced,  and  the  edges 
shall  be  pitched  to  true  lines  and  exact  batter.  The  face  shall  not  project  more 
than  three  inches  (3*)  beyond  the  pitch  line. 

26.  Chisel  drafts  one  and  one  half  inches  (li*)  wide  shall  be  cut  at  exterior 
comers. 

26.  Holes  for  stone  hooks  shall  not  be  permitted  to  show  in  exposed  surfaces. 
Stone  shall  be  handled  with  clamps,  keys,  lewis,  or  dowels. 

27.  Stretchers.  Stretchers  shall  not  be  less  than  four  feet  (4')  long  and  have 
at  leiist  one  and  a  quarter  times  as  much  bed  as  thickness  of  course. 

28.  Headers.  Headers  shall  not  be  less  than  four  feet  (4')  long,  shall  occupy 
one  fifth  of  face  of  wall,  shall  not  be  less  than  eighteen  inches  (18")  wide  in  face, 
and,  where  the  course  is  more  than  eighteen  inches  (IS'O  high,  width  of  face  shall 
not  be  less  than  height  of  course. 

29.  Headers  shall  hold  in  heart  of  wall  the  same  size  shown  in  face,  so  arranged 
that  a  header  in  a  superior  course  shall  not  be  laid  over  a  joint,  and  a  joint  shall 
not  occur  over  a  header;  the  same  disposition  shall  occur  in  back  of  wall. 

30.  Headers  in  face  and  back  of  wall  shall  interlock  when  thickness  of  wall 
will  admit. 

31.  Where  the  wall  is  three  feet  (3')  thick  or  less,  the  face  stone  shall  pass 
entirely  through.     Backing  shall  not  be  allowed. 

32a.*  Backing.  Backing  shall  be  large,  well-shaped  stone,  roughly  bedded 
and  jointed;  bed  joints  shall  not  exceed  one  inch  {I  ).  At  least  one  half  of  the 
backing  stone  shall  be  of  same  size  and  character  as  the  face  stone  and  with 
parallel  ends.  The  vertical  joints  in  back  of  wall  shall  not  exceed  two  inches 
(2").  The  interior  vertical  joints  shall  not  exceed  six  inches  (6^^).  Voids  shall  be 
thoroughly  filled  with  concrete  or  spalls  fully  bedded  in  cement  mortar. 

32b.'''  Backing  shall  be  of  concrete  or  headers  and  stretchers,  as  specified  in 
paragraphs  28-30,  and  the  heart  of  the  wall  shall  be  filled  with  concrete. 

*  Paragraphs  32a  and  32b  are  so  arranged  that  either  may  be  eliminated  according 
fo  requirements.  Each  of  these  paragraphs  also  contains  optional  clauses,  which 
ure  printed  in  italics. 
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33.  WHiere  the  wall  wnll  not  admit  of  such  arrangement,  stone  not  less  than 
four  feet  (4')  long  shall  be  placed  transversely  in  the  heart  of  the  wall  to  bond 
the  opposite  sides. 

34.  Where  stone  is  backed  with  two  courses,  neither  course  shall  be  less  than 
eight  inches  (8*)  thick. 

36.  Bond.  The  bond  of  stone  in  the  face,  back,  and  heart  of  the  wall  shall 
not  be  less  than  twelve  inches  (12^).  The  backing  shall  be  laid  to  break  joints 
with  the  face  stone  and  with  one  another. 

36.  Coping.  Coping  stones  shall  be  full  size  throughout,  of  dimensions  indi- 
cateil  on  the  drawings. 

37.  Beds,  joints  and  top  shall  be  fine-pointed. 

38.  Location  of  joints  shall  be  determined  by  the  position  of  the  bed  plates, 
and  be  indicated  on  the  drawings. 

39.  Cramps.  Where  required,  coping  stone,  stone  in  the  wings  of  abut- 
ments, and  stone  on  piers  shall  be  secured  together  with  iron  cramps  or  doweb, 
their  position  being  indicated  on  the  drawings. 

B.  For  Arches. 

40.  Arch  Stones.  Voussoirs  shall  be  full  sis^  throughout  and  dressed  true 
to  templet,  and  shall  have  bond  not  less  than  thickness  of  stone. 

41.  Joints  of  voussoirs  and  intrados  shall  be  fine-point«d.  Mortar  joints  shall 
not  exceed  three  eighths  inch  (J*). 

42.  Expose^  surfaces  of  the  ring  stone  shall  be  smooth  or  rock-faced  vnth  a 
marginal  draft.* 

43.  Nimiber  of  courses  and  depth  of  voussoirs  shall  be  indicated  on  the 
drawings. 

44.  Voussoirs  shall  be  placed  in  the  order  indicated  on  the  drawings. 

46.  Backing.  Backing  shall  consist  of  concrete  or  large  stone  shaped  to  fit 
the  arch,  bonded  to  the  spandrel  and  laid  in  full  bed  of  mortar* 

46.  Where  waterproofing  is  required,  a  thin  coat  of  mortar  or  groiJt  shall  be 
applied  evenly  for  a  finishing  coat,  upon  which  shall  be  placet!  a  covering  of 
approved  waterproofing  material. 

47.  Centers  shall  not  l)e  struck  until  directe<l  by  the  engineer. 

48.  Bench  Walls,  etc.  Bench  walls,  piers,  spandrels,  parapets,  wing  walls, 
and  copings  shall  be  built  under  the  specifications  for  Ashlar  for  Bridges  and 
Retaining  Walls. 

Rubble    Masonry. 

A.  For  Bridges  and   Retaining  Walls. 

49.  Stone.  The  stone  shall  be  roughly  squared  and  laid  in  irregular  courses. 
Beds  shall  be  parallel,  roughly  dressed,  and  the  stone  laid  horizontal  in  the  wall. 
Face  joints  shall  not  be  more  than  one  inch  (1")  thick.  Bottom  stone  shall  be 
large.  selcKitcd  flat  stone. 

60.  The  wall  shall  be  compactly  laid,  at  least  one  fifth  of  the  surface  of 
back  and  face  being  headers  arranged  to  interlock.  All  voids  in  the  heart  of 
the  wall  shall  be  thoroughly  filled  with  concrete  or  suitable  stones  and  spalls 
fully  bedded  in  cement  mortar.* 

B.  For  Arches. 

61.  Voussoirs.  Voussoirs  shall  be  full  size  throughout,  and  shall  have  bond 
not  less  than  thickness  of  voussoirs. 

62.  Beds  shall  be  roughly  dressed  to  bring  them  to  radial  planes. 

*  Optional  clauses  are  in  italic 
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58.  Mortar  joiiiU  ahjdl  not  exceed  one  inch  (1'). 

5A.  Exposed  surfaces  of  the  ring  stone  diall  be  rock-faced,  and  edges  pitched 
to  true  lines. 

S6.  VousBoirB  shall  be  placed  in  the  order  indicated  on  the  drawings. 

K.  Barking  Backipg  shall  consist  of  tsowrtU  or  large  Mane,  shaped  to  fd 
the  arck,  bomded  to  the  tpandrd,  and  laid  m  fuU  bed  of  marlar* 

67.  Where  waterproofing  is  required,  a  thin  coat  of  niortar  or  grout  diall  be 
applied  evenly  for  a  finifihing  coat,  upon  which  shall  be  [^aced  a  covering  of 
approved  waterproofing  materiaL 

U.  Centers  shall  not  be  struck  until  directed  by  the  engineer. 

€9.  Bench  Wafls,  etc  Bench  walls,  piers,  spaiKlrels.  parapets,  wing  walk 
and  cofungs  shall  be  built  under  the  specifications  for  Rubble  Masonry  for  Bridges 
and  Retaining  Walls. 

Culvert  Masoxrt. 

00.  Chaxmcter  of  Maaonxj.  Culvert  mascmry  shall  be  laid  in  cement  mortar. 
The  character  of  stone  and  quality  of  work  shall  be  the  same  as  specified  for 
Rubble  Masonry  for  Bridges  and  Retaining  Walls. 

61.  Side  Walls.  One  half  the  t(^  stones  of  the  ade  walls  shall  extend  en- 
tirdv  across  the  walL 

G2.  CoYcr  Stones.  Covering  stone  shall  be  sound  and  strong,  at  least  twdve 
indies  (12^)  thick,  or  as  indicated  on  the  drawings.  They  shall  be  roughly 
dressed  to  make  dose  joints  with  eadi  other,  and  lap  their  entire  width  or  at 
least  twdve  inches  (12^)  over  the  side  walls.  They  shall  be  doubled  under  high 
embankments,  as  indicated  on  the  drawings. 

63.  Coping.  ELnd  walls  shall  be  covered  with  suitable  copngs,  as  indicated 
on  the  drawings. 

Drt   Masoxrt. 

64.  Dfy  Masonry  shall  include  dry  retaining  walls  and  slc^>e  walls. 

66.  Retaining  Walls.  Retaining  walls  of  dr>'  masonry  shall  inchide  a& 
walls  in  which  rubble  stone  laid  without  mortar  is  used  for  retaining  embank- 
ments or  for  similar  purposes. 

66.  Dressing.  Flat  stcme  at  least  twice  as  wide  as  thick  shall  be  used.  Beds 
and  joints  shall  be  roughly  dressed  square  to  each  other  and  to  face  of  stone. 

67.  Joints  shall  not  exceed  three  quarter  inch  (}"). 

68.  Stone  of  different  siaes  shall  be  evenlv  distributed  over  entire  face  of  wall, 
generally  keeping  the  lai^gest  stone  in  lower  part  of  wall. 

69.  The  work  shall  be  well  bonded  and  present  a  reasonably  true  and  smooth 
surface,  free  from  holes  or  projections. 

70.  Slope  Walls.  Slope  walls  shall  be  built  of  such  thickness  and  iiope  aa 
directed  by  the  engineer.  Stone  shall  not  be  used  in  this  construction  which 
does  not  reach  entirely  through  the  walL  Stone  shall  be  placed  at  right  angles 
to  the  slopes.  The  wall  shall  be  built  simultaneously  with  the  embankment 
whidi  it  is  to  protect. 

*  Optional  danses  are  in  italic. 
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Abutment,  arch,  dimenmons  from  Fiiench 
practice,  647 
empirical  formulas  for,  645 
stabiUty  of,  640 
bridge,  forms,  535 
foundations,  538 
kind  of  masonry,  539 
pier,  550 

reinforced,  542,  549 
stability,  theory  of,  537 
straight,  539 

Lehigh  VaUey  R.R.,  540 
N.  Y.  Central  R.R,,  541 
T-abutment,  548 

Illinois  Central  R.R.,  548 
reinforced,  549 
U-abutment,  542 

A.  T.  &  S.-F.  R.R.,  542 
N.  Y.  Central,  R.R.,  545 
wing,  539 

Cooper's  highway,  539 
N.  Y.  Central,  R.R.,  639 
reinforced,  542 
Aggregate  for  concrete,  defined,  133 
Air-chamber,  filling,  442 
Air-lock,  pneumatic  pile,  436 
pneumatic  caisson,  434,  439 
position  of,  434 
Alkali,  effect  on  concrete,  193 
Alum  and  soap  waterproofing,  186 
Arch,  abutment,  backing,  659 

dimension    from    French    practice, 

647 
StabiUty  of,  640 
Big  Muddy,  704 
Big  South  Fork,  713 
brick,  667 
bond,  667 
example,  669 
specifications,  327 
center  of  pressure,  609 
centers,  defined*  650 

examples,   663,  667,  669,  706,  707, 

716 
load  to  be  supported,  651 
outline  form  of,  653 
braced  wooden  rib,  655 
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Arch,   centers,   outline    form    of,    built 
wooden  rib,  654 
solid  wooden  rib,  653 
trussed,  656 

striking,  657 
method,  657 
time,  658 
Charley  Creek,  715 
classification  of,  607 
Connecticut  Ave.,  703 
culvert,  see  Culvert,  arch. 
DanvUle,  718 
definitions,  parts,  606 

kinds,  607 
Detroit  Ave.,  702 
dimensions  of,  648,  703,  721 
drainage,  666,  719 
elastic,  approximate  solution,  698 

As  -J-  I  constant,  676 

conditions  for  fixed  ends,  671 

defined,  670 

loads  for,  670 

placing  the  concrete,  701 

reliability  of  theory  of,  700 

equilibrium  polygon  for,  678 
external  forces,  614,  670 

earth  pressure,  616 

masonry,  615 

water  pressure,  615 
forms  of,  607 
hinged,  720 

advantages  of,  721 

analysis  of,  720 

dimensions,  722 

examples,  721 
Hudson  memorial,  720 
inverted,  for  foundation,  361 
line  of  resistance,  defined,  608 

location  of,  637 
line  of  pressure,  609 
masonry,  specifications  for,  667,  731. 
method  of  balancing  thrust,  717 
Melan,  defined,  711 
Monier,  defined,  711 
Pennypacker,  704 
Peru,  717 
plain  concrete,  dimensions  of,  703 
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Arch,  plain  concrete,  examples,  703 

Arch,  voussoir,  theory  of,  608 

shortening,  stresses  due  to,  696 

criterion,  610,  636 

stresses  maximnni,  690,  695 

theories,  628 

due  to  shortening,  697 

rational,  628 

t/emperature,  694,  695,  697 

svm metrical  load,  628 

rnnforced,  advantages  of,  708 

uns\'mmetrical  load,  634 

analajrsis  of,  708 

Rankine's,  640 

equations  of  condition,  709 

Schemer's,  637 

relieving,  for  reUuning  walls,  515 

incorrectlv  applied,  638 

in  spandrel  filling,  660 

unit  pressure,  611 

skew,  defined,  608 

unreinforced,  see  Arch,  elastic 

specifications  for  arch  masonry,  667, 731 

Union  Pacific,  712 

spandrel  filling,  660 

Wunsch,  defined,  711 

systems  of  reinforcing,  711 

Artificial  Stone,  268 

temperature  changes  in,  691 

Ashlar,  280,  283 

temperature  stresses  in,  694,  695,  697 

backing,  285 

Thacher,  defined,  712 

bond,  285 

vouasoir,  abutments,  670 

dressing,  283 

<1iTnpn«nnfl  fmm    French 

defimtion,  280 

practice,  647 

finishing  joints  287 

stabiUty  of,  640 

laying,  282 

thicknem  of,  645 

pointing,  286 

backing,  659 

hollow  sp>andrels,  660 
centers,  examples  of,  663,  667,  669, 

706,  707,  716;  see  also  Centers, 
crown  thrust,  617,  621 

Navier's  principle,  620 

theory  of  least,  620 
to  find,  621 

theory  of  least  pressure,  618 

Winkler's  hypothesis,  618 
details  of  construction,  659 
dimensions,  648 
examples  of,  661 

Bellefield,  665 

Cabin  John,  664 

Luxemburg,  662 

Pennsylvania  R.R.,  666 

Plauen,  662 

Pont-y-Prydd,  665 
external  forces,  614 
failure,  methods  of,  609 
joint  of  rupture,  defined,  622 

correct  method  of  finding,  623 

incorrect  method  of  finding,  626 

location  of,  625 
line  of  pressure,  609 
line  of  resistence,  609 
open  joints,  613 
plain  concrete,  see  Arch,  elastic, 
proportions,  formulas  for,  642 

thickness  at  crown,  643 
at  springing,  645 
stabiUty,  crushing,  611,  631 
unit  pressure,  6i  1 

empirical  rules  for,  64V 

rotation,  610 

sUding,  614 


mortar,  amount  required,  287 

size  of  stones,  283 

specifications,  730 

uses,  283 
A  T.  and  S.-F.  R.R.,  abutment,  542 

culvert,  cast-iron,  576 

pier,  559 
Atchafalaya  bridge,  foundation,  424 
Ax,  270 

Back  wall,  see  Parapet  wall. 
Batter,  definition,  279 
Beams,  reinforced  concrete,  economic  de- 
sign of,  242 
working  stress  for,  240 
Bearing  power,  foundations,  q.v.,  336 
piles,  q.  v.,  387 
soils,  q.  v.,  335 
Big  Muddy  arch,  704 
Big  South  Fork  Arch,  713 
Bituminous  shield,  190 
Blair  bridge,  pneumatic  foundatioQ,  431 
cost,  447 

frictional  resistance,  442 
rate  of  sinking,  440 
Bond,  brick,  arches,  667 
masonry,  308 
concrete  with  steel,  229 
stone  masonr>%  285 
Box  culvert,  see  Culvert,  box. 
Brick,  absorptive  power,  21,  39 
arch,  bond,  667 

example,  669 
classification,  37 
day,  34 

building,  35 
cost,  44 
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Brick,  clay,  cnishmg  strength,  40, 42 
manufacture  of,  35 
requisite  of  good,  39 
shearing  strength,  43 
sizes,  43 

transverse  strength,  43 
crushing  strength,  method  of  testing,  40 

data  on,  42,  46 
cylinders  for  bridge  foimdations,  425 
fire,  35 

manufacture,  35 
masonry,  see  Masonry,  brick, 
requisites  for  good,  35 
sand-lime,  absorption,  47 
characteristics,  46, 
cost,  48 

crushing  strength,  46 
definition,  45 
fire,  ciTect  of,  48 
weather,  effect  of,  47 
manufacture,  method  of,  45 
transverse  strength,  47 
Brick  masonry,  see  Masonry,  brick. 
Bridge  abutment,  see  Abutment,  bridge. 
Bridge  pier,  see  Pier. 
Broken-stone,  cost,  103 

screened  vs.  unscreened,  133 
sizes,  100 
voids,  99,  101,  102 
weight,  102 
Brooklyn  bridge,  foundation,  442,  443 
Building-blocks,  concrete,  262 
form,  263 
hollow  space,  265 
manufacture,  265 
Building-blocks,  moulding  machines,  266 
size,  263 

waterproofing,  267 
Building-stone,  classification,  27 
TV({  lisitcs  for  good,  3 
tests,  5 
see  also  Stone. 
Buildings,  concrete,  cost  of,  258,  260 
<lata  for  computing  weight  of,  347 
pneumatic  foundation  for,  444 

C.  B.  &  Q.  R.R.,  culvert  box,  single,  588 

ilouble.  589 
retaining  wall,  529 

forms  for,  531 
C.  C.  C.  &  St.  L.  R.R,,  arch,  reinforced 

concrote,  718 
C.  C.  &  ().  Ry.,  arch  culvert,  597 
C.  M.  &  St.  P.  Ry.,  culvert,  arch,  599, 601 

box,  586 

rail-top,  590 
C.  &  X.  W.  R  R.,  retaining  wall,  527 

forms  for,  530 
Caisson,  definition,  417,  428 


OAI -GEM 

Caisson,  disease,  446 
pneumatic,  431 

Blair  bridge,  431 

first  use  of,  429 

guiding  in  sinking,  441 

Havre  de  Grace,  433 
Cairo  bridge,  pier,  558,  548 
Cavil,  270 
Cement,  activity,  68 

amount  for  a  yard  of  mortar,  119 

bibliography,  83 

chemical  analysis,  66 

classification,  49,  54 

cost,  58 

data  for  estimates,  58,  118-20 

economy,  relative,  82 

fineness,  61 

iron-ore,  54 

Ume  with  cement,  effect  of,  128 

magnesia,  55 

mortar,  data  for  estimates,  118, 119 

lime-cement,  128 

normal  consistency,  72,  75 

see  also  Mortar,  cement 
natural,  description,  56 

cost,  58 

specifications,  724 

weight  per  barrel,  58 
normal  consistency,  72 
pat  test,  64 
Portland,  description,  55 

cost,  58 

specifications,  725 

weight  per  barrel,  58 
pozzolan,  description,  56 

cost,  58 

weight,  58 
re-tempering,  effect  of,  128 
Rosendale,  56 
silica,  56 
slag,  57 

specifications,  83,  723 
specific  gravity,  60 
strength  of,  122 

sand,  effect  of,  123 

time,  effect  of,  122 
soundness,  63 

tests  of,  64 
tensile  strength,  data  on,  81,  82,  111. 
122, 123 

method  of  testing,  71 
tests,  activity,  68 

briquette,  form  of,  76 

chemical  analysis,  66 

color,  59 

constancy  of  volume,  63 

fineness,  61 

set,  time  of,  70 

soundness,  63 
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Ganent,   tests,    sonndncws,    aeoelsnitod 
tests  of,  G5 
qiedfio  gravity,  00 
■trangth,  71,  124 
age  when  tested,  79 
data  on,  81, 82,  111,  12%  12» 
form  of  briquette,  76 
weiglit,  00 
testing,  impoitanoe  o^  58 

methods  of,  BQ 
time  of  set,  70 
wei^t,  57,  00 
Center  of  gravity  of  trapeaoid^  to  find*  405 
Charley  Creek  arch,  715 
Chisel,  iHtching^  271 
splitting,  272 
tooth,  272 
Coefficient,  cohesion  of  earth,  405 
elasticity,  concrete,  200,  242 

stone,  14 
expansion  of  concrete,  255 
friction,  earth,  495,  498,  499 
foundation,  420,  442 
masonry,  404 
Coffer-dam,  tee  Foundation,  coffer-dam. 
Columns,  concrete,  cement,  effect  of,  244 
eccentric  loads,  243 
factor  of  safety,  249 
plain,  strength  of,  244 
reinforced,  243 

circiunferentially,  240 
longitudinally,  245 
strength  of  concrete,  243 
plain,  244 
reinforced,  243 
empirical  formula  for,  248 
strength,  243 
Compressed  air,  ph3n»ological  effect,  445 
foundations,   sss   Foundations,   pneu- 
matic. 
Concrete,  aggregate,  defined,  133 
alkali,  effect  of,  193 
alum  and  soap  waterproofing,  180 
amount  of  water  required,  109 
beams,  plain,  223 
reinforced,  224 
T-beam,  228 
bituminous  shield,  190 
bond  with  steel,  229 
bonding  old  to  new,  173 
broken-stone  vs.  gravel,  134 
building-blocks,  see  Building-blook. 
cement  vs.  strength,  139 
cinder,  130,  201 
coefficient  of  elasticity,  200,  242 

of  expansion,  255 
columns,  eccentric  loads,  243 
cement,  effect  of,  244 
empirical  formulas  for,  248 


OOH 

Concrete,  colimms,  r^nforcement,  244 
circumferential,  240 
longitudinal,  245 

strength  of,  243 
consistency,  100 
contraction  and  expansion,  254 

Joints,  190,  250 
cost,  207,  258,  200,  532,  533,  550,  500, 
502,  591,  592,  593,  003,  005 

arch  culverts,  214 

bmldings,  258,  200 

examples  of,  212,  258 

forms,  209,  258,  591,  592,  503,  003, 
005 

foundation,  213,  258,  410 

labor,  215,  258,  410,  532,  533,  550, 
500,  502,  592,  593,  003,  005 

materials,  208, 258, 410, 532, 533, 550 
500,  502,  592,  593,  003,  005 

mixing,  hand,  210,  215 
machine,  211 

placing,  215 

retaining  wall,  213 

sea  wall,  212 
defined,  132 

depositing  under  water,  174 
density,  137 

vs.  strength,  139 
diagonal  tension,  233 
dry  vs.  wet,  107 
economic,  215 
efflorescence,  192 
elastic  limit,  200,  242 
elasticity,  modulus  of,  206 
estimates,  data  for,  157 
expansion  and  oontractioo,  254 

joint,  190,  250 
finish  of  surface,  177 
forms,  159,  250 

bracing,  100 

cleaning,  105 

construction,  ordinary,  159, 250, 527, 
529,  530,  531 
improved,  103,  251 

column,  250,  258 

cost  of,  100,  209,  258,  410»  501 

floor,  251,  258 

girder,  251 

plank,  102 

removing,  103,  254 

sectional,  163 

time  to  remove,  100,  254 
Fuller's  rule  for  amount  of  ingrad^ 

ents,  158 
ingredients  for  a  yard,  157 

FuUer's  rule,  158 
laying,  172 

in  freezing  weather,  175 

rubble  concrete^  173 
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Uoncrete,  machine  mixers,  171 
mixing,  169 

modulus  of  elasticity,  206,  242 
oil,  effect  of,  194 
placing,  172 

freezing  weather,  175 
proportioning,  methods  of,  142 
arbitrary  assignment,  142 
sieve-analysis,  147 
trial,  146 
voids,  143 
units  used,  154 
proportions,  theory  of,  138 

used  in  practice,  156 
reinforced,  advantages!  of,  219 
amount  of  steel,  235 
beam  for  compresmon,  229 
beam,  economic,  242 

formulas,  224 
bibliography,  261 
bond,  229 

stress,  240 
compressive  stress,  241 
cost,  258,  260 

steel,  handling,  260 
definition,  218 
diagonal  tension,  233 
fireproofing,  242 

forms,  250;  see  dUo  Concrete,  forms, 
formulas  for  safe  strength,  225 
history,  218 
objections  to,  220 
placing,  253 

removing  forms,  163,  254 
separately  moulded    members,    256 
shear,  231,241 
T-beams,  228 
tension  in  steel,  240 
theory  of  flexure,  221 
reinforcing    to    prevent    contraction 

cracks,  255 
reinforcement,  234 
kinds  of,  236 
web,  237 
rubble,  173,  292 
•ea  water,  effect  of,  193 
ijhear,  vertical,  231 
shearing  strength,  205 
shrinkage  in  setting,  190,  255 
specifications,  726 
strength,  194 

age,  effect  of,  199 
cement,  effect  of,  139 
cinder,  201 
compressive,  195 

Dow's  experiments,  196 
Kimball's  experiments,  197 
other  experiments,  198 
Rafter's  experiments,  196- 
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Concrete,  strength,  concentrated  load,  200 
different  proportions,  198 
plain  beam,  223 
safe,  200 
shearing,  205 
tensile,  202 
transverse,  203,  204 
surface,  finish  of,  177 
acid,  181 
colored,  18l 
honeycombed,  180 
mortar,  178 
plaster,  179 
rubbed,  180 
scrubbed,  180 
spaded,  178 
tooled,  181 
whitewashed,  179 
theory  of  proportions,  138 
miits  in  proportioning,  154 
water  required,  169 
waterproofing,  181 
ingredients,  184 
alum  and  soap,  186 
clay,  185 
lime,  185 

lime  and  soap,  187 
pozzolan  cement,  185 
methods  of,  183 

bituminous  shield,  190 
dense  concrete,  183 
waterproof  coatings,  188 
waterproof  ingredients,  184 
weight,  207 
Concrete  and  piles  for  foundations,  365 
Contraction  joints,  190,  256 
Cooper's  standard,  abutment,  539 

bridge  pier,  557 
Coping,  279,  312 
Cost,  see  the  article  in  question. 
Coulomb's  theory  of  earth  pressure,  493 
Corrugated  bar,  236 
Crazing  crack,  see  Hair  cracks. 
Cramps,  279 
Crandall,  271 
Crib  for  coffer-dam,  418 
Culverts,  arch,  concrete,  cost  of,  603 
design,  594 

junction  body  and  wings,  594 
examples,  596 

C.  C.  &  O.  Ry.,  597 
C.  M.  &  St.  P.  Ry.,  599 
Erie  R.R.,  597 

Illinois  Central  R.R.,  598,  600 
L.  a  &  M.  S.  R.R.,  601 
N.  Y.  Caitral  R.R.,  596 
Pennsylvania  Lines,  596 
Porto  Rico,  598 
plain  concrete,  examples,  596 
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Tulverts,  arch,  reinforced,  examples,  599 
theory,  593 
box,  cost,  592 
defined,  579 
rail-top,  590 
cost,  593 
reinforced  concrete,  580 
examples,  585-91 
definitiop,  564 
design,  569,  594 
pipe,  571 

cast-iron,  574 
concrete,  577 
plain,  578 
reinforced,  578 
vitrified-pipe,  571 
strength,  578 
waterway  required,  664 
factors,  564 
formulas  for,  566 
Myer's,  567 
Talbot's,  567 
Cummings  loop  bars,  238 
Gushing  pile  foundations,  403 
Cut-stone,  276 

bush-hammered,  277 
crandalled,  277 
diamond-panel,  278 
drafted,  276 
fine-pointed,  277 
pitch-faced,  276 
quarry-faced,  276 
rough-pointed,  276 
rubbed,  278 
tooth-axed,  277 

Pam,  arched,  458 
examples,  483 
Bear  Valley,  484 
Sweetwater,  484 
Upper  Otay,  484 
Zola,  484 
V8.  gravity,  483 
bibliography,  488 
Cain's  profile,  479 
classification,  458 
crushing,  stability  for,  470 
limiting  pressure,  475 
maximum  pressure,  formula  for,  473 
tension  in,  474 
curved  gravity,  485 
examples,  480 
Ashokan,  482 
Cheesman,  482 
New  Croton,  480 
Olive  Bridge,  482 
Pathfinder,  481 
Quaker  Bridge,  480 
Reclamation  Service,  480 
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Dam,  examples,  Roosevelt,  481 
Shoshone,  481 
Wachusettw,  481 
failure,  methods  of,  459 
gravity,    458;    sec  also   Dam,   curved 

gravity  above. 
hollow  i?a.  solid,  487 
ice,  effect  of,  477 
masonry,  458 
nomenclature,  459 
overfall,  486 

overturning,  stability  for,  463 
algebraic  solution,  463 
graphical  solution,  466 
plan,  482 

arched  vs.  gravity,  483 
curved  gravity,  485 
straight  cress  vs.  straight  toe,  482 
percolating  water,  effect  of,  469 
pressure,  allowable,  475 
profile,  478 
Cain's,  479 

examples,  480,  481,  484,  487,  488 
method  of  finding,  478 
quality  of  masonry,  487 
sliding,  stability  against,  460 
•  solid  vs.  hollow,  487 
stability,  crushing,  470 
overturning,  463 
sliding,  460 
tension  in  masonry,  474 
waves,  effect  of,  477 
width  on  top,  478 
•    wind,  effect  of,  476 
Danville  arch,  718 
Deformed  bars,  236 
Detroit  Ave.  arch,  702 
Diamond  bar,  236^ 
Dimension  stones,  281 
Dirt  wall,  see  Parapet  wall. 
Disk  piles,  371 
Dowel,  279 
Dredges,  414 
Dredging,  414 

Dredging  through  wells,  422 
Drift  bolts,  402 

Eads  bridge,  foundation,  442 
Earth,  angle  of  friction,  498 
angle  of  repose,  495,  499 
coefficient  of  cohesion,  495 
coefficient  of  friction,  495,  499 
Earth  pressure,  formulas  for,  492 
Coulomb's,  493 
Poncelet's,  494 
Rankine's,  493 
Weyrauch's,  494 
reliability  of  formulas,  496 
results  of  experiment,  500 
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Efflorescence,  brickwork,  328 

concrete,  192 
Fyrie  R.R.,  arch  culvert,  597 
lOxcavator,  compresses-air,  422;   aco  also 

Dretlges,  and  Puuipa. 
Extrados,  defined,  606 

Face  hammer,  269 
I'acing,  279 
Ftjather  and  plug,  272 
Fireproofing,  242 
]u>oting,  brick,  358 
cantilever,  359 
concrete,  plain,  35S 

reinforced,  359 
eccentric,  358 
inverted  arch,  361 
masonry,  356 
steel-beam,  361 
stone,  358 
timber,  360 
Forms,  see  Concrete,  forms. 
Forth  bridge,  pneumatic  caisson,  444 
Foundation,  Atachafalaya  bridge,  424 
bearing  power,  alluvium,  342 

clay,  338 

gravel,  342 

improving,  methods  of,  343 

quicksand,  342 

rock,  336 

sand,  339 

semi-liquid  soil,  340 

summary,  342 

testing,  methods  of,  335  ^ 

bod  of,  defined,  330 

preparing,  364 
bridge,  Atchafalaya,  424 

Hlair,  431 

brick  cylinders,  425 

T^rooklyn.  440,  443 

Eads,  442 

Forth,  444 

Havre  de  Grace,  433 

Hawkesbury,  425 

Memphis,  443 

Pougiikeepsie,  423 

Williamsburg,  440,  447,  450 
buildings,  area  required,  350 

bearing  power  of  soil,  335-42 
improving,  methods  of,  343 

concrete  and  piles,  365 

consolidating  soil,  345 

deep,  362 

drainage  of,  343 
springs,  344 

examining  the  site,  333 

f'/oting,  355;   sec- also  Footing. 

Krillage.  365 

independent  piers,  352 


FOU 

Foundations,  buildings,  load  to  be  sup- 
ported, 347 
pile,  sec  Pile, 
piles  and  concrete,  3(j5 
piles  and  grillage,  365 
preparing  the  bed,  3^ 
sand  piles,  346 
sand  in  layers,  345 
springs,  344 
wind,  effect  of,  352 
center  of  base,  350 
coffer-dam,  406 
conclusion,  416 
construction,  406 
crib,  410 
double,  410 
movable,  410 
puddle-wall,  408 
construction,  408^ 
puddle,  409 
thickness,  409 
steel-pile,  408 
wood-pile,  407 
cost,  414 

process  for  foundations,  406 
leakage,  411 

pumps,  412;  see  also  Pumpe. 
comparison  of  methods,  456 
compressed-air  process,  429;    see  also 

pneumatic  process  bdow. 
consolidating  the  soil,  345 
crib  and  open-caisson  process,  417 
construction,  418 

excavating  site,  420 
principle,  417 
deep,  362 

concrete  piers,  362 
hydraulic  caisson,  363 
piles,  362 
definition,  330 
designing,  347 
drainage,  343 
dredging  414 

dredging  through  wells,  422 
examples,  423 
•excavators,  422 
frictional  resistance,  420 
conclusion,  428 
cost,  427 
dry  ground,  333 
examining  site,  333 
boring  with  auger,  334 
drilling,  334 
driving  pipe,  333 
washing  a  hole,  334 
frictional  resistance  in  sinking,  426,  442 
freezing  process,  456 
advantages,  456 
difficulties,  456 
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Foundatioiis,   freezing  procMS,   history, 

Foundations,  pneumatic  process,  Platt» 

455 

mouth  bridge,  440 

footing,  see  Footing. 

plenum  process,  defined,  428 

grillage,  365 

position  of  air-lock,  434 

importance  of,  330 

pUe,  429 

independent  piers,  352 

rate  of  sinking,  440 

inverted  arch,  361 

vacuum  process,  described,  428 

lateral  yielding,  400 

working  time,  446 

load  on,  dead,  347 

pump,  412 

live,  348 

centrifugal,  413 

ordinary,  333 

hand,  412 

plan  of  proposed  diflcussion,  331 

pulsometer,  413 

pile,  345,  365;  see  also  Pile. 

steam  syphon,  413 

concrete  cap,  365,  403 

spread  footings,  355 

distance  between  piles,  399 

inverted  arch,  361 

finishing,  401 

masonry  footings,  356 

grillage,  401 

steel-rail  footings,  361 

pneumatic,  described,  429 

timber  footings,  360 

cost,  448 

timber  in,  420 

sawing  off,  400 

undei^  water,  405 

pneumatic  process,  428 

wind,  effect  on,  352 

advantages  of,  455 

Freezing  of  mortar,  cement,  130 

buildings,  444 

lime,  108 

caisson,  described,  431 

Freezing  process  for  foundations,  456 

Blair  bridge,  431 

Freezing  weather,    laying    concrete    in. 

Havre  de  Grace  bridge,  433 

175 

caisson  disease,  446 

laying  masonry  in,  108,  130 

cost,  Blair  bridge,  447   • 

Friction,  coefficient  of,  for  earth,  495  ,499 

European  examples,  453 

internal,  498,  499 

Havre  de  Grace  bridge,  447 

for  masonry,  464 

moderate  depth,  447 

Frost  batter,  516 

PlattMiiouth  bridge,  448 

k 

pneumatic  piles,  448 

Gilbertsville  pier,  560 

Williamsburg  bridge,  447,  450 

highway  crossing,  600,  602 

defined,  428 

Grand  Forks  pivot  pier,  562 

effect  of  compressed-air,  445,  446 

Granite,  described,  29 

examples,  442 

cost  of  cutting,  298 

Blair,  431,  447 

Gravel,  97 

Brooklyn,  443 

cleanness,  97 

Eads,  442 

data  on,  99 

Forth,  444 

durability,  97 

Havre  de  Grace,  433,  447 

requisites  for  good,  97 

Memphis,  443 

size,  97 

Plattsmouth,  440,  448 

voids,  97,  99 

excavation,  436 

Grout,  118 

clay  hoist,  439 

wash  for  waterproofing,  189' 

Eads  p\imp,  437 

Moran  air-lock,  439 

Hair  cracks  in  concrete,  178 

mud  pump,  437 

Hammer,  bush,  270 

sand  lift,  436 

face,  269 

water  colunm,  439 

hand,  271 

filling  air-chamber,  442 

patent,  271 

frictional  resistance,  442 

Haunch  of  arch,  defined,  607 

guiding  caisson,  441 

Havre  de  Grace  bridge,  foundation,  433, 

history,  429 

447 

Havre  de  Grace  bridge,  447 

Hawkesbury  bridge,  foundation,  425 

maximum  depth,  440 

Hudson  memorial  arch,  720 

pliysiological    effect    of    compressed 

Hydraulic  cement,  see  Cement. 

air,  445;  446 

lime,  see  Lime. 
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ICE- MAS 

Ice,  effect  on  dam,  477 

pier,  552, 
Illinois  Central  R.R.,  abutment,  548 

arch.  Big  Muddy,  704 

culvert,  arch,  598,  600 

<  box,  reinforced  concrete,  588 

pier,  Cairo,  558,  548 
Gilbertsville,  560 

retaining  wall,  526 
forms  for,  529 
Intrados,  defined,  607 
Inverted  arcn,  361 

Jet  pile-driver,  381 

V8.  hammer  pile-driver,  383 
Joint  of  rupture,  method  of  finding,  625 

correct,  623 

incorrect,  626 

Pitit*8  theory  of,  627 

Kahn  bar,  238 

K.-C,  M.  A  O.  R.R.,  culvert,  box,  586 
pier,  559 

L.  S.  &  M.  S.  Ry.,  culvert,  arch,  601 

box, 585 
Lateral  yielding,  400 
Lehigh  Valley  R.R.,    bridge   abutment, 

539 
Lime,  classification  of,  49 

cement  with,  128 

cost,  53 

data  for  estimates,  53,  108 

description,.  50 

hydrated,  52 

hydraulic,  53 

mortar,  104,  see  also  Mortar. 

preserving,  52 

slacking,  104 

storing,  52 

tensile  strength,  51,  122 

testing,  method  of,  52 

weight,  53 
Limestone,  described,  30 

Map  lines,  see  Hair  cracks. 
Marble,  described,  30 
Masonry,    ashlar,   283;    see  also  Ashlar, 
brick,  coping,  312 
bond,  308 
cost,  324 
labor,  324 
materials,  326 
crushing  strength,  314 
data  for   estimates,  323 
efflorescence,  328 
iniper\'ious  to  water,  327 
joints,  finishing,  311 
thickness  of,  307 


MAB-BOL 

Masonry,  brick,  laying,  309 
improvements  in,  313 
measurement,  322 
mortar,  306 
pointing,  311 
pressure  allowed,  319 
shove  joint,  311 
specifications  for  buildings,  326 

sewers,  327 
slushing  the  joints,  310 
strength,  compressive,  314 

transverse,  320 
veneer,  309 
waterproof,  327 
coefficient  of  expansion  of  concrete,  255, 

692 
cost,  bibliography,  305 
cutting,  granite,  298 
limestone,  300,  301 
sandstone,  300,  303 
U.  S.  public  buildings,  301 
labor,  brick,  324 
stone,  297,  303 
laying,  301,  303,  304 
quarrying,  304 
total,  301,  303 
ashlar,  302 
brick,  326 
rubble,  302 

U.  S/  public  buildings,  305 
definition,  1 
footings,  356 

general  rules  for  laying,  282 
measurement,  brick,  322 

stone,  296 
mortar  required  per  yard,  121 
paving,  282 

rubble,  289;  see  also  Rubble, 
slope  wall,  282 
squarednstone,  288;   see  also  Squared- 

stone  masonry, 
stone,    ashlar,    238;    see  also  Ashlar, 
classification  of,  279 
cost,  297 

crushing  strength,  293 
definitions  of  kinds,  279 
dry,  282 
kinds  of,  279 

laying,  general  rules  for,  282 
measurement,  296 
mortar  required  per  yard,  119,  121 
pressure  allowed,  294 
rubble,  289;  see  also  Rubble, 
safe  pressure,  296 
squared-stone,  288 ;  see  also  Squared- 

stone  masonr>% 
strength,  293 
weight,  348 
Melan  arch  defined,  711 
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MOB -PEN 

Mortar,  amount  to  fill  voids  in  stone,  144 
.  amount  for  various  kinds  of  masonry, 
121 
absorptive  power,  21 
adhesive  strength,  124 
cement,  data  for  estimates,  118, 120, 121 
density,  108 

V8.  strength,  112 
cost,  126 

estimates,  data  for,  118,  120,  121 
freezing,  effect  of,  130 
lime  in,  128 
mixing,  116 
«ement,  normal  consistency,  72,  75 
proportioning,  methods  of,  114 
proportions,  theory  of,  110 

used  in  practice,  116 
quantities  in  a  yard,  119,  120 
re-tempering,  effect  of,  128 
strength  of,  121 
adhesive,  124 
cement,  effect  of,  111 
compressive,  124 
density,  effect  of,  112 
tensUe,  121 

age,  effect  of,  122 
sand,  effect  of,  123 
time,  effect  of,  122 
theory  of  proportions,  110 
freezing,  to  prevent,  130     * 
lime,  cement  in,  128 
estimates,  data  for,  108 
freezing,  effect  of,  108 
mixing,  107 
proportions,  106 
strength,  51,  122 
uses  of,  107 
quantity  for  a  yard  of  masonry,  121 
waterproof,  129 
Mud-pump,  437 

New  York  Central  R.R.,  abutment,  547 
U-abutment,  547 
wing  abutment,  539 
culvert,  arch,  596 
pipe,  cast-iron,  576 
N-itrified,  573 
pier,  557 

retaming  waU,  526 
forms  for,  527 
Northern  Pacific  R.R.,  pivot  pier,  562 

Oil,  effect  on  concrete,  194 
0)M>n  joints  in  an  arch,  613 

Parapet  wall,  539 
Patent  hammer,  271 
Pa\nng,  stone,  282 
Pennsylvania  Lines,  culvert,  596 


PEN-pn. 

Pennsylvania,  R.R.,  arch,  666  • 

Pennypacker  arch,  704 
Peru  arch,  717 

Physiological  effect  of  compressed-air,  445 
Pier,  bridge,  abutment-pier,  550 
examples,  plain  concrete,  557 
A.,  T.  &  S.-F.  R.R.,  559 
Cairo,  548,  558 
Cooper's  highway,  557 
K.-C.,  M.  ic  O.  R.R.,  559 
N.  Y.  Central  R.R,,  657 
Santa  F^,  R.R.,  559 
reinforced,  560 
functions  of  a,  551 
horizontal  sectiom,  556 
location,  551 
pivot,  562 
reinforced,  560 

GilbertsviUe,  560 
stability,  theory  of,  552 
longitudinal,  552 

current,  effect  of,  552 
ice,  effect  of,  552 
wind,  effect  of,  552 
transverse,  554 

expansion  of  bridge,  555 
motion  of  train,  554 
wind,  555 
Pile,  bearing,  defined,  367 
bearing  power  of,  387 
actual,  396 
colunmar,  388 
computed,  393,  394 
disk,  398 

experimentally  determined,  396 
factor  of  safety,  39» 
formula  for,  389,  392,  394 
safe,  398 
screw,  398 

wood,  experiments  on,  394,  396 
formula  for,  392 
frictional  resistance  of,  398 
load,  safe,  398 
ultimate,  396 
concrete,  371 
cap,  403 
cost,  373 
Chenoweth,  372 
Pedestal,  373 
Raymond,  372 
Simplex,  372 
vs.  wood,  373 
cost  of  drix-ing,  see  driving  below. 
Cusliing,  403 
definitions,  367 
dL«*k,  371 

bearing  power,  398 
driving,  brooming,  effect  of,  390 
cost  of,  383 
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PIL-POI 

POB-RET 

Pile,  drivings,  cost  of,  bridge  construction, 

Porto  Rico,  arch  culvert,  598 

385,  548,  549 

Poughkeepsie  bridge,  foundation,  423 

bridge  repairs,  384 

Pozzolan  cement,  56 

foundations,  386,  533 

Puddle,  material  for,  409 

harbor  work,  386 

Pulsometer,  413 

railroad  construction,  383 

Pump,  412, 

sheet,  387 

centrifugal,  413 

steel,  387 

hand,  412 

drop-hammer,  377 

mud,  437 

dynamite,  driving  with,  382 

pulsometer,  413 

steam-hammer,  379,  380 

sand,  436 

water-jet,  381,  383 

steam  siphon,  4^13 

foundation,  see  Foundation,  pile. 

lateral  yielding,  400 

Quarrying,  297,  302,  304 

pneumatic,  429 

Quoin,  defined,  279 

sand,  346 

sawing  off,  400 

Rankine's,  arch,  theory  of,  640 

screw,  370 

earth  pressure,  theory  of,  493,  604 

bearing  power  of,  398 

Ransome  stone,  268 

sheet,  374 

Reinforcement,  amoiuit  of  steel,  235 

cost  of  driving,  387 

for  concrete,  234 

steel,  375 

placing,  method  of,  253 

Wakefield,  374 

cost  of,  260 

wood,  374 

various  kinds  of,  236,  338 

shoe,  368 

Relie\'ing  arches,  515 

steel,  described,  375 

Retaining  wall,   back-filling,   method  of 

cost  of  driving,  387 

placing,  514 

Wakefield,  374 

cost,  plain-concrete,  532 

wood,  367 

reinforced-concrete,  533 

cost,  369 

Coulomb's  theory  of,  493 

hood,  368 

design  of  a  reinforced,  517 

shoe,  368 

cantilever,  517 

splicing,  368 

counterforted,  523 

Pile-<lriving  machine,  377 

definitions,,  489 

drop-liammer,  377 

difficulties  in  determining  stability,  490 

friction-clutch,  378 

dimensions,  empirical  rules  for,  507 

nipper,  378 

drainage,  513 

steam  vs.  drop-hammer,  380 

empirical  rules  for,  507 

dynamite,  381 

examples,    plain-concrete,    Chicago    & 

friction  clutch,  378 

Northwestern  R.R.,  527 

hammer  vs.  jet,  383 

Illinois  Central  K.R.,  526 

jet  of  water,  381 

N.  Y.  Central  R.R..  526 

nipper,  378 

reinforced  concrete,  C.  B.  &  Q.  R.R., 

steam-hammer,  379 

529 

water-jet,  381 

Corrugated  Bar  Co.,  630 

Pitching  chisel,  271 

Pittsburg,  530 

Pivot  pier,  562 

factor  of  safety,  509 

Plattsmouth  bridge,  foundation,  415,  440, 

foimdation,  511 

448 

land  ties,  489,  615 

Plug  and  feather,  272 

pressure  of  earth,  491 

Pneumatic   foundation,   see  Foundation, 

amount  of,  491 

pneumatic. 

direction  of,  494 

Point,  271 

point  of  application  of,  494 

Pointing,  brick  masonry,  311 

Rankine's  theor>'  of,  493,  504 

stone  nias<>nr>',  286,  288 

rehability  of  theories  of,  496,  505 

<lash  p  jintiiig,  288 

point  of  application,  499 

ribbon  pointing,  288 

direction  of  resultant,  505 

Point    Pleasant   briilge,   cost  of  foimda- 

surface  of  rupture  a  plane,  497 

tions,  415 

relie\'ing  arches,  515 

744 


Index. 


Retaining  wall,   stability,   difficulties  in 
theory  of,  490 
of  concrete,  610 
thickness,  empirical  rules  for,  507 
Benj.  Baker's,  508 
Fanshawc's,  507 
Truutwine's,  508 
vertical  cross  section  of,  516 
Weyrauch's  theory,  494 
Riprap,  282 
Rock,  compressive  strength  of  bed-rock, 

337 
Rubble,  281,  289 
concrete,  292 
definition,  281 
laying,  282,  290 
mortar,  amount  required,  291 
specifications,  292,  731 
uses,  291 

Sand,  amount  per  3rard  of  mortar.  120 

bennng  power,  339 

clay^  effect  of,  87 

cleanness,  86 

cost,  96 

data  on,  93 

durability,  85 

fineness,  88 

requisites  of  good,  85 

selecting,  95 

riiarpncss,  86 

stone  screenings,  94 

\'oids,  91 

washing,  88 

weight,  96 
Sand-Uf t,  436 
Sand-pump,  437 
Sandstone,  31 

Scheffler's  theory  of  voussoir  arch,  637 
Screenings,  stone,  substitute  for  sand,  94 
Screw-piles,  described,  370 
Seasoning  of  stone,  17 
Sibley  bridge,  guiding  the  caisson,  441 
Sieve-anal>'8i8,  defined,  147 
Skew  arch,  defined,  608 
Slab  reinforcement,  239 
Slope-wall  masonrj',  282 
Soap  and  alum  waterproofing,  186,  327 
Soap  and  lime  waterproofing,  187 
Soil,    bearing    power    of,    335;    see    also 

Foundations,  bc^uing  power. 
Sorel  stone,  268 
Spandrel,  definition  of,  607 

filling,  for  arches,  060 
Specifications,  ashlar,  730 

brick  masonrj',  buildings,  326 
8e\%-ers,  327 

cement,    723 

concrete,  726 


SPI-STO 

Specifications,  masonry,  729 

ashlar,    730 

rubble,  292,  731 

squarednstone,  288 
Splicing  reinforcing  bars,  253 
Squared-stone  masonry,  281,  288 
backmg,  288 
definition,  281 
laying,  282 

mortar,  amount  required,  289 
.    pointing,  288 

specifications,  288 
Steam  siphon,  413 

Steel  reinforcement,  cost  of  handling,  260 
Stirrups,  rule  for,  237 
Stone,  absorptive  power,  21 
artificial,  267 

Ransome,  268 

Sorel,  268 
bibliography,  26 
broken,  see  Broken-Stone, 
building,  importance  of  diurabiUty,  4 

requisites  for  good,  3 

tests  of,  5 
cost,  103,  298 
classification,  27 
crushing  strength,  data  on,  11 

methods  of  determining,  7 

slabs,  12 
cut,  bush-hammered,  277 

crandalled,  277 

diamond-panel,  278 

drafted,  276 

fine-pointed,  277 

pitch-fac<5d,  276 

quarry-faced,  276 

rough-pointed,  276 

rubbed,  278 

tooth-axed,  277 
description,  artificial,  268 

granite,  29 

limestone,  30 

marble,  30 

sandstone,  31 

trap,  29 
durability,  destructi>'e  agents,  15 

resisting  agents,  17 

testing,  19 
elasticity,  14 

granite,  description  of,  29 
hardness,  7 

Umestone,  description  of,  30 
marble,  description  of,  30 
masonrv.  ^ee  Masonrv,  stone, 
preserving,  methods  of,  25 
price  of,  103.  298 
sandstone,  description  of.  31 
screenings,  substitute  for  sand.  94 
shearing  strength,  14 
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STO-WAK 

Stooe.  specific  gravity,  101 

strength.  11 
cnislung.  11 
transvense,  12 

toughness  7 

trap.  29 

weight,  6 
Stone-cutting,  finishing  suifaoey  275 

forming  surface,  273 

flushed  joint,  284 

making  drawings,  275 

tools,  269 

Thacher  system  of   arch   mnforoement, 

712 
Timber  in  foundations,  420 
Tools,  stone-cutting,  269 
Tooth-ax,  270 
Trap,  29 
Tr^mie,  174 
Twisted  bar  for  reinforcement,  236 

Union  Pacific  arch,  reinforced  concrete, 

712 
Unit  girder  frame,  238 

Vitrified  culvert  pipe,  574 
Voussoir,  definition  of,  607 

Wabash  R.R.,  abutment,  reinforced  con- 
crete, 542 
Wakefield  aheet-pile,  374 


WAL~10L 

WalU  dvanitloiis  oT  fmrls  of.  379 
retaining.  *nr  Rt^taliung^Walt 

Waterway  ftwr  wih-vrtsk  5184 
farton^  5<U 
formulae,  566 
M\tT*s,  567 
Talbot '».  567 
Weep  holes,  513 

WevrauchV  theorx'  of  earth  priim^  494 
Weight,  buUdings.  347 
cement,  per  barrel,  58 

per  cubic  foot,  00 
concrete,  207 
earth.  495 
gra\-el  93,  99 
lime,  53 
masonry,  348 
pipe,  cast-iron,  575 

vitrified,  574 
sand,  93,  96 
stone.  6 

broken,  102 
Whitewash,  brickwork,  338 

concrete,  192 
Winkler's  h>'pothc«i«  forcrown  thruat,618 
Wansch  arch  defined,  711 

Yaioo  river  bridge,  guiding  th«  calMoa, 
442 

Zola  dam,  484 
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